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DEPARTMENT  OF  LABOR  (DOL) 


DEPARTMENT  OF  LABOR 

Office  of  the  Secretary 

20  CFR  Chs.  I,  iV,  V,  VI,  VII,  and  IX 

29  CFR  Subtitle  A  and  Chs.  II,  IV,  V, 
XVII,  and  XXV 

30  CFR  Ch.  I 
41  CFR  Ch.  60 
48  CFR  Ch.  29 

Semiannual  Agenda  of  Regulations 
agency:  Office  of  the  Secretary,  Labor. 
ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  This  document  sets  forth  the 
Department’s  semiannual  agenda  of 
regulations  that  have  been  selected  for 
review  or  development  during  the 
coming  year.  The  Department’s  agencies 
have  carefully  assessed  their  available 
resources  and  what  they  can  accomplish 
in  the  next  12  months  and  have  adjusted 
their  agendas  accordingly. 

The  agenda  complies  with  the 
requirements  of  both  Executive  Order 
12866  and  the  Regulatory  Flexibility 
Act.  The  agenda  lists  all  regulations  that 
are  expected  to  be  under  review  or 
development  between  April  2007  and 
April  2008,  as  well  as  those  completed 
during  the  past  6  months. 

FOR  FURTHER  INFORMATION  CONTACT: 

Kathleen  Franks,  Director,  Office  of 
Regulatory  Policy,  Office  of  the 


Assistant  Secretary  for  Policy,  U.S. 
Department  of  Labor,  200  Constitution 
Avenue  NW.,  Room  S-2312, 

Washington,  DC  20210;  (202)  693-5959. 

NOTE:  Information  pertaining  to  a  specific 
regulation  can  be  obtained  fi'om  the  agency 
contact  listed  for  that  particular  regulation. 

SUPPLEMENTARY  INFORMATION:  Executive 
Order  12866  and  the  Regulatory 
Flexibility  Act  require  the  semiannual 
publication  in  the  Federal  Register  of  an 
agenda  of  regulations.  As  permitted  by 
law,  the  Department  of  Labor  is 
combining  the  publication  of  its  agendas 
under  the  Regulatory  Flexibility  Act  and 
Executive  Order  12866. 

Executive  Order  12866  became 
effective  September  30, 1993,  and,  in 
substance,  requires  the  Department  of 
Labor  to  publish  an  agenda  listing  all 
the  regulations  it  expects  to  have  under 
active  consideration  for  promulgation, 
proposal,  or  review  during  the  coming 
1-year  period.  The  focus  of  all 
departmental  regulatory  activity  will  be 
on  the  development  of  effective  rules 
that  advance  the  Department’s  goals  and 
that  are  understandable  and  usable  to 
the  employers  and  employees  in  all 
affected  workplaces. 

The  Regulatory  Flexibility  Act,  which 
became  effective  on  January  1, 1981, 
requires  the  Department  of  Labor  to 
publish  an  agenda,  listing  all  the 
regulations  it  expects  to  propose  or 
promulgate  that  are  likely  to  have  a 
“significant  economic  impact  on  a 
substantial  number  of  small  entities”  (5 
U.S.C.  602). 


The  Regulatory  Flexibility  Act  (under 
section  610)  also  requires  agencies  to 
periodically  review  rules  “which  have 
or  will  have  a  significant  economic 
impact  upon  a  substantial  number  of 
small  entities”  and  to  annually  publish 
a  list  of  the  rules  that  will  be  reviewed 
during  the  succeeding  12  months.  The 
purpose  of  the  review  is  to  determine 
whether  the  rule  should  be  continued 
without  change,  amended,  or  rescinded. 

The  next  12-month  review  list  for  the 
Department  of  Labor  is  provided  below, 
and  public  comment  is  invited  on  the 
listing.  A  brief  description  of  each  rule, 
the  legal  basis  for  the  rule,  and  the 
agency  contact  are  provided  with  each 
agenda  item. 

Occupational  Safety  and  Health 
Administration 

Excavations  (RIN  1218-AC02) 

Lead  in  Construction  (RIN  1218- 
AC18) 

Methylene  Chloride  (RIN  1218-AC23) 

Employee  Benefits  Security 
Administration 

Plan  Assets-Participant  Contributions 
Regulations  (RIN  1210-ABll) 

All  interested  members  of  the  public 
are  invited  and  encouraged  to  let 
departmental  officials  know  how  our 
regulatory  efforts  can  be  improved,  and, 
of  course,  to  participate  in  and  comment 
on  the  review  or  development  of  the 
regulations  listed  on  the  agenda. 

Elaine  L.  Chao, 

Secretary  of  Labor. 


Employment  Standards  Administration — Prerule  Stage 


i 

Sequence 
Number  i 

Title 

Regulation 

Identifier 

Number 

.1759 

Child  Labor  Regulations,  Orders,  and  Statements  of  Interpretation . . 

1215-AB44 

Employment  Standards  Administration — Proposed  Rule  Stage 


1 

Sequence 

Number 

Title 

Regulation 

1  Identifier 
Number 

1760 

i  Amendments  to  the  Fair  Labor  Standards  Act  . 

1215-AB13 

1761 

Service  Contract  Act  Health  and  Welfare  Benefits . 

1215-AB56 

1762 

Child  Labor  Regulations,  Orders,  and  Statements  of  Interpretation . 

1215-AB57 

1763 

Amendment  to  the  Interpretive  Guidelines  Governing  the  Employee  Protective  Provisions  of  the  Federal  Transit 

1215-AB58 

1764 

Government  Contractors,  Affirmative  Action  Requirements,  Revision  of  the  Employer  Infomnation  Report  (EEO-1 
Report)  . .*.... . 

1215-AB59 
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DOL 


Employment  Standards  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1765 

1766 

Affirmative  Action  and  Nondiscrimination  Obligations  of  Contractors  and  Subcontractors  Regarding  Disabled,  Re¬ 
cently  Separated,  Other  Protected,  and  Armed  Forces  Service  Medal  Veterans  . 

Labor  Organization  Officer  and  Employee  Reports . 

1215-AB46 

1215-AB49 

Employment  Standards  Administration — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1767 

1768 

Labor  Condition  Applications  and  Requirements  for  Employers  Using  Nonimmigrants  on  H-1B  Visas  in  Specialty 

Occupatiorw  and  as  Fashion  Models . 

Family  and  Medical  Leave  Act  of  1993;  Conform  to  the  Supreme  Court's  Ragsdale  Decision  . 

1215-AB09 

1215-AB35 

■  Employment  Standards  Administration — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1769 

1770 

Claims  for  Compensation  Under  the  Energy  Employees  Occupational  Illness  Compensation  Program  Act  of  2000, 

as  Amended . . . 

The  Black  Lung  Benefits  Act  of  1969,  as  Amended  T . 

1215-AB51 

1215-AB60 

Employment  and  Training  Administration — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1771 

1772 

1773 

1774 

Disclosure  of  State  Unemployment  Compensation  Wage  Record  Information . . 

Senior  Community  Service  Employment  Program . 

Apprenticeship  Programs,  Labor  Standards  for  Registration,  Amendment  of  Regulations  . 

Federal-State  Unemployment  Compensation  Program;  Interstate  Arrangement  for  Combining  Employment  and 

1205-AB45 

1205-AB48 

1205-AB50 

1205-AB51 

_ 

Employment  and  Training  Administration — Final  Rule  Stage 

1 

Sequence 

Number 

Regulation 

Identifier 

Number 

1775  !  Post-Adjudication  Audits  of  H-2B  Petitions  Other  Than  Logging  in  the  United  States  . 

1776  Labor  Certification  for  the  Permanent  Employment  of  Aliens  in  the  United  States;  Reducing  the  Incentives  and 

Opportunities  for  Fraud  and  Abuse  and  Enhancing  Program  Integrity . 

1777  '  Labor  Conditions  Applications  for  E-3  Visas  in  Specialty  Occupations  for  Australian  Nonimmigrants . 

1 778  j  Senior  Community  Service  Employment  Program;  Performance  Accountability  . 

1779  Attestations  by  Facilities  Temporarily  Employing  H-1C  Nonimmigrant  Aliens  as  Registered  Nurses;  Final  Rule . 

1205-AB36 

1205-AB42 

1205-AB43 

1205-AB47 

1205-AB52 

Employment  and  Training  Administration — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1780 

1781 

Revision  to  the  Department  of  Labor  Benefit  Regulations  for  Trade  Adjustment  Assistance  for  Workers  Under  the 

Trade  Act  of  1974,  as  Amended  . . . 

Alternative  Trade  Adjustment  Assistance  Benefits;  Amendment  of  Regulations  . 

1205-AB32 

1205-AB40 
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Employment  and  Training  Administration — Long-Term  Actions  (Continued) 

Sequence 

Number 

1 

Title 

Regulation 

Identifier 

Number 

1782  ' 

1783  ■ 

1784 

Revision  of  the  Department  of  Labor  Regulations  for  Petitions  and  Determinations  of  Eligibility  to  Apply  for  Trade 

Adjustment  Assistance  for  Workers . 

Workforce  Investment  Act  Amendments . 

YouthBuild  Program  . ^ . 

1205-AB44 

1205-AB46 

1205-AB49 

Employment  and  Training  Administration — Completed  Actions 

Sequence  ! 
Number  j 

Title 

Regulation 

Identifier 

Number 

1785 

Federal-State  Unemployment  Compensation  Program:  Eligibility . 

1205-AB41 

Employee  Benefits  Security  Administration — Proposed  Rule  Stage 

Sequence  j 
Number 

Title 

Regulation 
•  Identifier 
Number 

1786 

1787 

1788 

1789 

1790 

1791 

Amendment  of  Regulation  Relating  to  Definition  of  Plan  Assets — Participant  Contributions  . . 

Amendment  of  Section  404(c)  Regulation — Disclosure . 

Amendment  of  Standards  Applicable  to  General  Statutory  Exemption  for  Services  . 

Prohibited  Transaction  Exemption  for  Provision  of  Investment  Advice  to  Participants  in  Individual  Account  Plans  ... 

Selection  of  Annuity  Provider  for  Individual  Account  Plans . 

Periodic  Pension  Benefit  Statements . 

1210-AB02 

1210-AB07 

1210-AB08 

1210-AB13 

1210-AB19 

1210-AB20 

Employee  Benefits  Security  Administration — Final  Rule  Stage  . 

Sequence 

Number 

! 

Title 

i  Regulation 
Identifier 
Number 

1792 

1793 

1794 

1795 

1796 

1797 

1798 

‘1799 

1800 

1801 

1802 

Regulations  Implementing  the  Health  Care  Access,  Portability,  and  Renewability  Provisions  of  the  Health  Insur¬ 
ance  Portaibility  and  Accountability  Act  of  1 996  . 

Health  Care  Standards  for  Mothers  and  Newborns . . . 

Revision  of  the  Form  5500  Series  and  Implementing  Regulations  . 

Section  404  Regulation — Default  Investment  Alternatives  Under  Participant  Directed  Individual  Account  Plans . 

Proposed  Revision  of  Annual  Information  Return/Reports . - . 

Time  and  Order  of  Issuance  of  Domestic  Relations  Orders . 

Amendments  to  Safe  Harbor  for  Distributions  from  Terminated  Individual  Account  Plans  and  Termination  of  Aban¬ 
doned  Individual  Account  Plans  to  Require  Inherited  IRAs  for  Missing  Nonspouse  Beneficiaries  . 

Statutory  Exemption  for  Cross-Trading  of  Securities . 

Annual  Funding  Notice  for  Defined  Benefit  Plans  . 

Multi  Employer  Plan  Information  Made  Available  on  Request  . 

Amendment  to  Interpretive  Bulletin  95-1  . 

1210-AA54 

1210-AA63 

121Q-AB06 

1210-AB10 

1210-AB14 

1210-AB15 

1210-AB16 

1210-AB17 

1210-AB18 

1210-AB21 

1210-AB22 

• 

Employee  Benefits  Security  Administration — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1803 

Adequate  Consideration . .-. . 

1210-AA15 

1804 

Independence  of  Accountant  . 

1210-AB09 

1805 

Plan  Assets-Participant  Contributions  Regulation  (Section  610  Review)  . .*...; . . 

1210-AB11 
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Employee  Benefits  Security  Administration — Completed  Actions 

Sequence 
Number  i 

1 

Title 

Regulation 

Identifier 

Number 

1806 

1807 

Prohibiting  Discrimination  Against  Participants  and  Beneficiaries  Based  on  Health  Status  . 

Prohibited  Transaction  Exemption  for  Provision  of  Investment  Advice  to  Individual  Retirement  and  Similar  Plans  ... 

1210-AA77 

1210-AB12 

Mine  Safety  and  Health  Administration — Proposed  Rule  Stage 


Sequence 

Number 

1 

Title 

Regulation 

Identifier 

Number 

1808 

Fire  Extinguishers  in  Underground  Coal  Mines  . 

1219-AB40 

1809 

Sealing  of  Abandoned  Areas  . 

1219-AB52 

1810 

Mine  Rescue  Teams  . 

1219-AB53 

1811 

Diesel  Particulate  Matter:  Conversion  Factor  from  Total  Carbon  to  Elemental  Carbon  . 

1219-AB55 

Mine  Safety  and  Health  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 
'  Identifier 
'  Number 

1812 

High-Voltage  Continuous  Mining  Machine  Standard  for  Underground  Coal  Mines  . 

.  1  1219-AB34 

Mine  Safety  and  Health  Administration — Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1813 

Verification  of  Underground  Coal  Mine  Operators’  Dust  Control  Plans  and  Compliance  Sampling  for  Respirable 

! 

1219-AB14 

1814 

Determination  of  Concentration  of  Respirable  Coal  Mine  Dust . . . 

1219-AB18 

1815 

Asbestos  Exposure  Limit . : . 

1219-AB24 

1816 

i  Respirable  Crystalline  Silica  Standard . 

1219-AB36 

1817 

Revising  Electrical  Product  Approval  Regulations . . 

1219-AB37 

1818 

Field  Modifications  of  Permissible  Mobile  Diesel-Powered  Equipment . 

1219~AB39 

1819 

Use  of  or  Impairment  From  Alcohol  and  Other  Drugs  on  Mine  Property . 

1219-AB41 

1820 

Equivalency  Evaluation  of  the  U.S.  Environmental  Protection  Agency’s  Nonroad  Diesel  Engine  Standards  . 

1219-AB43 

1821 

Continuous  Personal  Dust  Monitors  . 

1219-AB48 

Mine  Safety  and  Health  Administration — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1822 

1823 

_ 

Emergency  Mine  Evacuation  . 

Criteria  and  Procedures  for  Proposed  Assessment  of  Civil  Penalties  . '. . 

1219-AB46 

1219-AB51 

Occupational  Safety  and  Health  Administration — Prerule  Stage 


Sequence  * 

Number  |  ' 

Regulation 

Identifier 

Number 

1824 

Occupational  Exposure  to  Crystalline  Silica  . 

1218-AB70 

1825  1 

I  Occupational  Exposure  to  Beryllium  . 

1218-AB76 

1826 

Ionizing  Radiation . 

1218-AC11 

1827 

!  Emergency  Response  and  Preparedness  . . . 

121&-AC17 

1828 

Lead  in  Construction  (Section  610  Review) . 

!  1218-AC18 

22832 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


DOL 


Occupational  Safety  and  Health  Administration — Prerule  Stage  (Continued) 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1829 

1830 

Revision  and  Update  of  Standards  for  Power  Presses  . 

Methylene  Chloride  (Section  610  Review)  . 

121&-AC22 

1218-AC23 

Occupational  Safety  and  Health  Administration — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1831 

Confined  Spaces  in  Construction  (Part  1926):  Preventing  Suffocation/Explosions  in  Confined  Spaces . 

1218-AB47 

1832 

General  Working  Conditions  for  Shipyard  Employment  . 

1218-AB50 

1833 

Cranes  and  Derricks  . 

1218-AC01 

1834 

Updating  OSHA  Standards  Based  on  National  Consensus  Standards . 

1218-AC08 

1835 

Explosives  . 

1218-AC09 

1836 

Standards  Improvement . 

1218-AC19 

1837 

Hazard  Communication  . 

1218-AC20 

1838 

Nationally  Recognized  Testing  Laboratories  Fee  Schedule  -  Revised  Approach . 

1218-AC27 

Occupational  Safety  and  Health  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1839 

Longshoring  and  Marine  Terminals  (Parts  1917  and  1918) — Reopening  of  the  Record  (Vertical  Tandem  Lifts 
(VTLs))  . 

1218-AA56 

1840 

Electric  Power  Transmission  and  Distribution;  Electrical  Protective  Equipment  . 

1218-AB67 

1841 

Employer  Payment  for  Personal  Protective  Equipment . 

1218-AB77 

1842 

Procedures  for  Handling  Discrimination  Complaints  Under  Federal  Employee  Protection  Statutes  . 

1218-AC25 

Occupational  Safety  and  Health  Administration — Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1843 

1844 

Walking  Working  Surfaces  and  Personal  Fall  Protection  Systems  (1910)  (Slips,  Trips,  and  Fall  Prevention)  . 

Hearing  Conservation  Program  for  Construction  Workers  . 

1218-AB80 

1218-AB89 

Occupational  Safety  and  Health  Administration — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1845 

1846 

1847 

1848 

Revision  and  Update  of  Subpart  S — Electrical  Standards . 

1218-AB95 

1218-AC02 

1218-AC16 

1218-AC21 

Excavations  (Section  610  Review) . 

NFPA  Standards  in  Shipyard  Fire  Protection  . . . 

Notice  on  Supplier’s  Declaration  of  Conformity  (SDoC) . 

Office  of  the  Assistant  Secretary  for  Veterans’  Employment  and  Training — Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1849 

Jobs  for  Veterans  Act  of  2002:  Contract  Threshold  and  Eligibility  Groups  for  Federql  Contractor  Program  . 

1293-AA12 
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Department  of  Labor  (DOL)  Prerule  Stage 

Employment  Standards  Administration  (ESA) 


1759.  CHILD  LABOR  REGULATIONS, 
ORDERS,  AND  STATEMENTS  OF 
INTERPRETATION 

Priority:  Other  Significant 
Legal  Authority:  29  USC  203(1) 

CFR  Citation:  29  CFR  570 
Legal  Deadline:  None 

Abstract:  The  Department  of  Labor  is 
considering  possible  revisions  to  the 
hazardous  occupations  orders  that  may 
be  undertaken  to  address 
recommendations  of  the  National 
Institute  for  Occupational  Safety  and 
Health  (NIOSH)  in  its  May  2002  report 
to  the  Department  on  the  Fair  Labor 
Standards  Act  child  labor  regulations 
(available  at 


http://www.youthrules.dol.gov/ 
resources.htm).  This  Advance  Notice  of 
Proposed  Rulemaking  seeks  additional 
data  and  public  input  to  supplement 
the  conclusions  and  recommendations 
on  certain  of  the  Hazardous  Orders 
contained  in  the  NIOSH  report  for 
consideration  in  subsequent  rulemaking 
actions  that  may  be  undertaken.  This 
Advance  Notice  of  Proposed 
Rulemaking  is  related  to  a  separate 
Notice  of  Proposed  Rulemaking  (see 
Related  RIN:  1215-AB57). 

Timetable: 

Action  Date  FR  Cite 

ANPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Buil^ng,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
Fax:  202  693-1302 

Related  RIN:  Related  to  1215-AB57 
RIN:  1215-AB44 


Department  of  Labor  (DOL)  Proposed  Rule  Stage 

Employment  Standards  Administration  .  (ESA) 


1760.  AMENDMENTS  TO  THE  FAIR 
LABOR  STANDARDS  ACT 

Priority:  Other  Significant 

Legal  Authority:  29  USC  201  et  seq; 

PL  104-188,  sec  2101  to  2105 

CFR  Citation:  29  CFR  4;  29  CFR  531; 

29  CFR  541;  29  CFR  778;  29  CFR  785; 
29  CFR  790;  29  CFR  870;  41  CFR  50 
to  202 

Legal  Deadline:  None 

Abstract:  Small  Business  Job  Protection 
Act  of  1996  (H.R.  3448}  enacted  on 
August  20,  1996  (Pub.  L.  104-188,  title 
II)  amended  the  Portal-to-Portal  Act 
(PA)  and  the  Fair  Labor  Standards  Act 
(FLSA).  Tbe  PA  amendment  excludes 
(under  certain  circumstances)  from 
compensable  “hours  worked”  the  time 
spent  by  an  employee  in  home-to-work 
travel  in  an  employer-provided  vehicle. 
The  FLSA  amendments:  (1)  Increased 
the  $4.25  Federal  minimum  hourly 
wage  in  two  steps  to  $5.15  on 
September  1,  1997;  (2)  provided  a  $4.25 
subminimum  wage  for  youth  under  age 
20  in  their  frrst  90  calendar  days  of 
employment  with  an  employer;  (3)  set 
the  employer’s  direct  wage  payment 
obligation  for  tipped  employees  at 
$2.13  per  hour  (provided  such 
employees  receive  the  balance  of  the 
full  minimum  wage  in  tips);  and  (4) 
set  the  hourly  compensation 
requirements  at  no  less  than  $27.63  per 
hour  for  certain  exempt  professional 
employees  in  computer-related 


occupations.  Changes  will  be  required 
in  the  regulations  to  reflect  these 
amendments.  Other  updates  will 
address  needed  clarifications  to 
additional  sections  of  the  regulations, 
including  sections  affected  by  Public 
Law  106-151,  section  1  (December  9, 
1999),  113  stat.  1731,  and  Public  Law 
106-202  (May  18,  2000),  114  stat.  308. 
Timetable:  , 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

URL  For  Public  Comments: 

www.regulations.gov 
Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Building,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
Fax:  202  693-1302 

RIN:  1215-AB13 


1761.  SERVICE  CONTRACT  ACT 
HEALTH  AND  WELFARE  BENEFITS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 


Legal  Authority:  41  USC  351;  41  USC 
38;  41  USC  39;  5  USC  301 

CFR  Citation:  29  CFR  4 

Legal  Deadline:  None 

Abstract:  The  Department  of  Labor  will 
seek  public  input  on  methods  for 
federal  service  contractors  to  meet  the 
health  and  welfare  fringe  benefit 
component  required  under  prevailing 
wage  determinations  issued  pursuant  to 
the  McNamara-O’Hara  Service  Contract 
Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
.Building,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
Fax:  202  693-1302 

RIN:  1215-AB56 
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Proposed  Rule  Stage 


1762.  CHILD  LABOR  REGULATIONS, 
ORDERS,  AND  STATEMENTS  OF 
INTERPRETATION 

Priority:  Other  Significant 

Legal  Authority:  29  USC  203(1);  29  USC 
212:  29  USC  213(c) 

CFR  Citation:  29  CFR  570 
Legal  Deadline:  None 

Abstract:  The  Department  of  Labor 
continues  to  review  the  Fair  Labor 
Standards  Act  child  labor  provisions  to 
ensure  that  the  implementing 
regulations  provide  job  opportunities 
for  working  youth  that  are  healthy  and 
safe  and  not  detrimental  to  their 
education,  as  required  by  the  statute 
(29  U.S.C.  sections  203(1),  212(c). 

213(c),  and  216(e)).  This  proposed  rule 
will  update  the  regulations  to  reflect 
statutory  amendments  enacted  in  2004, 
and  will  propose,  among  other  updates, 
revisions  to  address  several 
recommendations  of  the  National 
Institute  for  Occupational  Safety  and 
Health  (NIOSH)  in  its  2002  report  to 
the  Department  of  Labor  on  the  child 
labor  Hazardous  Occupations  Orders 
(HOs)  (available  at 
http://www.youthrules.dol.gov/ 
resources.htm).  This  Notice  of  Proposed 
Rulemaking  is  related  to  a  separate 
Advance  Notice  of  Proposed 
Rulemaking  (see  related  RIN:  1215- 
AB44)  that  requests  additional  data  and 
public  input  to  supplement  the 
conclusions  and  recommendations  on 
certain  of  the  HOs  contained  in  the 
NIOSH  report  for  consideration  in 
additional  possible  revisions  that  may 
be  undertaken  in  subsequent 
rulemaking  actions. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 


200  Constitution  Avenue  NW.,  FP 
Building,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
Fax:  202  693-1302 

RIN:  1215-AB57 


1763.  AMENDMENT  TO  THE 
INTERPRETIVE  GUIDELINES 
GOVERNING  THE  EMPLOYEE 
PROTECTIVE  PROVISIONS  OF  THE 
FEDERAL  TRANSIT  ACT 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  PL  109-59;  119  Stat 
1144;  49  USC  5333(b) 

CFR  Citation:  29  CFR  215 
Legal  Deadline:  None 

Abstract:  Pursuant  to  Section  5333(b) 
of  the  Federal  Transit  law,  the 
Department  of  Labor  (Department)  must 
certify,  as  a  condition  of  certain  grants 
of  Federal  financial  assistance,  fair  and 
equitable  labor  protective  provisions  to 
protect  the  interests  of  employees 
affected  by  such  Federal  assistance.  The 
Department  administers  this  program 
through  guidelines  set  forth  at  29  CFR 
part  215.  The  Department’s  proposed 
changes  conform  the  guidelines  to 
recently  enacted  Federal  legislation,  in 
particular,  sections  3013(h)  and  3031  of 
the  Safe,  Accountable,  Flexible,  and 
Efficient  Transportation  Equity  Act  — 

A  Legacy  for  Users  (Pub.  L.  No.  109- 
59,  119  Stat.  1144  (2005))  (SAFETEA- 
LU).  In  addition  to  changes  mandated 
by  statute,  the  Department  also 
proposes  revisions  to  the  guidelines 
that  will  enhance  the  speed  and 
efficiency  of  the  Department’s 
processing  of  grant  certifications.  The 
proposed  revisions  to  existing 
procedures  for  processing  grant 
application  under  Federal  transit  law 
will  ensure  timely  certification  in  a 
predictable  manner,  and  will  remain 
consistent  with  the  transit  law’s 
statutory  objectives. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Agency  Contact:  Ann  Comer,  Chief, 
Division  of  Statutory  Programs, 
Department  of  Labor,  Employment 
Standards  Administration,  Room 
N5112,  200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-1193 
Email:  comer.ann@dol.gov 

RIN:  1215-AB58 


1764.  GOVERNMENT  CONTRACTORS, 
AFFIRMATIVE  ACTION 
REQUIREMENTS,  REVISION  OF  THE 
EMPLOYER  INFORMATION  REPORT 
(EEO-1  REPORT) 

Priority:  Other  Significant 

Legal  Authority:  EO  11246,  as  amended 

CFR  Citation:  41  CFR  60-2;  41  CFR 
60-4;  41  CFR  60-50 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
amend  certain  sections  of  the  Office  of 
Federal  Contract  Compliance  Programs 
(OFCCP)  regulations  to  correspond  to 
the  new  Employer  Information  Report 
(EEO-1  Report),  as  published  in  the 
Federal  Register  on  November  28,  2005 
(70  FR  71294)  (EEO-1  Notice).  The  new 
EEO-1  Report  contains  revised  racial 
and  ethnic  categories  and  job 
categories.  ’ 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lynn  Clements, 
Acting  Director,  Division  of  Policy, 
Planning  and  Program  Development, 
OFCCP,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Building,  Room  N3422,  Washington, 

DC  20210 

Phone:  202  693-0102 
TDD  Phone:  202  693-1337 
Fax:  202  693-1304 
Email:  ofccp-public@dol.gov 

RIN:  1215-AB59 


Action  Date  FR  Cite 

NPRM  04/00/07 
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Department  of  Labor  (DOL)  Final  Rule  Stage 

Employment  Standards  Administration  (ESA) 


1765.  AFFIRMATIVE  ACTION  AND 
NONDISCRIMINATION  OBLIGATIONS 
OF  CONTRACTORS  AND 
SUBCONTRACTORS  REGARDING 
DISABLED,  RECENTLY  SEPARATED, 
OTHER  PROTECTED,  AND  ARMED 
FORCES  SERVICE  MEDAL  VETERANS 

Priority:  Other  Significant 

Legal  Authority:  38  USC  4211  to  4212; 
29  USC  793;  EO  11758 

CFR  Citation:  41  CFR  60  to  300 
Legal  Deadline:  None 

Abstract:  The  Office  of  Federal 
Contract  Compliance  Programs  (OFCCP) 
proposes  to  create  a  new  regulation 
implementing  the  Vietnam  Era 
Veterans’  Readjustment  Assistance  Act 
(VEVRAA)  38  USC  4212,  to  conform  to 
the  Jobs  for  Veterans  Act  (JVA).  JVA 
amended  VEVRAA  in  four  ways.  First, 
JVA  raised  contract  coverage  from 
$25,000  to  $100,000.  Second,  JVA 
granted  VEVRAA  protection  to  a  new 
group  of  veterans:  Those  who,  while 
serving  on  active  duty  in  the  Armed 
Forces,  participated  in  a  United  States 
military  operation  for  which  an  Armed 
Forces  Service  Medal  was  awarded 
pursuant  to  Executive  Order  12985. 
Third,  JVA  changed  the  definition  of 
“recently  separated  veteran”  to  include 
“any  veteran  during  the  three-year 
period  beginning  on  the  date  of  such 
veteran’s  discharge  or  release  from 
active  duty.”  Fourth,  JVA  changed 
“Special  Disabled  Veterans”  to 
“Disabled  Veterans,”  expanding  the 
coverage  to  conform  to  38  USC  section 
4211(3).  This  proposal  will  also 
increase  the  AAP  threshold  from 


$50,000  to  $100,000  and  will  make 
other  changes  to  the  regulations.  The 
VEVRAA  Final  Rule  implementing  the 
Veterans  Employment  Opportunities 
Act  of  1998  and  Veterans  Benefits 
Health  Care  Improvement  Act  of  2000 
at  41  CFR  60  to  250  is  RIN  1215-AB24. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/20/06  71  FR  3351 

NPRM  Comment  03/28/06 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Leveis  Affected:  None 

Agency  Contact:  Lynn  Clements, 
Acting  Director,  Division  of  Policy, 
Planning  and  Program  Development, 
OFCCP,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Building,  Room  N3422,  Washington, 

DC  20210 

Phone:  202  693-0102 
TDD  Phone:  202  693-1337 
Fax;  202  693-1304 
Email:  ofccp-public@dol.gov 

Related  RIN:  Related  to  1215-AB24 
RIN:  1215-AB46 


1766.  LABOR  ORGANIZATION 
OFFICER  AND  EMPLOYEE  REPORTS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  432  ;  29  USC 
438 

CFR  Citation:  29  CFR  404.3 


Legal  Deadline:  None 

Abstract:  This  rulemaking  action  will 
revise  Form  LM-30,  the  report  filed  by 
labor  organization  officers  and 
employees  who  have  engaged  in  certain 
transactions  or  received  certain 
payments  from  employers  and 
businesses.  The  proposed  revision 
would  clarify  a  number  of  ambiguities 
in  the  current  instructions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/29/05  70  FR  51 166 

NPRM  Comment  10/28/05 

Period  End 

NPRM  Comment  10/24/05  70  FR  61400 

Period  Extended  to 
01/26/2006 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.olms.dol.gov 

Agency  Contact:  Kay  H.  Oshel, 
Director,  Office  of  Policy,  Reports  and 
Disclosure,  Office  of 
Labor-Management  Standards, 
Department  of  Labor,  Employment 
Standards  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Room  N-5609,  Washington,  DC  20210 
Phone:  202  693-1233 
TDD  Phone:  800  877-8399 
Fax:  202  693-1340 
Email:  olms-public@dol.gov 

RIN:  1215-AB49 


Department  of  Labor  (DOL)  Long-Term  Actions 

Employment  Standards  Administration  (ESA) 


1767.  LABOR  CONDITION 
APPLICATIONS  AND  REQUIREMENTS 
FOR  EMPLOYERS  USING 
NONIMMIGRANTS  ON  H-1B  VISAS  IN 
SPECIALTY  OCCUPATIONS  AND  AS 
FASHION  MODELS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  49  et  seq;  8 
USC  1101(a)(15)(H)(i)(b):  8  USC 
1182(n):  8  USC  1184;  PL  102-232;  PL 
105-277 

CFR  Citation:  20  CFR  655,  subparts  H 
and  I 

Legal  Deadline:  None 


Abstract:  The  H-lB  visa  program  of  the 
Immigration  and  Nationality  Act  allows 
employers  to  temporarily  employ 
nonimmigrants  admitted  into  the 
United  States  under  the  H-lB  visa 
category  in  specialty  occupations  and 
as  fashion  models,  under  specified 
labor  conditions.  An  employer  must  file 
a  labor  condition  application  with  the 
Department  of  Labor  before  the  U.  S. 
Citizenship  and  Immigration  Services 
may  approve  a  petition  to  employ  a 
foreign  worker  on  an  H-lB  visa.  The 
Department’s  Employment  and  Training 
Administration  administers  the  labor 
condition  application  process;  the  Wage 


and  Hour  Division  of  the  Department’s 
Employment  Standards  Administration 
handles  complaints  and  investigations 
regarding  labor  condition  applications. 
The  Department  published  a  proposed 
rule  on  January  5,  1999,  in  response 
to  statutory  changes  in  the  H-lB 
program  made  by  the  American 
Competitiveness  and  Workforce 
Improvement  Act  of  1998  (title  IV,  Pub. 
L.  105-277;  October  21,  1998).  Those 
changes  placed  additional  obligations 
on  “H-lB-dependent”  employers 
(generally,  those  with  work  forces 
comprised  of  more  than  15  percent  H- 
IB  workers)  and  on  willful  violators. 
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These  employers  must  recruit  for  U.S. 
workers,  hire  U.S.  workers  who  are  at 
least  as  qualified  as  H-lB  workers,  and 
not  displace  U.S.  workers  by  hiring  H- 
IB  workers  or  placing  them  at  another 
employer’s  job  site.  The  1998 
amendments  also  imposed  additional 
obligations  on  all  H-lB  employers,  such 
as  offering  benefits  to  H-lB  workers  on 
the  same  basis  and  according  to  the 
same  criteria  as  offered  to  U.S.  workers, 
and  payment  to  H-lB  workers  during 
periods  they  are  not  working  for  an 
employment-related  reason.  The  1999 
proposed  rule  also  requested  further 
public  comment  on  earlier  proposed 
provisions  published  in  October  1995, 
and  on  particular  interpretations  of  the 
statute  and  of  the  existing  regulations 
which  the  Department  proposed  to 
incorporate  into  the  regulations.  Since 
publishing  the  proposed  rule,  Congress 
enacted  further  amendments  to  the  H- 
IB  provisions  under  the  American 
Competitiveness  in  the  Twenty-First 
Century  Act  of  2000  (Pub.  L.  106-313; 
October  17,  2000),  the  Immigration  and 
Nationality  Act — Amendments  (Pub.  L. 
106-311;  October  17,  2000),  and  section 
401  of  the  Visa  Waiver  Permanent 
Program  Act  (Pub.  L.  106-396;  October 
30,  2000). 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

10/31/95 

60  FR  55339 

NPRM  Comment 

11/30/95 

Period  End 

NPRM 

01/05/99 

64  FR  628 

NPRM  Comment 

02/04/99 

Period  End 

Interim  Final  Rule 

12/20/00 

65  FR  801 10 

Interim  Final  Rule 

01/19/01 

Effective 

Interim  Final  Rule 

04/23/01 

66  FR  10865 

Comment  Period 

End 

Final  Action 

To  Be 

Determined 

Regulatory  Flexibility  Analysis 
R^uired:  No 

Government  Levels  Affected:  Federal 

Additional  Information:  On  December 
20,  2000,  the  Department  published  an 
Interim  Final  Rule  to  implement  the 
recent  amendments  and  clarify  the 
existing  rules,  and  requested  further 
public  comment  on  those  provisions. 

On  December  8,  2004,  Congress  enacted 
the  H-lB  Visa  Reform  Act  of  2004  as 
part  of  the  Consolidated  Appropriations 
Act  of  2005  (Pub.  L.  108-447,  188  stat. 
2809,  division  J,  title  IV,  subtitle  B 
(December  8,  2004)),  which  reinstated 


(effective  March  8,  2005)  certain 
attestation  requirements  for  H-lB 
dependent  employers  and  employers 
found  to  have  committed  willful 
violations  or  misrepresentations  of 
material  facts  during  the  5-year  period 
prior  to  filing  the  H-lB  Labor  Condition 
Application. 

Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Building,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
Fax:  202  693-1302 

RIN:  1215-AB09 


1768.  FAMILY  AND  MEDICAL  LEAVE 
ACT  OF  1993;  CONFORM  TO  THE 
SUPREME  COURT’S  RAGSDALE 
DECISION 

Priority:  Other  Significant 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  29  USC  2654 
CFR  Citation:  29  CFR  825 
Legal  Deadline:  None 

Abstract:  The  U.S.  Supreme  Court,  in 
Ragsdale  v.  Wolverine  World  Wide, 

Inc.,  122  S.  Ct.  1155  (2002),  invalidated 
regulatory  provisions  issued  under  the 
Family  and  Medical  Leave  Act  (FMLA) 
pertaining  to  the  effects  of  an 
employer’s  failure  to  timely  designate 
leave  that  is  taken  by  an  employee  as 
being  covered  by  the  FMLA.  The 
Department  intends  to  request 
information  on  the  FMLA  regulations. 

Statement  of  Need:  The  FMLA  requires 
covered  employers  to  grant  eligible 
employees  up  to  12  workweeks  of 
unpaid,  job-protected  leave  a  year  for 
specified  family  and  medical  reasons, 
and  to  maintain  group  health  benefits 
during  the  leave  as  if  the  employees 
continued  to  work  instead  of  taking 
leave.  When  an  eligible  employee 
returns  from  FMLA  leave,  the  employer 
must  restore  the  employee  to  the  same 
or  an  equivalent  job  with  equivalent 
pay,  benefits,  and  other  conditions  of 
employment.  FMLA  makes  it  unlawful 
for  an  employer  to  interfere  with, 
restrain,  or  deny  the  exercise  of  any 
right  provided  by  the  FMLA. 

The  FMLA  regulations  require 
employers  to  designate  if  an  employee’s 
use  of  leave  is  counting  against  the 
employee’s  FMLA  leave  entitlement. 


and  to  notify  the  employee  of  that 
designation  (29  CFR  825.208).  Section 
825.700(a)  of  the  regulations  provides 
that  if  an  employee  takes  paid  or 
unpaid  leave  and  the  employer  does 
not  designate  the  leave  as  FMLA  leave, 
the  leave  taken  does  not  count  against 
the  employee’s  12  weeks  of  FMLA 
leave  entitlement. 

On  March  19,  2002,  the  U.S.  Supreme 
Court  issued  its  decision  in  Ragsdale 
V.  Wolverine  World  Wide,  Inc.,  122  S. 
Ct.  1155  (2002).  In  that  decision,  the 
Court  invalidated  regulatory  provisions 
pertaining  to  the  effects  of  an 
employer’s  failure  to  timely  designate 
leave  Aat  is  taken  by  an  employee  as 
being  covered  by  the  FMLA.  The  Court 
ruled  that  29  CFR  825.700(a)  was 
invalid  absent  evidence  that  the 
employer’s  failure  to  designate  the 
leave  as  FMLA  leave  interfered  with 
the  employee’s  exercise  of  FMLA 
rights.  The  Department  is  requesting 
information  to  address  issues  raised  by 
this  and  other  judicial  decisions. 

Summary  of  Legal  Basis:  This  rule  is 
issued  pursuant  to  section  404  of  the 
Family  and  Medical  Leave  Act,  29 
U.S.C.  2654. 

Alternatives:  After  completing  a  review 
and  analysis  of  the  Supreme  Court’s 
decision  in  Ragsdale  and  other  judicial 
decisions,  regulatory  alternatives  may 
be  developed  for  notice-and-comment 
rulemaking. 

Timetable: 

Action  Date  FR  Cite 

RFI  12/01/06  71  FR  69504 

RFI  Comment  Period  02/16/07  72  FR  3775 
End 

Next  Action  Undetennined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected: 

Undetermined 

Federalism;  Undetermined 

Agency  Contact:  Paul  DeCamp, 
Administrator,  Wage  and  Hour 
Division,  Department  of  Labor, 
Employment  Standards  Administration, 
200  Constitution  Avenue  NW.,  FP 
Building,  Room  S3502,  Washington,  DC 
20210 

Phone:  202  693-0051 
.Fax:  202  693-1302 

RIN:  1215-AB35 
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Department  of  Labor  (DOL)  Completed  Actions 

Employment  Standards  Administration  (ESA) 


1769.  CLAIMS  FOR  COMPENSATION 
UNDER  THE  ENERGY  EMPLOYEES 
OCCUPATIONAL  ILLNESS 
COMPENSATION  PROGRAM  ACT  OF 
2000,  AS  AMENDED 
Priority:  Economically  Significant. 

Major  under  5  USC  801. 

Legal  Authority:  42  USC  7384d(a);  42 
USC  7385s-10(e):  EO  13179 
CFR  Citation:  20  CFR  1;  20  CFR  30 
Legal  Deadline:  None 
Abstract:  The  regulations  govern  how 
the  Office  of  Workers’  Compensation 
Programs  (OWCP)  administers  the 
Energy  Employees  Occupational  Illness 
Compensation  Program  Act  of  2000,  as 
amended  (EEOICPA),  42  U.S.C.  7384  et 
seq.  Since  July  31,  2001,  OWCP  has 
administered  the  provisions  of  part  B 
of  the  EEOICPA  that  were  not  assigned 
to  the  Secretary  of  Health  and  Human 
Services,  to  the  Secretary  of  Energy,  or  „ 
to  the  Attorney  General  hy  E.O.  13179. 
Part  B  of  the  EEOICPA  provides  for  the 
payment  of  lump-sum  compensation 
and  medical  benefits  to  Department  of 
Energy  employees  and  certain  of  its 
contractors  and  subcontractors  (or  their 
survivors)  who  sustained  an 
occupational  illness  due  to  exposure  to 
radiation,  beryllium  or  silica.  Part  B 
also  provides  for  medical  benefits  and 
a  supplemental  lump-sum  payment  to 
awardees  under  section  5  of  the 
Radiation  Exposure  Compensation  Act 
(RECA),  42  U.S.C.  2210  (note). 

On  October  28,  2004,  the  President 
signed  legislation  repealing  former  part 
D  of  the  EEOICPA  that  had  been 
administered  by  the  Secretary  of  Energy 
and  creating  a  new  Part  E,  which 
provides  for  the  payment  of  additional 


monetary  compensation  (based  on 
permanent  impairment  and/or  wage 
loss)  and  medical  benefits  for  DOE 
contractor  employees  (or  their 
survivors)  and  uranium  miners,  millers 
and  ore  transporters  covered  by  section 
5  of  the  RECA  (or  their  survivors)  who 
sustained  a  covered  illness  due  to 
exposure  to  a  toxic  substance  while 
working  at  a  DOE  facility,  or  a  uranium 
mine  or  mill  covered  under  section  5 
of  RECA.  Responsibility  for 
administration  of  part  E  of  the 
EEOICPA  was  assigned  to  the  Secretary 
of  Labor. 

Timetable: 

Action  Date  FR  Cite 


Interim  Final  Rule 
Interim  Final  Rule 
Comment  Period 
End 

Interim  Final  Rule 
Effective 
Final  Action 
Final  Action  Effective 


06/08/05  70  FR  33590 
08/08/05 


06/08/05 

12/29/06  71  FR  78520 
02/17/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Peter  Turcic,  Director, 
Division  of  Energy  Employees 
Occupational  Illness  Compensation, 
OWCP,  Department  of  Labor, 
Employment  Standards  Administration, 
.200  Constitution  Avenue  NW.,  FP 
Building,  Room  C-3321,  Washington, 
DC  20210 

Phone:  202  693-0081 
Fax:  202  693-1465 
Email:  turcic.peter@dol.gov 

RIN:  1215-AB51 


1770.  •  THE  BLACK  LUNG  BENEFITS 
ACT  OF  1969,  AS  AMENDED 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  33  USC  901  et  seq; 

5  USC  533  (d)(3) 

CFR  Citation:  20  CFR  725.477(b) 

Legai  Deadline:  None 

Abstract:  The  final  rule  eliminates  the 
requirement  that  the  Office  of 
Administrative  Law  judges  include  the 
claimant’s  name  in  decisions  and 
orders.  This  allows  the  Department  to 
limit  the  amount  of  personal 
information  about  the  claimant’s 
medical  and  financial  history  that  is 
included  in  published  decisions. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  01/30/07  72  FR  4204 

Final  Action  Effective  01/30/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  James  L.  DeMarce, 
Director,  Division  of  Coal  Mine 
Workers’  Compensation,  Department  of 
Labor,  Employment  Standards 
Administration,  200  Constitution 
Avenue  NW.,  Room  C3520,  FP 
Building,  Washington,  DC  20210 
Phone:  202  693-0046 
Fax:  202  693-7395 
Email:  demarce.james@dol.g0v 

RIN:  1215-AB60 


Department  of  Labor  (DOL)  Proposed  Rule  Stage 

Employment  and  Training  Administration  (ETA) 


1771.  DISCLOSURE  OF  STATE 
UNEMPLOYMENT  COMPENSATION 
WAGE  RECORD  INFORMATION 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 
Legal  Authority:  42  USC  1302(a); 
Secretary  Order  No.  3-2007  (72  FR 
15907) 

CFR  Citation:  29  CFR  603,  subpart  D 

Legal  Deadline:  None 

Abstract:  The  Employment  and 
Training  Administration  of  the 
Department  of  Labor  (Department) 


proposes  a  Notice  of  Proposed 
Rulemaking  (NPRM)  to  amend  20  CFR 
part  603  to  implement  section  303(a)(6) 
of  the  Social  Security  Act  (SS.A).  That 
section  of  the  SSA  requires  that  a 
state’s  UC  law  provide  for  the  “making 
of  such  reports,  in  such  form  and 
containing  such  information,  as  the 
Secretary  of  Labor  may  from  time  to 
time  require.’’  The  NPRM  would 
interpret  this  language  to  determine  its 
scope. 


Timetable: 

Action  Date  FR  Che 

NPRM  12/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  State 
Federaiism:  Undetermined 

Agency  Contact:  Gerard  Hildebrand, 
Chief,  Division  of  Legislation, 
Department  of  Labor,  Employment  and 
Training  Administration,  Office  of 
Workforce  Security,  200  Constitution 
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DOL— ETA 


Proposed  Rule  Stage 


Avenue  NW.,  Room  C— 4518, 
Washington,  DC  20210 
Phone:  202  693-3038 
Email:  hildehrand.gerard@dol.gov 

RIN:  1205-AB45 


1772.  •  SENIOR  COMMUNITY 
SERVICE  EMPLOYMENT  PROGRAM 

Priority:  Other  Significant 

Legal  Authority:  42  USC  3056  et  seq 

CFR  Citation:  20  CFR  641 
Legai  Deadiine:  None 

Abstract:  The  Older  Americans  Act 
Amendments  of  2006,  Public  Law  109- 
365,  enacted  on  October  17,  2006, 
contains  provisions  amending  Title  V 
of  that  Act,  which  authorizes  the  Senior 
Community  Service  Employment 
program  (SCSEP).  The  amendments, 
effective  July  1,  2007,  make  substantial 
changes  to  the  current  SCSEP 
provisions  in  the  Older  Americans  Act, 
including  new  requirements  relating  to 
performance  accountability,  income 
eligibility  for  program  participation, 
competition  of  national  grants  and 
services  to  participants. 

This  proposed  NPRM  consists  of  8 
subparts:  subpart  A — Definitions; 
Subpart  B — Coordination  with  the 
Workforce  Investment  Act;  subpeul  C — 
the  State  Plan;  subpart  D — Grant 
Application,  Eligibility,  and  Award 
Requirements;  Subpart  E — Services  to 
Participants;  subpart  F — Pilots, 
Demonstration  and  Evaluation  Projects, 
subpart  H — Administrative 
Requirements;  and  subpart  I — 
Grievance  Procedures  and  Appeals 
Process.  The  performance 
accountability  requirements  (subpart  G) 
will  be  implemented  through  a  separate 
Interim  Final  Rule  (IFR). 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

NPRM  Comment  1 2/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Agency  Contact:  Gay  Gilbert,  Chief, 
Division  of  Employment  Service  and 
ALMIS,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 


Avenue  NW.,  FP  Building,  Room 
S4231,  Washington,  DC  20210 
Phone:  202  693-3428 
Email:  gilbert.gay@dol.gov 

Related  RIN:  Related  to  1205-AB47 
RIN:  1205-AB48 


1773.  •  APPRENTICESHIP 
PROGRAMS,  LABOR  STANDARDS 
FOR  REGISTRATION,  AMENDMENT 
OF  REGULATIONS 

Priority:  Other  Significant 

Legai  Authority:  50  Stat.  664,  as 
amended  (29  USC  50;  40  USC  3145; 

5  USC  301) 

CFR  Citation:  29  CFR  29  (Revision) 

Legai  Deadline:  None 

Abstract:  Regulations  that  implement 
the  National  Apprenticeship  Act  at  title 
29  Code  of  Federal  Regulations  (CFR) 
part  29  have  not  been  updated  since 
first  promulgated  in  1977.  The 
Department  of  Labor  (DOL)  proposes  to 
update  29  CFR  part  29  to  ensure  that 
the  National  Registered  Apprenticeship 
System  has  the  necessary  tools  and 
flexibility  to  keep  pace  with  changes 
in  the  economy,  technological 
advances,  and  corresponding  workforce 
challenges.  The  proposed  rule 
addresses  those  changes  by  both 
making  the  procedures  for 
apprenticeship  program  registration 
more  flexible  and  strengthening 
oversight  of  program  performance, 
including  DOL’s  recognition  of  a  State 
Apprenticeship  Agency  (SAA)  as  the 
appropriate  agency  for  registering  local 
apprenticeship  programs  for  Federal 
purposes,  and  DOL’s  de-recognition  of 
a  sAa.  The  proposed  rule  also  updates 
part  29  to  incorporate  gender  neutral 
terms  and  technological  advances  in 
the  delivery  of  related  technical 
instruction.  Such  revisions  will  enable 
DOL  to  promote  apprenticeship 
opportunity  in  the  21st  century  while 
continuing  to  safeguard  the  welfare  of 
apprentices. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  State, 
Tribal 

Agency  Contact:  Anthony  Swoope, 
Office  of  Apprenticeship,  Department 
of  Labor,  Employhient  and  Training 


Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-2806 

Email:  swoope.anthony@dol.gov 

RIN:  1205-AB50 


1774.  •  FEDERAL-STATE 
UNEMPLOYMENT  COMPENSATION 
PROGRAM;  INTERSTATE 
ARRANGEMENT  FOR  COMBINING 
EMPLOYMENT  AND  WAGES 

Priority:  Other  Significant 

Legal  Authority:  26  USC  3304(a)(9)(B); 
Secretary’s  Order  No.  3-2007,  72  FR 
15907,  April  3,  2007 

CFR  Citation:  20  CFR  616  (Revision) 

Legal  Deadline:  None 

Abstract:  Section  3304(a)(9)(B)  of  the 
Federal  Unemployment  Tax  Act 
requires  States  to  participate  in  any 
arrangement  specified  by  the  Secretary 
of  Labor  for  payment  of  unemployment 
compensation  on  the  basis  of 
combining  an  individual’s  employment 
and  wages  in  two  or  more  states. 
Current  regulations  implementing  this 
arrangement  allow  individuals  who 
have  worked  in  more  than  one  State 
to  establish  a  combined-wage  claim 
(CWC)  in  the  State  in  which  they  are 
physically  located,  regardless  of 
whether  or  not  they  have  covered 
wages  in  that  State.  The  Employment 
and  Training  Administration  proposes 
amending  current  regulations  to 
provide  that  individuals  can  only 
establish  CWC  claims  in  a  State  in 
which  they  have  worked. 

Timetable: 

Action  Date  FR  Cite 

NPRM  ^  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  State 
Federalism:  Undetermined 

Agency  Contact:  Betty  E.  Castillo, 
Chief,  Division  of  Unemployment 
Insurance  Operations,  Department  of 
Labor,  Employment  and  "rraining 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
S4231,  Washington,  DC  20210 
Phone:  202  693-3032 
Email:  castillo.betty@dol.gov 

RIN:  1205-AB51 
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Department  of  Labor  (DDL)  Final  Rule  Stage 

Employment  and  Training  Administration  (ETA) 


1775.  POST-ADJUDICATION  AUDITS 
OF  H-2B  PETITIONS  OTHER  THAN 
LOGGING  IN  THE  UNITED  STATES 

Priority:  Other  Significant 

Legal  Authority:  8  USC 

1101(a)(15)(H){ii)(b):  8  USC  1184;  29 
USC  49  et  seq 

CFR  Citation:  8  CFR  214.2(h)(5):  20 
CFR  655.1  to  655.4 

Legal  Deadline:  None 

Abstract:  Under  the  redesigned  H-2B 
temporary  nonagricultural  program 
employers  seeking  to  use  H-2B  workers, 
except  for  applications  filed  for 
employment  in  Guam  or  in  logging, 
will  file  directly  with  the  Department 
of  Homeland  Security  (DHS)  instead  of 
first  filing  an  application  for  labor 
certification  with  the  Department  of 
Labor  (DOL),  as  required  under  the 
current  regulation.  Under  the 
regulations  simultaneously  proposed  by 
DOL  emd  DHS,  the  employer  will  be 
required  to  conduct  recruitment  before 
filing  its  petition.  The  petition  will 
include  a  number  of  attestations 
concerning  labor  market  and  related 
issues  identified  in  the  DOL  regulation. 
DHS  will  administer  the  petition 
adjudication  process.  After 
adjudication,  DOL  will  audit  selected 
approved  petitions.  In  such  audits,  DOL 
will  exclusively  examine  whether  the 
employer  has  complied  with  those 
aspects  of  the  approved  petition  related 
to  the  labor  market  and  other  related 
attestations.  Employers  will  be 
expected  to  have  documentation 
available  supporting  their  attestations 
as  specified  in  the  regulation  and  will 
be  required  to  provide  this  supporting 
documentation  to  DOL  within  30  days 
from  notice  of  audit.  If,  after 
completion  of  the  audit,  DOL 
determines  that  the  employer  has  failed 
to  comply  with  the  terms  of  the 
attestations  contained  in  the  DHS 
petition  or  made  material 
misrepresentations  in  its  attestation, 
DOL  will,  after  notice  to  the  employer 
and  opportunity  for  a  hearing, 
recommend  to  DHS  that  the  employer 
be  debarred,  for  a  period  up  to  3  years. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/27/05  70  FR  3993 

NPRM  Comment  02/28/05 

Period  End 

NPRM  Comment  ‘  03/09/05  70  FR  11 592 

Period  Reopened 


Action  Date  FR  Cite 

NPRM  Comment  03/09/05 

Period  Extended  to 
April  8, 2005 

Final  Action  03/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  State 

Agency  Contact:  Dr  William  Carlson, 
Administrator,  Office  of  Foreign  Labor 
Certification,  Department  of  Labor, 
Employment  and  Training 
Administration,  FP  Building,  Room 
C-4312,  200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-3010 
Email:  carlson.william@dol.gov 

RIN:  1205-AB36 

1776.  LABOR  CERTIFICATION  FOR 
THE  PERMANENT  EMPLOYMENT  OF 
ALIENS  IN  THE  UNITED  STATES; 
REDUCING  THE  INCENTIVES  AND 
OPPORTUNITIES  FOR  FRAUD  AND 
ABUSE  AND  ENHANCING  PROGRAtM 
INTEGRITY 

Priority:  Other  Significant 
Legal  Authority:  8  USC  1182(a)(5)(A) 
CFR  Citation:  20  CFR  656 
Legal  Deadline:  None 

Abstract:  The  Department  of  Labor 
proposed  changes  to  reduce  the 
incentives  and  opportunities  for  fraud 
and  abuse  related  to  the  permanent 
employment  of  aliens  in  the  United 
States.  Among  other  key  changes,  the 
Department  proposed  eliminating  the 
current  practice  of  allowing  the 
substitution  of  alien  beneficiaries  on 
applications  and  approved  labor 
certifications.  DOL  proposed  to  further 
reduce  the  likelihood  of  the  submission 
of  fraudulent  applications  for  the 
permanent  employment  of  aliens  in  the 
United  States  by  proposing  a  45-day 
deadline  for  employers  to  file  approved 
permanent  labor  certifications  in 
support  of  a  petition  with  the 
Department  of  Homeland  Security.  The 
rulemaking  will  expressly  prohibit  the 
sale,  barter,  or  purchase  of  permanent 
labor  certifications  or  applications,  as 
well  as  related  payments.  The  proposed 
rule  also  addresses  enforcement 
mechanisms  to  protect  program 
integrity,  including  debarment  with 
appeal  rights.  These  amendments 
would  apply  to  employers  using  both 
the  Application  for  Alien  Employment 
Certification  (Form  ETA  750)  or  the 


Application  for  Permanent  Employment 
Certification  (Form  ETA  9089). 

Statement  of  Need:  The  Immigration 
and  Nationality  Act  of  1952,  as 
amended,  established  the  permanent 
labor  certification  (PERM)  program. 
Through  this  program,  an  employer 
submits  a  petition  to  the  Department 
of  Homeland  Security  (DHS)  requesting 
a  visa  to  admit  a  certain  immigrant 
alien  to  work  permanently  in  the 
United  States.  This  petition  process 
requires  the  Secretary  of  the 
Department  of  Labor  (DOL)  to  certify 
specific  information  to  the  Secretary  of 
Homeland  Security  and  the  Secretary’ 
of  State  before  DHS  may  approve  the 
employer’s  petition  request  and  the 
Department  of  State  (DOS)  may  issue 
a  visa 'to  admit  such  alien. 

Specifically,  DOL  must  certify  that 
there  is  not  a  U.S.  worker  able, 
available,  willing  and  qualified  at  the 
time  of  an  application  for  a  visa,  and 
that  the  employment  of  the  alien  will 
not  adversely  affect  the  wages  and 
working  conditions  of  similarly 
employed  U.S.  workers.  If  DOL 
determines  that  there  is  no  able, 
available,  willing  and  qualified  U.S. 
worker  and  employment  of  the 
immigrant  alien  will  not  adversely 
affect  the  wages  and  working 
conditions  of  similarly  employed  U.S. 
workers,  then  a  permanent  labor 
certification  is  granted.  If  DOL  cannot 
make  both  of  the  above  findings,  then 
the  application  is  denied. 

This  proposed  regulation  is  intended  to 
enhance  program  integrity  and  reduce 
the  incentives  and  opportunities  for 
fraud  and  abuse.  First,  the  regulation 
would  eliminate  the  current  practice  of 
allowing  substitution  of  alien 
beneficiaries  on  the  certification 
applications.  Second,  the  regulation 
would  implement  a  45-day  period  for 
employers  to  file  approved 
certifications  with  DHS.  Third,  the 
regulation  would  expressly  prohibit  the 
sale,  barter,  or  purchase  of  PERM 
applications  and  certifications  and 
other  related  payments.  Finally,  the 
regulation  would  highlight  existing  law 
regarding  fraudulent  activity  or 
falsifying  information  and 
corresponding  sanctions  for  such 
findings. 

Summary  of  Legal  Basis:  This 
regulation  is  authorized  by  8  USC 
1182(a)(5)(A):  INA  section  212(a)(5)(A).  . 

Alternatives:  The  public  was  afforded 
an  opportunity  to  provide  comments  on 


22840 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


DOL— ETA 


Final  Rule  Stage 


the  Fraud  and  Abuse  rule 
implementation  when  the  Department 
published  the  proposed  rule  in  the 
Federal  Register  (71  FR  7656). 
Anticipated  Cost  and  Benefits:  The 
Department  believes  any  potential 
increase  in  applications  filed  as  a  result 
of  either  employers  withdrawing  and 
then  filing  a  corrected  application  or 
employers  allowing  a  certification  to 
expire  and  then  filing  a  new 
application  or  recruitment  costs 
associated  with  this  rule  would  be 
more  than  offset  by  an  anticipated 
reduction  in  average  processing  time 
because  the  Department  will  not 
expend  resources  to  process  as  many 
fraudulent  applications.  Aliens  will 
save  money  if  they  are  not  forced  to 
pay  employer  expenses  nor  provide 
kickbacks  to  certain  agents  and 
employers.  Any  cost  savings  realized, 
however,  will  not  be  greater  than  $100 
million. 

Risks:  This  action  does  not  affect 
public  health,  safety  or  the 
environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/13/06  71  FR  7656 

NPRM  Comment  04/14/06 

Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency,  Contact:  Dr  William  Carlson, 
Administrator,  Office  of  Foreign  Labor 
Certification,  Department  of  Labor, 
Employment  and  Training 
Administration,  FP  Building,  Room 
C-4312,  200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-3010 
Email:  carlson.william@dol.gov 

RIN:  1205-AB42 


1777.  LABOR  CONDITIONS 
APPLICATIONS  FOR  E-3  VISAS  IN 
SPECIALTY  OCCUPATIONS  FOR 
AUSTRALIAN  NONIMMIGRANTS 
Priority:  Other  Significant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  Emergency  Supplemental 
Appropriations  Act  for  Defense,  the 
Global  War  on  Terror,  and  Tsunami 
Relief,  2005,  Public  Law  109-13,  119 


Stat.  231  was  signed  into  law  May  11, 
2005.  The  Act  adds  a  new  treaty  visa 
classification  for  Australian 
nonimmigrants  coming  to  the  U.S. 
solely  to  perform  services  in  a  specialty 
occupation.  The  Department  amends 
the  current  H-lB  regulation  to 
incorporate  references  and  provisions 
for  the  new  E-3  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/12/07  72  FR  1650 

NPRM  Comment  02/12/07 
Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Dr  William  Carlson, 
Administrator,  Office  of  Foreign  Labor 
Certification,  Department  of  Labor, 
Employment  and  Training 
Administration,  FP  Building,  Room 
C-4312,  200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-3010 
Email:  carlson.william@dol.gov 

RIN:  1205-AB43 


1778.  •  SENIOR  COMMUNITY 
SERVICE  EMPLOYMENT  PROGRAM; 
PERFORMANCE  ACCOUNTABILITY 

Priority:  Other  Significant 

Legal  Authority:  42  USC  3056  et  seq 

CFR  Citation:  20  CFR  641 

Legal  Deadline:  Other,  Statutory,  June 
30,  2007,  Interim  Final  Rule. 

Abstract:  The  Older  Americans  Act 
Amendments  of  2006,  Public  Law  109- 
365,  enacted  on  October  17,  2006, 
contains  provisions  amending  title  V  of 
that  Act,  that  authorizes  the  Senior 
Community  Service  Employment 
Program  (SCSEP).  The  amendments, 
effective  July  1,  2007,  make  substantial 
changes  to  the  current  SCSEP 
provisions  in  the  Older  Americans  Act 
relating  to  performance  accountability. 

Section  513  of  title  V  requires  that  the 
Agency  establish  and  implement  new 
measures  of  performance  by  July  1 , 
2007.  Section  513(b)  requires  that  the 
Secretary  issue  definitions  of  indicators 
of  performance  through  regulation  after 
consultation  with  stakeholders. 
Therefore,  this  Interim  Final  Rule  is 
intended  to  implement  changes  to  the 
SCSEP  program  performance 
accountability  regulations  found  at  20 


CFR  641  in  subpart  G.  Changes  to  other 
subparts  of  part  641  will  be 
implemented  through  a  separate  Notice 
of  Proposed  Rulemaking. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Agency  Contact:  Gay  Gilbert,  Chief, 
Division  of  Employment  Service  and 
ALMIS,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
S4231,  Washington,  DC  20210 
Phone:  202  693-3428 
Email:  gilbert.gay@dol.gov 

Related  RIN:  Related  to  1205-AB48 
RIN:  1205-AB47 


1779.  •  ATTESTATIONS  BY 
FACILITIES  TEMPORARILY 
EMPLOYING  H-1C  NONIMMIGRANT 
ALIENS  AS  REGISTERED  NURSES; 
FINAL  RULE 

Priority:  Other  Significant 

Legal  Authority:  PL  109-423 
CFR  Citation:  22  CFR  655 
Legal  Deadline:  None 

Abstract:  This  Final  Rule  reflects  the 
extension  of  the  H-lC  visa  program, 
which  was  extended  by  Public  Law 
109-423 — Reauthorization  of  H-lC 
Program  under  the  Nursing  Relief  for 
Disadvantaged  Areas  Act  of  2005.  In 
2000,  the  Nursing  Relief  for 
Disadvantaged  Areas  Act  of  1999  (Pub. 
L.  106-95;  November  12,  1999) 
amended  the  Immigration  and 
Nationality  Act  to  create  a  temporary 
visa  program  for  nonimmigrant  aliens 
to  work  as  registered  nurses  for  up  to 
three  years  in  facilities  serving  health 
professional  shortage  areas,  subject  to 
certain  conditions.  The  NRDAA 
specified  that  the  H-lC  visas  were 
available  only  during  the  4-year  period 
beginning  on  the  date  that  interim  or 
final  regulations  were  promulgated. 
Under  this  Act,  the  Department 
published  an  interim  rule,  on  August 
22,  2000  (65  FR  51137),  which  was 
•open  for  public  comment  through 
September  20,  2004.  On  April  24,  2006, 
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the  Department  determined  that 
continued  rulemaking  was  neither 
necessary  nor  appropriate  at  that  time, 
because  health  care  facilities  could  not 
sponsor  new  H-lC  visas  and  no  new 
H-lC  visas  could  be  issued.  Therefore, 
the  Department  discontinued  this 
rulemaking  (71  FR  22912).  However, 
given  the  new  statutory  authorization 
for  the  program,  the  Department  has 
determined  it  is  appropriate  to  finalize 
the  rule. 


Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Federalism:  Undetermined 


Agency  Contact:  Dr  William  Carlson, 
Administrator,  Office  of  Foreign  Labor 
Certification,  Department  of  Labor, 
Employment  and  Training 
Administration,  FP  Building,  Room 
C— 4312,  200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-3010 
Email:  carlson.william@dol.gov 

RIN:  1205-AB52 


Department  of  Labor  (DOL)  Long-Term  Actions 

Employment  and  Training  Administration  (ETA) 


1780.  REVISION  TO  THE 
DEPARTMENT  OF  LABOR  BENEFIT 
REGULATIONS  FOR  TRADE 
ADJUSTMENT  ASSISTANCE  FOR 
WORKERS  UNDER  THE  TRADE  ACT 
OF  1974,  AS  AMENDED 

Priority:  Other  Significant 

Legal  Authority:  19  USC  2320; 
Secretary’s  Order  No.  3-2007,  72  FR 
15907 

CFR  Citation:  29  CFR  90;  20  CFR  617 
to  618;  20  CFR  665;  20  CFR  671; 

Legal  Deadline:  None 

Abstract:  The  Trade  Adjustment 
Assistance  Reform  Act  of  2002,  enacted 
on  August  6,  2002,  contains  provisions 
amending  title  2,  chapter  2,  of  the 
Trade  Act  of  1974,  entitled  Adjustment 
Assistance  for  Workers.  The 
amendments,  effective  90  days  from 
enactment  (November  4,  2002],  make 
additions  to  where  and  by  whom  a 
petition  may  be  filed,  expand  eligibility 
to  workers  whose  production  has  been 
shifted  to  certain  foreign  countries  and 
to  worker  groups  secondarily  affected, 
and  make  substantive  changes 
regarding  trade  adjustment  assistance 
(TAA)  program  benefits. 

It  is  the  Agency’s  intention  to  create 
a  new  20  CFR  part  618  to  incorporate 
the  amendments  and  write  it  in  plain 
English,  while  amending  the  WIA 
regulations  at  20  CFR  parts  665  and  671 
regarding  Rapid  Response  and  National 
Emergency  Grants  as  they  relate  to  the 
TAA  program. 

The  proposed  part  618  consists  of  9 
subparts:  subpart  A — General;  subpart 
B — Petitions  and  Determinations  of 
Eligibility  to  Apply  for  Trade 
Adjustment  Assistance  (and  Alternative 
TAA);  subpart  C — Delivery  of  Services 
throughout  the  One-Stop  Delivery 


System;  subpart  D — Job  Search 
Allowances;  subpart  E — Relocation 
Allowances;  subpart  F — Training 
Services;  subpart  G — Trade 
Readjustment  Allowances  (TRA); 
subpart  H — Administration  by 
Applicable  State  Agencies;  and  subpart 
I — Alternative  Trade  Adjustment 
Assistance  for  Older  Workers.  Because 
of  the  complexity  of  the  subject  matter 
and  the  States’  needs  for  definitive 
instructions  on  providing  TAA  benefits, 
the  rulemaking  for  part  618  is  divided 
into  three  parts.  This  rulemaking  covers 
the  general  provisions  (most  of  subpart 
A)  and  TAA  benefits  portions  (subpart 
C  through  subpart  H)  of  the  regulations. 
Separate  rulemakings  will  cover  the 
two  remaining  subparts  and  reserved 
definitions  in  subpart  A.  One 
rulemaking,  subpart  I,  will  cover 
benefits  under  the  alternative  Trade 
Adjustment  Assistance  program.  The 
other  rulemaking,  subpart  B,  will  cover 
the  petitions  and  certification  process. 
Statement  of  Need:  The  Trade 
Adjustment  Assistance  Reform  Act  of 
2002,  enacted  August  6,  2002,  repeals 
the  North  American  Free  Trade 
Agreement-Transitional  Adjustment 
Assistance  provisions  for  workers 
affected  by  the  NAFTA  Implementation 
Act  and  adds  significant  amendments 
to  worker  benefits  under  Trade 
Adjustment  Assistance  for  Workers,  as 
provided  for  in  the  Trade  Act  of  1974. 

The  2002  Trade  Act  amends  where  and 
by  whom  a  petition  may  be  filed. 
Program  benefits  for  TAA — eligible 
recipients  are  expanded  to  include  for 
the  first  time  a  health  care  tax  credit, 
and  eligible  recipients  now  include 
secondarily  affected  workers  impacted 
by  foreign  trade.  Income  support  is 
extended  by  26  weeks  and  by  up  to 
one  year  under  certain  conditions. 


Waivers  of  training  requirements  in 
order,  to  receive  income  support  are 
explicitly  defined.  Job  search  and 
relocation  benefit  amounts  are 
increased.  Within  one  year  of 
enactment,  the  amendments  offer  an 
Alternative  TAA  for  Older  Workers 
program  that  targets  older  worker 
groups  who  are  certified  as  TAA 
eligible  and  provides  the  option  of  a 
wage  supplement  instead  of  training, 
joh  search,  and  income  support. 

The  Department  is  mandated  to 
implement  the  amendments  within  90 
days  ft'om  enactment  (November  4, 
2002),  and  it  issued  operating 
instructions  in  a  guidance  letter  on 
October  10,  2002,  and  later  published 
in  the  Federal  Register  (67  FR  69029- 
41).  State  agencies  rely  on  the 
regulations  to  make  determinations  as 
to  individual  eligibility  for  TAA 
program  benefits.  TAA  program 
regulations  as  written  have  been 
described  as  complicated  to  interpret. 
With  the  new  TAA  program  benefit 
amendments  contained  in  the  Trade 
Act  of  2002,  it  is  imperative  that  the 
regulations  be  in  an  easy-to-read  and 
understandable  format. 

Summary  of  Legal  Basis:  These 
regulations  are  authorized  by  19  U.S.C. 
2320  due  to  the  amendments  to  the 
Trade  Act  of  1974  by  the  Trade 
Adjustment  Assistance  Reform  Act  of 
2002. 

Alternatives:  The  public  was  afforded 
an  opportunity  to  provide  comments  on 
the  TAA  program  changes  when  the 
Department  published  the  proposed 
rule  in  the  Federal  Register. 

Anticipated  Cost  and  Benefits: 

Preliminary  estimates  of  the  anticipated 
costs  of  this  regulatory  action  have  not 
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been  determined  at  this  time  and  will 
be  determined  at  a  later  date. 

Risks;  This  action  does  not  affect 
public  health,  safety,  or  the 
environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/25/06  71  FR  50760 

NPRM  Comment  10/24/06 

Period  End 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Erica  Cantor, 
Administrator,  Office  of  National 
Response,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  Room  N5422, 
Washington,  DC  20210 
Phone:  202  693-2757 
Email:  cantor.erica@dol.gov 

Related  RIN:  Related  to  1205-AB40, 
Related  to  1205-AB44 

RIN:  1205-AB32 


1781.  ALTERNATIVE  TRADE 
ADJUSTMENT  ASSISTANCE 
BENEFITS;  AMENDMENT  OF 
REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  19  USC  2320; 
Secretaiy'’s  Order  No.  3-2007,  72  FR 
15907 

CFR  Citation:  29  CFR  90;  20  CFR  618; 
20  CFR  665;  20  CFR  671 

Legal  Deadline:  None 

Abstract;  The  Trade  Adjustment 
Assistance  Reform  Act  of  2002,  enacted 
on  August  6,  2002,  contains  provisions 
amending  title  2,  chapter  2  of  the  Trade 
Act  of  1974,  entitled  Adjustment 
Assistance  for  Workers.  The 
amendments,  generally  effective  90 
days  from  enactment  (November  4, 
2002),  make  additions  to  where  and  by 
whom  a  petition  may  be  filed,  expand 
eligibility  to  workers  whose  production 
has  been  shifted  to  certain  foreign 
countries  and  to  worker  groups 
secondarily  affected,  and  make 
substantive  changes  regarding  Trade 
Adjustment  Assistance  (TAA)  program 
benefits.  They  also  create  the 
Alternative  Trade  Adjustment 


Assistance  (ATAA)  program  for  older 
workers,  which  was  effective  no  later 
than  one  year  after  the  enactment  of 
the  amendments  on  August  6,  2002. 

It  is  the  Agency’s  intention  to  create 
a  new  20  CFR  part  618  to  incorporate 
the  amendments  and  write  it  in  plain 
English,  while  amending  the  WIA 
regulations  at  20  CFR  parts  655  and  671 
regarding  Rapid  Response  and  National 
Emergency  Grants  as  they  relate  to  the 
TAA  program. 

The  proposed  part  618  consists  of  9 
subparts:  subpart  A — General;  subpart 
B — Petitions  and  Determinations  of 
Eligibility  to  Apply  for  Trade 
Adjustment  Assistance  (and  alternative 
TAA);  subpart  C — Delivery  of  Services 
throughout  the  One-Stop  Delivery 
System;  subpart  D — Job  Search 
Allowances;  subpart  E — Relocation 
Allowances;  subpart  F — Training 
Services;  subpart  G — Trade 
Readjustment  Allowances  (TRA); 
subpart  H — Administration  by 
Applicable  State  Agencies;  and  subpart 
I — Alternative  Trade  Adjustment 
Assistance  (ATAA)  for  Older  Workers. 

Because  of  the  complexity  of  the 
subject  matter  and  the  States’  needs  for 
definitive  instructions  on  providing 
TAA  benefits,  the  rulemaking  for  part 
618  was  originally  divided  into  two 
parts;  the  first  covering  TAA  benefits 
{subpart  A  and  subparts  C  through  H); 
and  the  second  covering  petitions  and 
certifications  (subpart  B  and  certain 
definitions  in  subpart  A)  and  ATAA 
(subpart  I).  To  expedite  the  publication 
of  guidance  on  ATAA,  this  second 
NPRM  was  divided,  and  ATAA  is 
proceeding  under  this  original  RIN 
1205-AB40. 

This  rulemaking  covers  the  issuance  of 
ATAA  benefits  for  older  workers 
(subpart  I).  Separate  rulemakings  cover 
benefits  (subpart  A  and  subparts  C 
through  H)  and  petitions  and 
determinations  (subpart  B  and  certain 
definitions  in  subpart  A). 

Statement  of  Need:  The  Trade 
Adjustment  Assistaiice  Reform  Act  of 
2002,  enacted  August  6,  2002,  repeals 
the  North  American  Free  Trade 
Agreement — Transitional  Adjustment 
Assistance  provisions  for  workers 
affected  by  the  NAFTA  Implementation 
Act  and  makes  significant  amendments 
to  worker  benefits  under  Trade 
Adjustment  Assistance  for  Workers,  as 
provided  for  in  the  Trade  Act  of  1974. 


The  2002  Trade  Act  amends  where  and 
by  whom  a  petition  may  be  filed. 
Program  benefits  for  TAA — eligible 
recipients  are  expanded  to  include  for 
the  first  time  a  health  care  tax  credit, 
and  eligible  recipients  now  include 
secondarily  affected  workers  impacted 
by  foreign  trade.  Income  support  is 
extended  by  26  weeks  and  by  up  to 
52  weeks  under  certain  conditions. 
Waivers  of  training  requirements  in 
order  to  receive  income  support  are 
explicitly  defined.  Job  search  and 
relocation  benefit  amounts  are 
increased.  Within  one  year  of 
enactment,  the  amendments  offer  an 
Alternative  TAA  for  Older  Workers 
program  that  targets  older  worker  . 
groups  who  are  certified  as  TAA 
eligible  and  provides  the  option  of  a 
wage  supplement  instead  of  training, 
job  search,  and  income  support. 

The  Department  issued  operating 
instructions  in  a  guidance  letter  on 
October  10,  2002,  and  later  published 
in  the  Federal  Register  (67  FR  69029- 
41).  State  agencies  rely  on  the 
regulations  to  make  determinations  as 
to  individual  eligibility  for  TAA 
program  benefits.  TAA  program 
regulations  as  written  have  been 
described  as  complicated  to  interpret. 
With  the  new  TAA  program  benefit 
amendments  contained  in  the  Trade 
Act  of  2002,  U  is  imperative  that  the 
regulations  be  in  an  easy-to-read  and 
understandable  format. 

Summary  of  Legal  Basis:  These 
regulations  are  authorized  by  19  U.S.C. 
2320  due  to  the  amendments  to  the 
Trade  Act  of  1974  by  the  Trade 
Adjustment  Assistance  Reform  Act  of 
2002. 

Alternatives:  The  public  was  afforded 
an  opportunity  to  provide  comments  on 
the  ATAA  program  changes  when  the 
Department  published  the  proposed 
rule  in  the  Federal  Register. 

Anticipated  Cost  and  Benefits: 

Preliminary  estimates  of  the  anticipated 
costs  of  this  regulatory  action  have  not 
been  determined  at  this  time  and  will 
be  determined  at  a  later  date. 

Risks:  This  action  does  not  affect 
public  health,  safety,  or  the 
environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/18/06  71  FR  61618 

NPRM  Comment  1 2/1 8/06 

,  Period  End 

Final  Action  To  Be  Determined 
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Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Erica  Cantor, 
Administrator,  Office  of  National 
Response,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  Room  N5422, 
Washington,  DC  20210 
Phone:  202  693-2757 
Email:  cantor.erica@dol.gov 

Related  RIN:  Related  to  1205-AB32, 
Related  to  1205-AB44 
RIN:  1205-AB40 


1782.  REVISION  OF  THE 
DEPARTMENT  OF  LABOR 
REGULATIONS  FOR  PETITIONS  AND 
DETERMINATIONS  OF  ELIGIBILITY  TO 
APPLY  FOR  TRADE  ADJUSTMENT 
ASSISTANCE  FOR  WORKERS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  19  USC  2320; 
Secretary’s  Order  3-2007,  72  FR  15907 

CFR  Citation:  29  CFR  90;  20  CFR  617; 
20  CFR  618;  20  CFR  665;  20  CFR  671 

Legal  Deadline:  None 

Abstract:  The  Trade  Adjustment 
Assistance  Reform  Act  of  2002,  enacted 
on  August  6,  2002,  contains  provisions 
amending  title  2,  chapter  2  of  the  Trade 
Act  of  1974,  entitled  Adjustment 
Assistance  for  Workers.  The 
amendments,  generally  effective  90 
days  from  enactment  (November  4, 
2002),  make  additions  to  where  and  by 
whom  a  petition  may  be  filed,  expand 
eligibility  to  workers  whose  production 
has  been  shifted  to  certain  foreign 
countries  and  to  worker  groups 
secondarily  affected,  and  make 
substantive  changes  regarding  Trade 
Adjustment  Assistance  (TAA)  program 
benefits.  They  also  create  the 
Alternative  Trade  Adjustment 
Assistance  (ATAA)  program  for  older 
workers,  which  was  effective  no  later 
than  one  year  after  the  enactment  of 
the  amendments  on  August  6,  2002. 

It  is  the  Department’s  intention  to 
create  a  new  20  CFR  part  618  to 
incorporate  the  amendments  and  write 
it  in  plain  English,  while  amending  the 
WlA  regulations  at  20  CFR  parts  655 
and  671  regarding  Rapid  Response  and 
National  Emergency  Grants  as  they 
relate  to  the  TAA  program. 


The  proposed  part  618  consists  of  9 
subparts;  subpart  A — General;  subpart 
B — Petitions  and  Determinations  of 
Eligibility  to  Apply  for  Trade 
Adjustment  Assistance  (and  Alternative 
TAA);  subpart  C — Delivery  of  Services 
throughout  the  One-Stop  Delivery 
System;  subpart  D — Job  Search 
Allowances;  subpart  E — Relocation 
'Allowances;  subpart  F — Training 
Services;  subpart  G — Trade 
Readjustment  Allowance  (TRA); 
subpart  H — Administration  by 
Applicable  State  Agencies;  subpart  1 — 
Alternative  Trade  Adjustment 
Assistance  (ATAA)  for  Older  Workers. 
Because  of  the  complexity  of  the 
subject  matter  and  to  expedite  the 
rulemaking  because  of  the  States’  needs 
for  definitive  instructions  on  providing 
TAA  benefits,  the  rulemaking  for  part 
618  was  originally  divided  into  two 
parts:  the  first  covering  TAA  benefits 
{subpart  A  and  subparts  C  through  H); 
and  the  second  covering  petitions  and 
certifications  (subpart  B  and  certain 
definitions  in  subpart  A)  and  ATAA 
(subpart  I).  To  expedite  the  publication 
of  guidance  on  ATAA,  this  second 
NPRM  was  divided,  and  ATAA 
proceeded  under  its  original  RIN  1205- 
AB40. 

This  proposed  rulemaking  covers 
petitions  and  determinations  {subpart  B 
and  certain  definitions  in  subpart  A  of 
the  regulations).  Separate  notices  of 
proposed  rulemaking  covered 
remaining  (subpart  A  and  subparts  C 
through  H)  and  the  issuance  of  ATAA 
benefits  for  older  workers  {subpart  1). 

Statement  of  Need:  The  Trade 
Adjustment  Assistance  Reform  Act  of 
2002,  enacted  August  6,  2002,  repeals 
the  North  American  Free  Trade 
Agreement — T ransitional  Adjustment 
Assistance  provisions  for  workers 
affected  by  the  NAFTA  Implementation 
Act  and  adds  significant  amendments 
to  worker  benefits  under  Trade 
Adjustment  Assistance  for  Workers, 
provided  for  the  Trade  Act  of  1974. 

The  2002  Trade  Act  amends  where  and 
by  whom  a  petition  may  be  filed. 
Program  benefits  for  TAA-eligible 
recipients  are  expanded  to  include  for 
the  first  time  a  health  care  tax  credit, 
and  eligible  recipients  now  include  , 
secondarily  affected  workers  impacted 
by  foreign  trade.  Income  support  is 
extended  by  26  weeks  and  by  up  to 
52  weeks  under  certain  conditions. 
Waivers  of  training  requirements  in 
order  to  receive  income  support  are 


explicitly  defined.  Job  search  and 
relocation  benefits  amounts  are 
increased.  Within  one  year  of 
enactment,  the  amendments  offer  an 
Alternative  TAA  for  Older  Workers 
program  that  targets  older  worker 
groups  who  are  certified  as  TAA 
eligible  and  provides  the  option  of  a 
wage  supplement  instead  of  training, 
job  search  and  relocation  allowances, 
and  income  support. 

The  Department  was  required  to 
implement  the  amendments  within  90 
days  from  enactment  (November  4, 
2002),  and  it  issued  operating 
instructions  in  a  guidance  letter  on 
October  10,  2002,  and  later  published 
in  the  Federal  Register  (67  FR  69029- 
41).  S.tate  agencies  rely  on  the 
regulations  to  make  determinations  as 
to  individual  eligibility  for  TAA 
program  benefits.  TAA  program 
regulations  as  written  have  been 
described  as  complicated  to  interpret. 

In  light  of  changes  in  the  petition 
process  made  by  the  Reform  Act,  as 
well  as  the  need  to  clearly  spell  out 
that  process  for  the  public  and  the 
courts,  it  is  imperative  that  the 
regulations  be  in  an  easy  to  read  and 
understandable  format. 

Summary  of  Legal  Basis:  The 
regulation  is  authorized  by  19  USC 
2320  due  to  the  amendments  to  the 
Trade  Act  of  1974  by  the  Trade 
Adjustment  Assistance  Reform  Act  of 
2002. 

Alternatives:  The  public  will  be 
afforded  an  opportunity  to  provide 
comments  on  the  TAA  program 
changes  when  the  Department 
publishes  the  proposed  rule  in  the 
Federal  Register. 

Anticipated  Cost  and  Benefits: 

Preliminary  estimates  of  the  anticipated 
costs  of  this  regulatory  action  have  not 
been  determined  at  this  time  and  will 
be  determined  at  a  later  date. 

Risks:  This  action  does  not  affect 
public  health,  safety,  or  the 
environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal 
Federalism:  Undetermined 

Agency  Contact:  Erica  Cantor, 
Administrator,  Office  of  National 
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Response,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  Room  N5422, 
Washington,  DC  20210 
Phone:  202  693-2757 
Email:  cantor.erica@dol.gov 

Related  RIN:  Related  to  1205-AB32, 
Related  to  1205-AB40 

RIN:  1205-AB44 


1783.  •  WORKFORCE  INVESTMENT 
ACT  AMENDMENTS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  49k;  section 
189(a)  of  PL  105-220;  29  USC  2939(a) 

CFR  Citation:  20  CFR  661;  20  CFR  662 
to  664;  20  CFR  652;  20  CFR  667 

Legai  Deadiine:  None 

Abstract:  The  Department  of  Labor  is 
implementing  several  important  policy 
changes  to  the  Workforce  Investment 
Act  and  Wagner-Peyser  Act  regulations. 
Changes  in  this  rulemaking  address 
long-standing  issues  such  as  the  large 
size  of  State  and  Local  Workforce  ' 
Investment  Boards;  the  sequence  of 
core,  intensive  and  training  services; 
the  governor’s  authority  over  eligible 
training  providers;  and  the  availability 
of  Individual  Training  Accounts  to 
youth.  In  addition,  the  changes  address 
the  method  of  delivery  of  Wagner- 
Peyser  Act-funded  services. 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/20/06  71  FR76558 

NPRM  Comment  02/20/07 

Period  End 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

Agency  Contact:  Maria  K  Flynn, 
Adminstrator,  Office  of  Policy 
Development  and  Research,  Department 
of  Labor,  Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  Room  N-5641,  FP 
Building,  Washington,  DC  20210 
Phone:  202  693-3700 
TDD  Phone:  887  889-5627 
Fax:  202  693-2766 
Email:  flynn.maria@dol.gov 
RIN:  1205-AB46 


1784.  •  YOUTHBUILD  PROGRAM 
Priority:  Other  Significant 
Legal  Authority:  PL  109-281 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  YouthBuild  Transfer  Act 
of  2006,  Public  Law  109-281,  enacted 
on  September  22,  2006,  transfers 
oversight  and  administration  of  the 


YouthBuild  program  from  the  U.S. 
Department  of  Housing  and  Urban 
Development  (HUD)  to  the  U.S. 
Department  of  Labor  (DOL).  The 
YouthBuild  program  model  targets  are 
high  school  dropouts,  adjudicated 
youth,  youth  aging  out  of  foster  care, 
and  other  at-risk  youth  population.  The 
program  model  balances  in-school 
learning,  geared  toward  a  high  school 
diploma  or  GED,  and  construction  • 
skills  training,  geared  toward  a  career 
placement  for  the  youth.  DOL  intends 
to  develop  regulations  in  response  to 
the  legislation  and  to  guide  the  program 
implementation  and  management. 

Timetable: 

Action  Date  FR  Cite 

NPRM  CM/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Gay  Gilbert,  Chief, 
Division  of  Employment  Service  and 
ALMIS,  Department  of  Labor, 
Employment  and  Training 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
S4231,  Washington,  DC  20210 
Phone:  202  693-3428 
Email:  gilbert.gay@dol.gov 

RIN:  1205-AB49 


Department  of  Labor  (DOL)  Completed  Actions 

Employment  and  Training  Administration  (ETA) 


1785.  FEDERAL-STATE 
UNEMPLOYMENT  COMPENSATION 
PROGRAM;  ELIGIBILITY 

Priority:  Other  Significant 

Legal  Authority:  42  USC  503(a)(5);  26 
USC  3304(a)(4);  26  USC  3306(h);  26 
USC.3304(a)(l);  42  USC  503(a)(2);  42 
USC  1302(a) 

CFR  Citation:  20  CFR  604  (New) 

Legal  Deadline:  None 

Abstract:  Federal  Unemployment 
Compensation  (UC)  law  is  inherently 
based  on  wage  insurance  principles. 
The  regulation  interprets  and  applies 
these  principles,  thereby  establishing 


minimum  standards  that  states  will  be 
required  to  meet  if  their  employers  are 
to  continue  to  receive  credit  against  the 
Federal  unemployment  tax  and  if  the 
state  is  to  continue  to  receive  UC 
administrative  grants. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 
Final  Action  Effective 


07/22/05  70  FR  42474 
09/20/05 

01/16/07  72  FR  1890 
02/15/07 


Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Leveis  Affected:  State 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

Agency  Contact:  Gerard  Hildebrand, 
Chief,  Division  of  Legislation, 
Department  of  Labor,  Employment  and 
Training  Administration,  Office  of 
Workforce  Security,  200  Constitution 
Avenue  NW.,  Room  C-4518, 
Washington,  DC  20210 
Phone:  202  693-3038 
Email:  hildebrand.gerard@dol.gov 

RIN:  1205-AB41 
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Employee  Benefits  Security  Administration  (EBSA) 


1786.  AMENDMENT  OF  REGULATION 
RELATING  TO  DEFINITION  OF  PLAN 
ASSETS— PARTICIPANT 
CONTRIBUTIONS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  29  USC  1135 
CFR  Citation:  29  CFR  2510.3-102 
Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  regulation  that  defines  when 
participant  monies  paid  to  or  withheld 
by  an  employer  for  contribution  to  an 
employee  benefit  plan  constitute  “plan 
assets”  for  purposes  of  title  I  of  ERISA 
and  the  related  prohibited  transaction 
provisions  of  the  Internal  Revenue 
Code.  The  regulation  contains  an 
amendment  to  the  current  regulation 
that  will  establish  a  safe  harbor  period 
of  a  specified  number  of  business  days 
during  which  certain  monies  that  a 
participant  pays  to,  or  has  withheld  by, 
an  employer  for  contribution  to  a  plan 
would  not  constitute  “plan  assets.” 

Statement  of  Need:  This  amendment 
of  the  participant  contribution 
regulation  would,  upon  adoption, 
establish  a  “safe  harbor”  period  of  a 
specified  number  of  days  during  which 
certain  monies,  a  participant  pays  to  or 
has  withheld  from  wages  by  an 
employer  for  contribution  to  an 
employee  benefit  plan,  would  not 
constitute  plan  assets  for  purposes  of 
title  I  of  ERISA  and  the  related 
prohibited  transaction  provisions  of  the 
Internal  Revenue  Code.  The 
amendment  is  needed  to  provide 
greater  certainty  to  employers, 
participants  and  beneficiaries,  service 
providers  and  others  concerning  when 
participant  contributions  to  a  plan 
constitute  plan  assets. 

Summary  of  Legal  Basis:  Section  505 
of  ERISA  provides  that  the  Secretary 
may  prescribe  such  regulations  as  she 
finds  necessary  and  appropriate  to 
carry  out  the  provisions  of  title  I  of 
the  Act.  Regulation  29  CFR  2510.3-102 
provides  that  the  assets  of  an  employee 
benefit  plan  covered  by  title  I  of  ERISA 
include  amounts  (other  than  union 
dues)  that  a  participant  or  beneficiary 
pays  to  an  employer,  or  has  withheld 
from  wages  by  an  employer,  for 
contribution  to  the  plan  as  of  the 
earliest  date  on  which  such 
contributions  can  reasonably  be 
segregated  from  the  employer’s  general 


assets:  the  regulation  also  specifies  the 
maximum  time  period  for  deposit  of 
such  contributions  by  the  employer. 

Alternatives:  Alternatives  will  be 
considered  following  a  determination  of 
the  scope  and  nature  of  the  regulatory 
guidance  needed  by  the  public. 

Anticipated  Cost  and  Benefits: 

Preliminary  estimates  of  the  anticipated 
costs  and  benefits  will  be  developed, 
as  appropriate,  following  a 
determination  regarding  the  alternatives 
to  be  considered. 

Risks:  Failure  to  provide  the  safe 
harbor  that  would  be  afforded  by  the 
proposed  amendment  with  regard  to 
monies  contributed  to  employee  benefit 
plans  would  deprive  employers,  other 
plan  fiduciaries,  and  service  providers 
of  the  certainty  they  need  to  optimize 
compliance  with  the  law.  Also,  any  risk 
of  loss  or  lost  earnings  resulting  from 
permitting  employers  who  would 
otherwise  transmit  contributions  to  the 
plan  sooner  than  the  time  specified  in 
the  safe  harbor  should  be  minimal, 
while  the  benefits  attendant  to 
encouraging  employers  to  review  and 
modify  their  systems  or  practices  to 
take  advantage  of  the  safe  harbor  may 
be  significant. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  Undetermined 

Government  Leveis  Affected:  None 
Federalism:  Undetermined 

Agency  Contact:  Louis  J.  Campagna, 
Chief,  Division  of  Fiduciary 
Interpretations,  Office  of  Regulations 
and  Interpretations,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  Room  N5669,  FP 
Building,  Washington,  DC  20210 
Phone:  202  693-8512 
Fax:  202  219-7291 

RIN:  1210-AB02 


1787.  AMENDMENT  OF  SECTION 
404(C)  REGULATION— DISCLOSURE 

Priority:  Other  Significant 

Legal  Authority:  29  USC  1104(c):  29 
USC  1135 

CFR  Citation:  29  CFR  2550 
Legal  Deadline:  None 


Abstract:  This  rulemaking  will  amend 
the  regulations  governing  ERISA 
section  404(c)  plans  (29  CFR  2550.404c- 
1)  to  ensure  that  the  participants  and 
beneficiaries  in  such  plans  are  provided 
the  information  they  need,  including 
information  about  fees  and  expenses,  to 
make  informed  investment  decisions. 
The  section  404(c)  regulation  sets  forth 
the  conditions  under  which 
participants  and  beneficiaries  are 
considered  to  be  exercising  control  over 
the  assets  in  their  account,  thereby 
relieving  plan  fiduciaries  from  liability 
for  the  results  of  the  investment 
decisions  of  the  participant  or 
beneficiary.  The  regulation  conditions 
rely  on  participants  and  beneficiaries 
being  furnished  or  having  access  to 
certain  information  about  their  plan 
and  the  investment  options  offered 
thereunder.  This  amendment  is  needed 
to  clarify  and  improve  the  information 
currently  required  to  be  furnished  to 
participants  and  beneficiaries. 

Timetable: 

Action  Date  FR  Cite 

Request  for  04/00/07 

Information 

NPRM  02/00/08 

Regulatory  Flexibility  Analysis 
Required;  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Katherine  D.  Lewis, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N-5669,  Washington,  DC  20210 
Phone:  202  693-8500 

RIN:  1210-AB07 


1788.  AMENDMENT  OF  STANDARDS 
APPLICABLE  TO  GENERAL 
STATUTORY  EXEMPTION  FOR 
SERVICES 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  29  USC  1108(b)(2):  29 
USC  1135 

CFR  Citation:  29  CFR  2550 
Legai  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  regulation  setting  forth  the 
standards  applicable  to  the  exemption 
under  ERISA  section  408(b)(2)  for 
contracting  or  making  a  reasonable 
arrangements  with  a  party  in  interest 
for  office  spaces  for  services  (29  CFR 
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2550.408b-2).  This  amendment  will 
ensure  that  plan  fiduciaries  are 
provided  or  have  access  to  that 
information  necessary  to  a 
determination  of  whether  an 
arrangement  for  services  is 
“reasonable”  within  the  meaning  of  the 
statutory  exemption,  as  well  as  the 
prudence  requirements  of  ERISA 
404(a)(1)(B).  This  regulation  is  needed 
to  eliminate  the  current  uncertainty  as 
to  what  information  relating  to  services 
and  fees  plan  fiduciaries  must  obtain 
and  service  providers  must  furnish  for 
purposes  of  determining  whether  a 
contract  for  services  to  be  rendered  to 
a  plan  is  reasonable. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Kristen  Zarenko, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N-5669,  Washington,  DC  20210 
Phone:  202  693-8500 

RIN:  1210-AB08 


1789.  •  PROHIBITED  TRANSACTION 
EXEMPTION  FOR  PROVISION  OF 
INVESTMENT  ADVICE  TO 
PARTICIPANTS  IN  INDIVIDUAL 
ACCOUNT  PLANS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1108(g);  29 
USC  1135;  PL  109-280,  sec  601(a), 
Pension  Protection  Act  of  2006;  ERISA 
sec  408(g);  ERISA  sec  505 
CFR  Citation:  29  CFR  2550 
Legal  Deadline:  None 

Abstract:  Section  601  of  the  Pension 
Protection  Act  (PL  109-280)  amended 
ERISA  by  adding  new  section 
408(b)(14)  and  408(g).  Section 
40e(b)(14)  is  a  prohibited  transaction 
exemption  that  permits  the  provision  of 
investment  advice  to  participants  or 
beneficiaries  of  certain  individual 
account  plans  if  the  investment  advice 
is  provided  under  an  “eligible 
investment  advice  arrangement,”  as 
defined  in  section  408(g).  In  order  to 
qualify  as  an  “eligible  investment 


advice  arrangement,”  the  arrangement 
must  either  provide  that  any  fees 
received  by  the  adviser  do  not  vary 
depending  on  the  basis  of  any 
investment  options  selected,  or  use  a 
computer  model  under  an  investment 
advice  program  that  meets  the  criteria 
set  forth  in  section  408(g)  in  connection 
with  the  provision  of  investment 
advice.  Further,  with  respect  to  both 
types  of  advice  arrangements,  the 
investment  adviser  must  disclose  to 
advice  recipients  all  fees  that  the 
adviser  or  any  affiliate  is  to  receive  in 
connection  with  the  advice.  Section 
408(g)  requires  that  the  computer 
model  which  serves  as  the  basis  for  an 
eligible  investment  advice  arrangement 
be  certified  by  an  “eligible  investment 
expert”  in  accordance  with  rules 
prescribed  by  the  Secretary  of  Labor. 
Section  408(g)  also  directs  the  Secretary 
of  Labor  to  issue  a  model  form  for  the 
required  disclosure  of  fees.  EBSA  has 
prepared  a  Request  for  Information  that 
will  invite  interested  persons  to  submit 
written  comments  and  suggestions 
concerning  the  expertise  and 
procedures  that  may  be  needed  to 
certify  that  a  computer  model  meets  the 
statutory  criteria,  and  the  content,  types 
and  designs  of  fee  disclosure  materials 
currently  used  and  their  usefulness  to 
plan  participants.  ■* 

Timetable: 

Action  Date  FR  Cite 

RFI  12/04/06  71  FR  70429 

RFI  Comment  Period  01/30/07 
End 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Fred  Wong,  Senior 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8500 
Fax:  202  219-7291 

RIN:  1210-AB13 


1790.  •  SELECTION  OF  ANNUITY 
PROVIDER  FOR  INDIVIDUAL 
ACCOUNT  PLANS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 


Legal  Authority:  29  USC  1104;  ERISA 
sec  404;  PL  109-280  sec  625,  Pension 
Protection  Act  of  2006;  29  USC  1135; 
ERISA  sec  505 

CFR  Citation:  29  CFR  2550.404a-4 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  a  safe  harbor  under  which  a 
fiduciary  of  an  individual  account  plan 
will  be  deemed  to  have  satisfied  his 
or  her  fiduciary  responsibilities  with 
respect  to  the  selection  of  an  annuity 
provider  for  the  pvupose  of  benefit 
distributions.  The  Department  is 
proposing  this  safe  harbor  in  light  of 
revisions  to  Interpretive  Bulletin  95-1 
required  by  section  625  of  the  Pension 
Protection  Act  of  2006  clarifying  that 
the  fiduciary  standards  in  Interpretive 
Bulletin  95-1  do  not  apply  to  the 
selection  of  an  annuity  provider  for 
benefit  distributions  from  an  individual 
account  plan. 

Timetable: 

Action  Date  FR  Cite 

NPRM  -  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Janet  Walters,  Senior 
Advisor,  Department  of  Labor, 
Employee  Benefits  Security 
Administration,  20  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8500 
Fax:  202  219-7291 

Related  RIN:  Related  to  1210-AB22 
RIN:  1210-AB19 


1791.  •  PERIODIC  PENSION  BENEFIT 
STATEMENTS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1025;  ERISA 
sec  105;  PL  109-280  sec  508,  Pension 
Protection  Act  of  2006;  29  USC  1135; 
ERISA  sec  505 

CFR  Citation:  29  CFR  2520 

Legal  Deadline:  Final,  Statutory, 
August  18,  2007. 

Abstract:  Section  508  of  the  Pension 
Protection  Act  of  2006  (PPA)  amended 
section  105  of  ERISA  to  require  plans 
that  are  subject  to  ERISA  to 
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automatically  provide  participants  and 
certain  beneficiaries  with  individual 
pension  benefit  statements.  Generally, 
defined  benefit  plans  must  provide  the 
statement  every  three  years,  with  an 
annual  alternative.  Individual  account 
defined  contribution  plans  that  permit 
participant  direction  must  provide  the 
statement  quarterly  and  individual 
account  defined  contribution  plans  that 
do  not  permit  participant  direction 
must  provide  the  statement  annually. 


The  PPA  directed  the  Department  of 
Labor  to  provide  a  model  statement 
within  one  year  of  enactment  of  the 
statute  and  the  Department  has  been 
given  interim  final  rulemaking 
authority. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Suzanne  Adelman, 
Senior  Pension  Law  Specialist, 
Department  of  Labor,  Employee 
Benefits  Security  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Room  N5669,  Washington,  DC  20210 
Phone:  202  693-8500 
Fax:  202  219-7291 

RIN:  1210-AB20 


Department  of  Labor  (DOL)  Final  Rule  Stage 

Employee  Benefits  Security  Administration  (EBSA) 


1792.  REGULATIONS  IMPLEMENTING 
THE  HEALTH  CARE  ACCESS, 
PORTABILITY,  AND  RENEWABILITY 
PROVISIONS  OF  THE  HEALTH 
INSURANCE  PORTABILITY  AND 
ACCOUNTABILITY  ACT  OF  1996 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  29  USC  1027;  29  USC 
1059;  29  USC  1135;  29  USC  1171  to 
1172;  29  USC  1191c 

CFR  Citation:  29  CFR  2590 

Legal  Deadline:  None 

Abstract:  The  Health  Insurance 
Portability  and  Accountability  Act  of 
1996  (HIPAA)  amended  title  I  of 
ERISA,  the  Internal  Revenue  Code,  and 
the  Public  Health  Service  Act  with 
parallel  provisions  designed  to  improve 
health  care  access,  portability  and 
renewability.  The  Departments  of 
Labor,  the  Treasury,  and  the  Health  and 
Human  Services  are  mutually 
dependent  due  to  shared  interpretive 
jurisdiction  and  are  proceeding 
concurrently  to  provide  additional 
regulatory  guidance  regarding  these 
provisions. 

Statement  of  Need:  In  general,  the 
health  care  portability  provisions  in 
part  7  of  ERISA  provide  for  increased 
portability  and  availability  of  group 
health  coverage  through  limitations  on 
the  imposition  of  any  preexisting 
condition  exclusion  and  special 
enrollment  rights  in  group  health  plans 
after  loss  of  other  health  coverage  or 
a  life  event.  Plan  sponsors, 
administrators  and  participants  need 
guidance  from  the  Department  with 
regard  to  how  they  can  fulfill  their 
respective  obligations  under  these 
statutory  provisions. 


Summary  of  Legal  Basis:  Part  7  of 
ERISA  specifies  the  portability  and 
other  requirements  for  group  health 
plans  and  health  insurance  issuers. 
Section  734  of  ERISA  provides  that  the 
Secretary  may  promulgate  such 
regulations  as  may  be  necessary  or 
appropriate  to  carry  out  the  provisions 
of  part  7  of  ERISA.  In  addition,  section 
505  of  ERISA  authorizes  the  Secretary 
to  issue  regulations  clarifying  the 
provisions  of  title  I  of  ERISA. 

Risks:  Failure  to  provide  guidance 
concerning  part  7  of  ERISA  may 
impede  compliance  with  the  law. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final  Rule 

04/08/97 

62  FR  16894 

Interim  Final  Rule 

06/07/97 

Effective 

Interim  Final  Rule 

07/07/97 

Comment  Period 

End 

Request  for 

10/25/99 

64  FR  57520 

Information 

Comment  Period  End 

01/25/00 

NPRM 

12/30/04 

69  FR  78800 

Request  for 

12/30/04 

69  FR  78825 

Information 

Final  Rule 

12/30/04 

69  FR  78720 

Final  Action  Effective 

02/28/05 

Request  for 

03/30/05 

Information/ 

Comment  Period 

End 

NPRM  Comment 

03/30/05 

Period  End 

Final  Action 

03/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Amy  Turner,  Senior 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 


Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-8335 
RIN:  1210-AA54 


1793.  HEALTH  CARE  STANDARDS 
FOR  MOTHERS  AND  NEWBORNS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1027;  29  USC 
1059;  29  USC  1135;  29  USC  1185;  29 
USC  1191  to  1191c 

CFR  Citation:  29  CFR  2590.711 
Legal  Deadline:  None 

Abstract:  The  Newborns’  and  Mothers’ 
Health  Protection  Act  of  1996 
(NMHPA)  amended  title  I  of  ERISA  and 
the  Public  Health  Service  Act  with 
parallel  provisions  that  protect  mothers 
and  their  newborn  children  with  regard 
to  the  length  of  hospital  stays  following 
the  birth  of  a  child.  The  Departments 
of  Labor  and  Health  and  Human 
Services  are  mutually  dependent  due  to 
shared  interpretive  jurisdiction  and  are 
proceeding  concurrently  to  provide 
final  regulatory  guidance  with  regard  to 
the  provisions  of  the  NMHPA. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  10/27/98  63  FR  57546 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Amy  Turner,  Senior 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
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Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-8335 
RIN:  1210-AA63 


1794.  REVISION  OF  THE  FORM  5500 
SERIES  AND  IMPLEMENTING 
REGULATIONS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  29  USC  1135;  29  USC 
1021;  29  USC  1023  to  1024 

CFR  Citation:  29  CFR  2520 
Legai  Deadiine:  None 
Abstract:  This  rulemaking  would 
amend  and  update  the  regulatory  and 
related  requirements  for  annual 
reporting  by  employee  benefit  plans  in 
conjunction  with  EBSA’s  proposal  to 
amend  the  regulations  under  section 
104  to  require  that  such  reports  be  filed 
electronically. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/21/06  71  FR  41392 

NPRM  Comment  09/19/06 
Period  End 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact:  Elizabeth  A. 
Goodman,  Senior  Pension  Law 
Specialist,  Department  of  Labor, 
Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8523 
Fax:  202  219-7291 

Related  RIN:  Related  to  1210-AB14 
RIN:  1210-AB06 


1795.  SECTION  404  REGULATION- 
DEFAULT  INVESTMENT 
ALTERNATIVES  UNDER  PARTICIPANT 
DIRECTED  INDIVIDUAL  ACCOUNT 
PLANS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  29  USC  1104(c)(5):  29 
USC  1135 

CFR  Citation:  29  CFR  2550 
Legal  Deadline:  Final,  Statutory, 
February  19,  2007. 

Abstract:  This  rulemaking  would 
establish  a  relief  under  which  a 


fiduciary  of  a  participant  directed 
individual  account  pension  plan  will 
be  deemed  to  have  satisfied  his  or  her 
fiduciary  responsibilities  with  respect 
to  investment  and  asset  allocation 
decisions  made  on  behalf  of  individual 
participants  and  beneficiaries  who  fail 
to  give  investment  direction.  This 
rulemaking  will  describe  the  types  of 
investments  that  qualify  as  default 
investments  in  order  to  obtain  fiduciary 
relief.  As  with  other  investment 
alternatives  available  under  the  plan, 
fiduciaries  will  continue  to  be 
responsible  for  the  prudent  selection 
and  monitoring  of  qualifying  default 
investment  alternatives. 

Statement  of  Need:  Section  404(c)(1) 
of  ERISA  provides  that,  where  a 
participant  or  beneficiary  of  an 
employee  pension  benefit  plan 
exercises  control  over  assets  in  an 
individual  account  maintained  for  him 
or  her  under  the  plan,  the  participant 
or  beneficiary  is  not  considered  a 
fiduciary  by  reason  of  his  or  her 
exercise  of  control  and  other  plan 
fiduciaries  are  relieved  of  liability 
under  part  4  of  title  I  of  ERISA  for  the 
results  of  such  exercise  of  control.  As 
part  of  the  Pension  Protection  Act  of 
2006,  section  404(c)  was  amended  to 
provide  relief  accorded  by  section 
404(c)(1)  to  fiduciaries  that  invest 
participant  assets  in  certain  types  of 
investment  alternatives  in  the  absence 
of  participant  investment  direction.  The 
Pension  Protection  Act  directed  the 
Department  to  issue  final  default 
investment  regulations  under  section 
404(c)(5)(A)  of  ERISA  no  later  than  6 
months  after  the  date  of  enactment  of 
the  Pension  Protection  Act.  This 
rulemaking  responds  to  a  need  on  the 
part  of  plan  sponsors  and  fiduciaries 
for  guidance  on  the  selection  of  default 
investments  for  plan  participants  who 
fail  to  make  an  investment  election. 
Such  guidance  would  also  improve 
retirement  savings  for  millions  of 
American  workers. 

Summary  of  Legal  Basis:  Promulgation 
of  this  regulation  is  authorized  by 
sections  505  and  404(c)  of  ERISA. 

Alternatives:  Regulatory  alternatives 
were  considered  in  developing  the 
proposed  rule  and  published  in  the 
Federal  Register. 

Anticipated  Cost  and  Benefits:  Costs 
and  benefits  of  regulatory  alternatives 
were  estimated  and  taken  into  account 
in  developing  the  proposed  rule  and 
published  in  the  Federal  Register. 


Risks:  Failure  to  provide  guidance  on 
default  investment  options  for 
individual  account  plans  may  result  in 
diminished  retirement  savings  for  the 
many  participants  who  fail  to  make  an 
investment  election  with  regard  to  their 
accounts.  In  addition,  failure  to  issue 
final  default  investment  regulations 
under  section  404(c)(5)(A)  of  ERISA  no 
later  than  6  months  after  the  date  of 
enactment  of  the  Pension  Protection 
Act  would  contravene  section  624  of 
the  Pension  Protection  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/27/06  71  FR  56806 

NPRM  Comment  1 1/1 3/06 

Period  End 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Erin  Sweeney,  Senior 
Pension  Law  Specialist,  ORI, 
Department  of  Labor,  Employee 
Benefits  Security  Administration,  200 
Constitution  Avenue  NW.,  Room 
N5669,  FP  Building,  Washington,  DC 
20210 

Phone:  202  693-8500 
RIN:  1210-AB10 


1796.  •  PROPOSED  REVISION  OF 
ANNUAL  INFORMATION 
RETURN/REPORTS 

Priority:  Economically  Significant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  29  USC  1135;  29  USC 
1021;  29  USC  1023;  29  USC  1024;  PL 
109-208,  sec  101-116,  sec  201-221,  sec 
503,  sec  1103  Pension  Protection  Act 
of  2006 

CFR  Citation:  29  CFR  2520 
Legal  Deadline:  None 

Abstract:  This  proposal  supplements 
previously  published  proposed 
revisions  to  the  Form  5500  Annual 
Return/Report  as  required  by  the 
Pension  Protection  Act  of  2006  (PPA). 
Specifically,  this  proposal  includes 
separate  Schedules  B  for  single¬ 
employer  plans  and  multiemployer 
plans  reflecting  PPA  changes  in 
funding  and  annual  reporting 
requirements;  new  questions  to  the 
Schedule  R  and  Schedule  H  designed 
to‘ collect  additional  information 
regarding  single  and  multiemployer 
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pension  defined  benefit  plans;  and  a 
proposal  to  have  the  Form  5500-SF 
Annual  Return/Report  be  the  simplified 
report  required  under  the  PPA  for  plans 
with  fewer  than  25  participants. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/11/06  71  FR  71562 

NPRM  Comment  01/10/07 
Period  End 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entitles  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Elizabeth  A. 

Goodman,  Senior  Pension  Law 
Specialist,  Department  of  Labor, 
Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8523 
Fax:  202  219-7291 

Related  RIN:  Related  to  1210-AB06 
RIN:  1210-AB14 

1797.  •  TIME  AND  ORDER  OF 
ISSUANCE  OF  DOMESTIC  RELATIONS 
ORDERS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  1056;  ERISA 
sec  206  (d)  (3);  PL  109-280,  sec  1001, 
Pension  Protection  Act  of  2006;  29  USC 
1135;  ERISA  sec  505 

CFR  Citation:  29  CFR  2530.206 

Legal  Deadline:  Final,  Statutory, 

August  18,  2007. 

Abstract:  Section  1001  of  the  Pension 
Protection  Act  of  2006  requires  the 
Secretary  of  Labor  to  issue,  not  later 
than  one  year  after  the  date  of 
enactment,  regulations  clarifying 
certain  issues  relating  to  the  timing  and 
order  of  domestic  relations  orders 
under  section  206(d)(3)  of  the 
Employee  Retirement  Income  Security 
Act  (ERISA).  This  rule  will  provide 
guidance  to  plan  administrators,  service 
providers,  participants,  and  alternate 
payees  on  the  qualified  domestic 
relations  order  requirements  under 
ERISA. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  C3/07/07  72  FR  10070 


Action  Date  ■  FR  Cite 


Interim  Final  Rule  04/06/07 

Effective 

Interim  Final  Rule  05/07/07 

Comment  Period 
End 

Final  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  None 
Agency  Contact:  Susan  Rees,  Senior 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8500 
Fax:  202  219-1791 

RIN:  1210-AB15 

1798.  •  AMENDMENTS  TO  SAFE 
HARBOR  FOR  DISTRIBUTIONS  FROM 
TERMINATED  INDIVIDUAL  ACCOUNT 
PLANS  AND  TERMINATION  OF 
ABANDONED  INDIVIDUAL  ACCOUNT 
PLANS  TO  REQUIRE  INHERITED  IRAS 
FOR  MISSING  NONSPOUSE 
BENEFICIARIES 
Priority:  Other  Significant 
Legal  Authority:  29  USC  1135;  ERISA 
sec  505 

CFR  Citation:  29  CFR  2550.404a-3;  29 
CFR  2578.1  • 

Legal  Deadline;  None 
Abstract:  The  Department  is  amending 
29  CFR  2578.1  and  29  CFR  2550.404a- 
3  to  reflect  changes  enacted  as  part  of 
the  Pension  Protection  Act  of  2006, 
Public  Law  109-280,  to  the  Internal 
Revenue  Code  of  1986  (the  Code), 
under  which  a  distribution  of  a 
deceased  plan  participant’s  benefit  from 
an  eligible  retirement  plan  may  be 
directly  transferred  to  an  individual 
retirement  plan  established  on  behalf  of 
the  designated  nonspouse  beneficiary  of 
such  participant. 

Timetabie: 

Action  Date  FR  Cite 

Interim  Final  Rule  02/15/07  72  FR  7516 

Interim  Final  Rule  04/02/07 

Comment  Period 
End 

Interim  Final  Rule  03/1 9/07 

Effective 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Stephanie  Ward, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5669,  Washington,  DC  20210 
Phone;  202  693-8500 
Fax:  202  219-7921 

RIN:  1210-AB16 

1799.  •  STATUTORY  EXEMPTION  FOR 
CROSS-TRADING  OF  SECURITIES 
Priority:  Other  Significant 

Legai  Authority:  29  USC 

1108(b)(19)(H):  ERISA  sec 
408(b)(19)(H):  PL  109-280,  sec 
611(g)(3),  Pension  Protection  Act  of 
2006 

CFR  Citation:  29  CFR  2550.408b-19 
Legal  Deadline:  Final,  Statutory, 
February  13,  2007. 

Abstract:  As  directed  by  section 
611(g)(3)  of  Public  Law  109-280,  this 
rule  implements  the  content 
requirements  for  the  written  cross¬ 
trading  policies  and  procedures 
required  under  section  408(b)(19)(H)  of 
the  Employee  Retirement  Income 
Security  Act  of  1974.  This  section 
exempts  the  purchase  and  sale  of  a 
security  between  an  employee  benefit 
plan  and  any  other  account  managed 
by  the  same  investment  manager  if 
certain  conditions  are  satisfied..  Among 
other  requirements,  section 
408(b)(19)(H)  stipulates  that  the 
investment  manager  must  adopt,  and 
effect  cross  trades  in  accordance  with, 
written  policies  and  procedures  that  are 
fair  and  equitable  to  all  accounts 
participating  in  the  cross-trading 
program. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  02/12/07  72  FR  6473 

Interim  Final  Rule  04/13/07 

Comment  Period 
End 

Interim  Final  Rule  04/1 3/07 

Effective 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Brian  Buyniski, 
Pension  Law  Specialist,  Department  of 
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Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5649,  Washington,  DC  20210 
Phone;  202  693-8540 
Fax:  202-219-0204 

RIN:  1210-AB17 


1801.  •  MULTI  EMPLOYER  PLAN 
INFORMATION  MADE  AVAILABLE  ON 
REQUEST 


1800.  •  ANNUAL  FUNDING  NOTICE 
FOR  DEFINED  BENEFIT  PLANS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1021(f); 

ERISA  sec  101(f);  PL  109-280,  sec  501, 
Pension  Protection  Act  of  2006;  29  USC 
1021(b);  ERISA  sec  104(b)(3);  PL 
109-280,  sec  503,  Pension  Protection 
Act  of  2006;  29  USC  1135;  ERISA  sec 
505 

CFR  Citation:  29  CFR  2520;  29  CFR 
2520.104-46;  29  CFR  2520.104b-10 

Legal  Deadline:  Final,  Statutory, 

August  18,  2007. 

Abstract:  This  rulemaking  implements 
the  requirement  of  section  501  of  the 
Pension  Protection  Act  of  2006  (PPA), 
which  amended  section  101(f)  of  ERISA 
to  require  the  administrator  of  a 
defined  benefit  pension  plan  to  provide 
participants,  beneficiaries,  emd  other 
parties  with  an  annual  funding  notice, 
and  also  implements  the  requirements 
of  section  503(c)  of  the  PPA  which 
amended  section  104(b)(3)  of  ERISA 
regarding  summary  annual  reports  for 
defined  benefit  plans. 

Timetable: 


Action  Date  FR  Cite 

Interim  Final  Rule  08/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Michael  Baird, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 


Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8523 
Fax:  202  219-7291 

RIN:  1210-AB18 


Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1021(k); 
ERISA  sec  lOl(k);  PL  109-280  sec  502, 
Pension  Protection  Act  of  2006;  29  USC 
1135;  ERISA  sec  505 

CFR  Citation:  29  CFR  2520 

Legal  Deadline:  Final,  Statutory, 

August  18,  2007. 

Abstract:  This  rulemaking  implements 
the  requirements  of  section  502(a)(1)  of 
the  Pension  Protection  Act  of  2006 
(PPA),  which  added  a  new  subsection 
(k)  to  section  101  of  ERISA,  under 
which  the  plan  administrator  of  a 
multiemployer  plan  shall,  upon  written 
request,  furnish  within  30  days  to  any 
plan  participant  or  beneficiary, 
employee  representative,  or  any 
employer  that  has  an  obligation  to 
contribute  to  the  plan  a  copy  of  certain 
actuarial,  financial  and  funding-related 
documents. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Stephanie  Ward, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5669,  Washington,  DC  20210 


Phone:  202  693-8500 
Fax:  202  219-7921 

RIN:  1210-AB21 


1802.  •  AMENDMENT  TO 
INTERPRETIVE  BULLETIN  95-1 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  PL  109-280  sec  625, 
Pension  Protection  Act  of  2006;  29  USC 
1135;  ERISA  sec  505 

CFR  Citation:  29  CFR  2509.95-1 

Legal  Deadline:  Final,  Statutory, 

August  18,  2007. 

Abstract:  This  rulemaking  implements 
the  directive  in  section  625  of  the 
Pension  Protection  Act  of  2006,  which 
requires  the  Secretary  of  Labor  to  issue, 
not  later  than  one  year  after  the  date 
of  enactment,  final  regulations 
clarifying  that  the  selection  of  an 
annuity  contract  as  an  optional  form  of 
distribution  from  an  individual  account 
plan  is  not  subject  to  the  safest 
available  annuity  requirement  under 
Interpretive  Bulletin  95-1  and  is  subject 
to  all  otherwise  applicable  fiduciary 
standards. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Janet  Walters,  Senior 
Advisor,  Department  of  Labor, 
Employee  Benefits  Security 
Administration,  20  Constitution 
Avenue  NW.,  FP  Building,  Room 
N5669,  Washington,  DC  20210 
Phone:  202  693-8500 
Fax:  202  219-7291 

Related  RIN:  Related  to  1210-AB19 
RIN:  1210-AB22 


Department  of  Labor  (DOL)  Long-Term  Actions 

Employee  Benefits  Security  Administration  (EBSA) 


1803.  ADEQUATE  CONSIDERATION 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 


Legal  Authority:  29  USC  1002(18);  29 
USC  1135 

CFR  Citation:  29  CFR  2510 
Legal  Deadline:  None 


Abstract:  The  regulation  would  set 
forth  standards  for  determining 
“adequate  consideration"  under  section 
3(18)  of  ERISA  for  assets  other  than 
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securities  for  which  there  is  a  generally 
recognized  market. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/17/88  53  FR  17632 

NPRM  Comment  07/17/88 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 

Agency  Contact:  Morton  Kievan, 
Department  of  Labor,  Employee 
Benefits  Security  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Washington,  DC  20210 
Phone:  202  693-8500 

RIN:  1210-AA15 


1804.  INDEPENDENCE  OF 
ACCOUNTANT 

Priority:  Other  Significant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1023(a)(3)(A): 
29  USC  1135 

CFR  Citation:  29  CFR  2509 
Legal  Deadline:  None 
Abstract:  EBSA  is  conducting  a  review 
of  the  guidelines  applicable  to 
determining  when  a  qualified  public 
accountant  is  independent  for  purposes 
of  auditing  and  rendering  an  opinion 
on  the  financial  information  required  to 
be  included  in  the  annual  report  of  an 
employee  benefit  plan  for  purposes  of 
section  103(a)(3)(A)  of  ERISA.  The 
current  guidelines,  set  forth  as  an 
Interpretive  Bulletin  at  29  CFR  2509.75- 


9,  were  adopted  in  1975.  Given  the 
changes  that  have  taken  place  with 
respect  to  employee  benefit  plans  and 
auditing  practices  and  standards,  as 
well  as  changes  in  the  industry,  since 
the  issuance  of  those  guidelines,  EBSA 
is  preparing  a  Request  for  Information 
that  will  invite  interested  persons  to 
submit  written  comments  and 
suggestions  concerning  whether  and  to 
what  extent  the  current  guidelines 
should  be  modified. 

Timetable: 

Action  Date  FR  Cite 

Request  For  09/11/06  71  FR  53348 

Information 

Request  For  12/11/06 

Information- 
Comment  Period 
End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  John  J.  Canary, 

Deputy  Director,  Office  of  Regulations 
and  Interpretations,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-8500 
RIN:  1210-AB09 


1805.  PLAN  ASSETS-PARTICIPANT 
CONTRIBUTIONS  REGULATION 
(SECTION  610  REVIEW) 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 


Legal  Authority:  29  USC  1135 

CFR  Citation:  29  CFR  2510.3-102 

Legal  Deadline:  None 

Abstract:  EBSA  is  conducting  a  review 
of  the  plan  assets  -  participant 
contributions  regulation  in  accordance 
with  the  requirements  of  section  610 
of  the  Regulatory  Flexibility  Act.  The 
review  will  cover  the  continued  need 
for  the  rule;  the  nature  of  complaints 
or  comments  received  from  the  public 
concerning  the  rule;  the  complexity  of 
the  rule;  the  extent  to  which  the  rule 
overlaps,  duplicates,  or  conflicts  with 
other  Federal  rules  and,  to  the  extent 
feasible,  with  State  and  local  rules;  and 
the  extent  to  which  technology, 
econom'ic  conditions,  or  other  factors 
have  changed  in  industries  affected  by 
the  rule. 

Timetable: 

Action  Date  FR  Cite 

Begin  Review  03/01/06 

End  Review  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Federalism:  Undetermined 

Agency  Contact:  Melissa  R.  Spurgeon, 
Pension  Law  Specialist,  Department  of 
Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-8500 
RIN:  1210-ABll 


Department  of  Labor  (DOL)  Completed  Actions 

Employee  Benefits  Security  Administration  (EBSA) 


1806.  PROHIBITING  DISCRIMINATION 
AGAINST  PARTICIPANTS  AND 
BENEFICIARIES  BASED  ON  HEALTH 
STATUS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  1027;  29  USC 
1059;  29  USC  1135;  29  USC  1182;  29 
USC  ll91c;  29  USC  1194 

CFR  Citation:  29  CFR  2590.702 

Legal  Deadline:  None 

Abstract:  The  Health  Insurance 
Portability  and  Accountability  Act  of 
1996  (HIPAA)  amended  title  I  of 
ERISA,  the  Internal  Revenue  Code,  and 


the  Public  Health  Service  Act  with 
parallel  provisions  to  prohibit 
discrimination  by  a  group  health  plan 
or  a  health  insurance  issuer  based  on 
any  health  status-related  factor.  The 
Departments  of  Labor,  the  Treasury, 
and  Health  and  Human  Services  are 
mutually  dependent  due  to  shared 
interpretive  jurisdiction  and  are 
proceeding  concurrently  to  provide 
hnal  regulatory  guidance  regarding 
these  provisions. 

Statement  of  Need:  Part  7  of  ERISA 
provides  that  group  health  plans  and 
health  insurance  issuers  may  not 


establish  rules  for  eligibility  (including 
continued  eligibility)  of  any  individual 
to  enroll  under  the  terms  of  the  plan 
based  on  any  health  status-related 
factor.  Plan  sponsors,  administrators, 
and  participants  need  additional 
guidance  from  the  Department  with 
regard  to  how  they  can  fulfill  their 
respective  obligations  under  these 
statutory  provisions. 

Summary  of  Legal  Basis:  Section  702 
of  ERISA  specifies  the  respective 
nondiscrimination  requirements  for 
group  health  plans  arid  health 
insurance  issuers.  Section  734  of  ERISA 
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provides  that  the  Secretary  may 
promulgate  such  regulations  as  may  be 
necessary  or  appropriate  to  carry  out 
the  provisions  of  part  7  ERISA.  In 
addition’,  section  505  of  ERISA 
authorizes  the  Secretary  to  issue 
regulations  clarifying  the  provisions  of 
title  I  of  ERISA. 

Risks:  Failure  to  provide  guidance 
concerning  part  7  of  ERISA  may 
impede  compliance  with  the  law. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final  Rule 

04/08/97 

62  FR  16894 

Interim  Final  Rule 
Comment  Period 
End 

07/07/97 

NPRM 

01/08/01 

66  FR  1421 

NPRM  Comment 
Period  End 

04/09/01 

Second  Interim  Final 
Rule 

01/08/01 

66  FR  1378 

Interim  Final  Rule 
Comment  Period 
End 

04/09/01 

Final  Rule 

12/13/06 

71  FR  75014 

Final  Action  Effective 

02/12/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  This  item  has 
been  split  off  from  RIN  1210-AA54. 

Agency  Contact:  Amy  Turner,  Senior 
Pension  Law  Specialist,  Department  of 


Labor,  Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Washington, 
DC  20210 

Phone:  202  693-8335 
RIN:  1210-AA77 


1807.  •  PROHIBITED  TRANSACTION 
EXEMPTION  FOR  PROVISION  OF 
INVESTMENT  ADVICE  TO  INDIVIDUAL 
RETIREMENT  AND  SIMILAR  PLANS 
Priority:  Info./Admin./Other 
Legal  Authority:  26  USC  4975(d)(i7): 

PL  109-280,  sec  601(b)(3)(A)  Pension 
Protection  Act  of  2006 

CFR  Citation:  26  CFR  54 

Legal  Deadline:  Other,  Statutory, 
December  31,  2007,  A  required  report. 
The  Department  of  Labor  is  required  to 
report  the  results  of  its  findings  with 
respect  to  the  information  requested  in 
this  action  to  the  Committee  on  Ways 
and  Means  and  the  Committee  on 
Education  and  the  Workforce  of  the 
House  of  Representatives  and  the 
Committee  on  Finance  and  the 
Committee  on  Health,  Education,  Labor, 
and  Pensions  of  the  Senate  no  later 
than  December  31,  2007. 

Abstract:  The  purpose  of  this 
document  is  to  solicit  information  from 
the  public  concerning  the  feasibility  of 
the  application  of  computer  model 
investment  advice  programs  for 


Individual  Retirement  Accounts  and 
similar  types  of  plans.  The  Department 
has  completed  its  solicitation  of 
information  and  will  report  its  findings 
to  Congress  no  later  than  December  31, 
2007. 

.  Timetable: 

Action  Date  FR  Cite 

RFI  12/04/06  71  FR  70427 

No  Reguiatory  Action  1 2/04/06 
Requited 

RFi  Comment  Period  01/30/07 
End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Allison 
Padams-Lavigne,  Department  of  Labor, 
Employee  Benefits  Security 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building  Room 
N5700,  Washington,  DC  20210 
Phone:  202  693-8540 
Fax:  202  219-0204 

Chris  Motta,  Pension  Law  Specialist, 
Department  of  Labor,  Employee 
Benefits  Security  Administration,  200 
Constitution  Avenue  NW.,  FP  Building 
Room  N5700,  Washington,  DC  20210 
Phone:  202  693-8540 
Fax:  202  219-0204 

RIN:  1210-AB12 


Department  of  Labor  (DOL)  Proposed  Rule  Stage 

Mine  Safety  and  Health  Administration  (MSHA) 


1808.  FIRE  EXTINGUISHERS  IN 
UNDERGROUND  COAL  MINES 

Priority:  Other  Significant 

Legal  Authority:  30  USC  811 
CFR  Citation:  30  CFR  75.1100-2 
Legal  Deadline:  None 

Abstract:  The  fire  protection 
requirement  in  30  CFR  75.1100-2(a)(2) 
requires  rock  dust  and  water  at  the 
underground  workings  at  anthracite 
coal  mines,  and  30  CFR  75.1100-2(e)(2) 
requires  a  fire  extinguisher  and  rock 
dust  at  temporary  electrical 
installations.  MSHA  has  granted  101(c) 
petitions  for  modification  allowing 
operators  to  use  only  fire  extinguishers 
in  lieu  of  rock  dust  and  other 
requirements  at  these  two  locations. 
This  direct  final  rule,  also  issued  as  a 
proposed  rule,  would  eliminate  the 


need  to  file  petitions  to  use  this 
alternative  method  of  compliance 
without  reducing  protection  for  miners. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Direct  Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 
Director,  Office  of  Standards, 
Regulations,  and  Variances,  Department 


of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB40 


1809.  SEALING  OF  ABANDONED 
AREAS 

Priority:  Other  Significant 
Legal  Authority:  30  USC  811 
CFR  Citation:  30  CFR  75.335 

Legal  Deadline:  Final,  Statutory, 
December  15,  2007. 

Abstract:  On  June  15,  2006,  the  Mine 
Improvement  and  New  Emergency 
Response  Act  (MINER  Act)  of  2006, 
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Public  Law  109-236,  became  effective. 
Section  10  of  the  MINER  Act  requires 
the  Secretary  of  Labor  to  finalize 
mandatory  health  and  safety  standards 
relating  to  the  sealing  of  abandoned 
areas  in  underground  coal  mines,  no 
later  than  18  months  after  enactment. 
Such  health  and  safety  standards  shall 
provide  for  an  increase  in  the  existing 
20  pounds  per  square  inch  (psi) 
standard  currently  set  forth  in  30  CFR 
75.335(a)(2). 

Statement  of  Need:  Section  lO  of  the 
MINER  Act  requires  the  Secretary  of 
Labor  to  finalize  mandatory  standards 
relating  to  the  sealing  of  abandoned 
areas  in  underground  coal  mines  no 
later  than  December  15,  2007,  and  that 
provide  for  an  increase  in  the  20  psi 
standard  currently  in  effect.  Adequate 
seals  are  crucial  to  containing 
explosions  and  preventing  the 
migration  of  potentially  explosive 
methane-air  mixtures  from  worked  out 
areas  to  the  working  areas  of  an 
underground  coal  mine.  In  addition  to 
the  requirement  in  the  MINER  Act, 
MSHA’s  evaluation  of  alternative  seals 
in  underground  coal  mines  has  led  the 
Agency  to  determine  that  revisions  to 
existing  standards  for  alternative  seals 
are  necessary. 

Summary  of  Legal  Basis:  Promulgation 
of  this  regulation  is  authorized  by  the 
Federal  Mine  Safety  and  Health  Act  of 
1977  and  the  MINER  Act  of  2006. 
Alternatives:  As  required  by  the 
MINER  Act.  MSHA  must  publish  a 
regulation  that  increases  the  20  psi 
standard.  The  Mine  Safety  and  Health 
Administration  is  reviewing  the 
information  from  recent  accidents  in 
underground  coal  mines  and  the  draft 
report  from  the  National  Institute  for 
Occupational  Safety  and  Health  to 
determine  an  appropriate  and 
protective  regulatory  course  of  action. 
The  Agency  is  also  conducting  test 
explosions  in  experimental  mines  to 
determine  the  relationships  between 
seal  design  and  construction  and  the 
ability  to  withstand  explosive  forces. 
This  information  will  assist  the  Agency 
in  developing  new  standards  consistent 
with  the  requirements  of  the  MINER 
Act. 

Anticipated  Cost  and  Benefits:  MSHA 
will  develop  a  preliminary  regulatory 
economic  analysis  to  accompany  the 
proposed  rule. 

Risks:  Properly  constructed  seals 
contain  explosions  and  prevent  the 
migration  of  potentially  explosive 


methane-air  mixtures  from  worked  out 
areas  to  the  working  areas  of  an 
underground  coal  mine.  Recent  mining 
accidents  and  MSHA  data  show  that 
there  are  problems  with  the 
construction  and  use  of  alternative 
methods  and  materials  to  create  seals. 
The  exact  scope  of  the  problem  is 
unknown  at  this  time.  However,  the 
reliability  of  seals  in  underground  coal 
mines  is  in  question  because  of  their 
potential  to  endanger  miners  who  work 
in  sealed  areas. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.reguIations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB52 


1810.  MINE  RESCUE  TEAMS 
Priority:  Other  Significant 

Legal  Authority:  30  USC  957;  30  USC 
811;  30  USC  825 

CFR  Citation:  30  CFR  49 

Legal  Deadline:  Final,  Statutory, 
December  15,  2007. 

Abstract:  On  June  15,  2006,  Public  Law 
109-236  or  the  Mine  Improvement  and 
New  Emergency  Response  Act  (MINER 
Act)  of  2006  became  effective.  This 
rulemaking  will  implement  section  4  of 
the  MINER  Act  by  amending  existing 
standards  and  developing  new 
standards  to  provide  for  certification 
composition,  and  training  requirements 
for  mine  rescue  teams  in  underground 
coal  mines.  Currently,  requirements  for 
mine  rescue  teams  are  set  forth  in  30 
CFR  part  49. 


Statement  of  Need:  Section  4  of  the 
MINER  Act  requires  the  Secretary  of 
Labor  to  finalize  mandatory  health  and 
safety  standards  relating  to  mine  rescue 
teams  in  underground  coal  mines  no 
later  than  December  15,  2007.  Current 
stcmdards  require  properly  trained  mine 
^rescue  teams  to  be  immediately 
available  during  mine  emergencies.  The 
MINER  Act  requires  team  members  to 
have  underground  coal  mining 
experience  and  requires  teams  to 
participate  in  mine  rescue  contests.  The 
MINER  Act  also  provides  for  multi¬ 
employer  teams.  State-sponsored  teams, 
and  contract  teams  to  ensure  the 
availability  of  qualified  mine  rescue 
teams. 

Summaiy  of  Legal  Basis:  Promulgation 
of  this  regulation  is  authorized  by  the 
Federal  Mine  Safety  and  Health  Act  of 
1977  and  the  MINER  Act  of  2006. 

Alternatives:  As  required  by  the 
MINER  Act,  MSHA  must  publish  a 
regulation  on  mine  rescue  teams. 

Anticipated  Cost  and  Benefits:  MSHA 
will  develop  a  preliminary  regulatory 
economic  analysis  to  accompany  the 
proposed  rule. 

Risks:  Mine  explosions  at  the  Sago 
Mine  and  Darby  No.  1  Mine  and  a  mine 
fire  at  the  Alma  Mine  in  2006  resulted 
in  the  deaths  of  19  underground  coal 
miners.  Explosions,  fires,  and  the 
migration  of  potentially  explosive 
methane-air  mixtures  from  worked-out 
areas  to  the  working  areas  of  an 
underground  coal  mine  endanger  all 
miners  who  work  in  the  mine, 
including  potential  rescuers. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  State 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 
Director,  Office  of  Standards, 
Regulations,  and  Variances,  Department 
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of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB53 


1811.  DIESEL  PARTICULATE  MATTER: 
CONVERSION  FACTOR  FROM  TOTAL 
CARBON  TO  ELEMENTAL  CARBON 

Priority:  Other  Significant 

Legal  Authority:  30  USC  811;  30  USC 
813 

CFR  Citation:  30  CFR  57 
Legal  Deadline:  None 

Abstract:  On  May,  18,  2006,  MSHA 
promulgated  its  final  rule  on  Diesel 
Particulate  Matter  (DPM)  Exposure  of 
Underground  Metal  and  Nonmetal 
Miners  (71  FR  28924),  phasing  in  the 
final  diesel  particulate  matter  (DPM) 
exposure  limit  over  a  2-year  period, 
with  the  final  limit  of  160  TC  p/m3 
to  become  effective  on  May  20,  2008. 
The  DPM  exposure  limit  is  expressed 
in  terms  of  a  “TC”  or  “total  carbon” 
limit.  MSHA  is  initiating  a  new 
rulemaking  to  establish  the  most 
appropriate  measure  for  determining 
compliance  with  the  final  DPM 
exposure  limit.  Using  the  latest 
available  evidence,  MSHA  will  be 
examining  the  most  appropriate 
conversion  factor  for  a  comparable 
elemental  carbon  (EC)  limit.  An  EC 
measurement  ensures  that  a  TC 


exposure  limit  is  valid  and  not  the 
result  of  environmental  interferences. 

Statement  of  Need:  The  May  18,  2006 
final  rule  at  30  CFR  57.5060(b)(3) 
requires  mine  operators  to  ensure  that 
the  miners’  personal  exposures  to 
diesel  particulate  matter  (DPM)  in  an 
underground  mine  do  not  exceed  an 
airborne  concentration  of  160 
micrograms  of  total  carbon  per  cubic 
meter  (TC  p./m3)  of  air  during  an 
average  8-hour  equivalent  full  shift, 
effective  May  20,  2008.  This 
rulemaking  proposes  the  EC  conversion 
factor  for  the  160  TC  n/m3  limit,  which 
would  allow  mine  operators  to 
implement  the  requirements  of  the  May 
18,  2006  final  rule. 

Summary  of  Legal  Basis:  Promulgation 
of  this  regulation  is  authorized  by 
section  101  of  the  Federal  Mine  Safety 
and  Health  Act  of  1977. 

Alternatives:  This  rulemaking  would 
amend  and  improve  health  protection 
from  that  afforded  by  the  existing 
standard. 

Anticipated  Cost  and  Benefits:  MSHA 
will  prepare  estimates  of  the 
anticipated  costs  and  benefits 
associated  with  the  selected  conversion 
factor. 

Risks:  A  number  of  epidemiological 
studies  have  found  that  exposure  to 
diesel  exhaust  presents  potential  health 
risks  to  miners.  These  potential  adverse 
health  effects  range  from  headaches  and 
nausea  to  respiratory  disease  and 
cancer.  In  the  confined  space  of  the 
underground  mining  environment. 


occupational  exposure  to  diesel  exhaust 
may  present  a  greater  hazard  due  to 
ventilation  limitations  and  the  presence 
of  other  airborne  contaminants,  such  as 
toxic  mine  dusts  or  mine  gases.  MSHA 
believes  that  the  health  evidence  forms 
a  reasonable  basis  for  reducing  miners’ 
exposure  to  diesel  particulate  matter. 
Proceeding  with  a  separate  rulemaking 
to  determine  the  correct  TC  to  EC 
conversion  factor  for  the  phased-in 
final  limits  will  more  effectively  reduce 
miners’  exposures  to  DPM. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Final  Action  05/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB55 


Department  of  Labor  (DOL)  Final  Rule  Stage 

Mine  Safety  and  Health  Administration  (MSHA) 


1812.  HIGH-VOLTAGE  CONTINUOUS 
MINING  MACHINE  STANDARD  FOR 
UNDERGROUND  COAL  MINES 

Priority:  Other  Significant 

Legal  Authority:  30  USC  811;  30  USC 
957;  30  USC  961 

CFR  Citation:  30  CFR  18;  30  CFR  75 
Legal  Deadline:  None 
Abstract:  Our  )uly  16,  2004,  NPRM  (69 
FR  42812)  proposed  to  establish  design 
requirements  for  approval  of  high- 
voltage  continuous  mining  machines 
operating  where  miners  work  in 
underground  coal  mines.  The  rule  also 
proposed  to  establish  new  mandatory 
electrical  safety  standards  for  the 


installation,  use,  and  maintenance  of 
the  high-voltage  continuous  mining 
machines.  MSHA  published  a 
supplemental  NPRM  on  March  28,  2006 
(71  FR  15359). 

This  supplemental  NPRM  proposed  and 
requested  comments  on  two  issues  that 
arose  from  oral  and  written  comments 
that  MSHA  received  during  the  hearing 
and  post-hearing  comment  period  on 
the  NPRM. 

These  issues  involved:  (1)  Types  of 
trailing  cables  that  can  be  used  with 
high-voltage  continuous  mining 
machines;  and  (2)  a  requirement  to  use 
high-voltage  insulating  gloves  or  other 
personal  protective  equipment  when 


handling  energized  high-voltage  trailing 
cables. 

MSHA  regularly  receives  petitions  for 
modifications  from  coal  mine  operators 
seeking  permission  to  use  high-voltage 
continuous  mining  machines.  MSHA 
believes  that,  with  appropriate 
safeguards,  such  machines  are  safe  for 
use  and  are  routinely  granted  in  these 
petitions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/16/04  69  FR  42812 

NPRM  Comment  08/23/04  69  FR  51 784 

•  Period  End 

Second  NPRM  03/28/06  71  FR  15359 
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Action  Date  FR  Cite 

Second  NPRM  .  05/30/06 
Comment  Period 
End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 
Director,  Office  of  Standards, 
Regulations,  and  Variances,  Department 


of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB34 


Department  of  Labor  (DOL)  Long-Term  Actions 

Mine  Safety  and  Health  Administration  (MSHA) 


1813.  VERIFICATION  OF 
UNDERGROUND  COAL  MINE 
OPERATORS’  DUST  CONTROL  PLANS 
AND  COMPLIANCE  SAMPLING  FOR 
RESPIRABLE  DUST 

Priority:  Other  Significant 

Legal  Authority:  30  USC  811;  30  USC 
813;  30  USC  961;  30  USC  957 

CFR  Citation:  30  CFR  70;  30  CFR  75; 

30  CFR  90 

Legal  Deadline:  None 

Abstract:  MSHA’s  current  stcmdards 
require  that  all  underground  coal  mine 
operators  develop  and  follow  a  mine 
ventilation  plan  for  each  mechanized 
mining  unit  that  we  approve.  However, 
we  do  not  have  a  requirement  that 
provides  for  verification  of  each  plan’s 
effectiveness  under  typical  mining 
conditions.  Consequently,  plans  may  be 
implemented  by  mine  operators  that 
could  be  inadequate  to  control 
respirable  dust. 

In  response  to  comments  received  on 
the  July  2000  proposed  rule  for  MSHA 
to  withdraw  the  rule,  MSHA  published 
a  new  proposed  rule  on  March  6,  2003. 
The  proposed  rule  would  have  required 
mine  operators  to  verify,  through 
sampling,  the  effectiveness  of  Ae  dust 
control  parameters  for  each  mechanized 
mining  unit  specified  in  the  approved 
mine  ventilation  plan. 

The  use  of  approved  powered  air- 
purifying  respirators  and/or  verifiable 
administrative  controls  would  have 
been  allowed  as  a  supplemental  means 
of  compliance  when  MSHA  had 
determined  that  all  feasible  engineering 
or  environmental  controls  were 
exhausted. 

Public  hearings  were  held  in  May  2003, 
and  the  comment  period,  originally 
scheduled  to  close  on  June  4,  2003,  was 
extended  until  July  3,  2003.  On  June 
24,  2003,  MSHA  announced  that  all 


work  on  the  final  rule  would  cease  and 
the  rulemaking  record  would  remain 
open  in  order  to  obtain  information 
concerning  Continuous  Personal  Dust 
Monitors  being  tested  by  NIOSH.  A 
Federal  Register  notice  was  published 
on  July  3,  2003,  extending  the  comment 
period  indefinitely.  NIOSH  issued  a 
report  on  the  personal  dust  monitor  in 
September  2006.  MSHA  will  determine 
the  next  course  of  action  after  a  review 
of  all  data  and  test  results. 

Timetable: 


Action  Date  FR  Cite 


NPRM  07/07/00  65  FR  421 22 

Notice  of  Hearings:  07/07/00  65  FR  421 86 
Close  of  Record 

Close  of  Record  08/11/00 

Extension  of  Comment  08/1 1/00  65  FR  4921 5 
Period:  Close  of 
Record 


NPRM  03/06/03  68  FR  10784 

Notice  of  Public  03/17/03  68  FR  12641 

Hearing;  Close  of 
Record 

Extension  of  Comment  05/29/03  68  FR  32005 
Period 


NPRM  Comment  06/04/03 
Period  End 


Extension  of  Comment  07/03/03  68  FR  39881 
Period 

NPRM  To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  This 
rulemaking  is  related  to  RIN  1219-AB18 
(Determination  of  Concentration  of 
Respirable  Coal  Mine  Dust)  and  RIN 
1219-AB48  (Continuous  Personal  Dust 
Monitors). 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 


Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

Related  RIN:  Related  to  1219-AB18, 
Related  to  1219-AB48 

RIN:  1219-AB14 


1814.  DETERMINATION  OF 
CONCENTRATION  OF  RESPIRABLE 
COAL  MINE  DUST 

Priority:  Other  Significant 
Legal  Authority:  30  USC  811 
CFR  Citation:  30  CFR  72 
Legai  Deadline:  None 
Abstract:  The  National  Institute  for 
Occupational  Safety  and  Health 
(NIOSH)  and  the  Mine  Safety  and 
Health  Administration  (MSHA)  jointly 
proposed  that  a  single,  full-shift 
measurement  (single  sample)  would 
accurately  represent  the  atmospheric 
condition  to  which  a  miner  is  exposed. 
The  proposed  rule  addresses  the  U.S. 
Court  of  Appeals’  concerns  raised  in 
National  Mining  Association  v. 
Secretary  of  Labor,  153  F.3d  1264  (11th 
Cir.  1998).  MSHA  and  NIOSH  reopened 
the  rulemaking  record  on  March  6, 
2003,  to  obtain  comments  on 
documents  added  to  the  rulemaking 
record  since  the  proposed  rule  was 
published  July  7,  2000.  MSHA  held 
hearings  in  May  2003  and  the  comment 
period,  originally  scheduled  to  close  on 
June  4,  2003,  was  extended  until  July 
3,  2003.  However,  on  June  24,  2003, 
MSHA  announced  that  all  work  on  the 
final  rule  would  cease.  On  August  12, 
2003,  the  Agencies  reopened  the 
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rulemaking  record  and  extended  the 
comment  period  indefinitely.  MSHA 
collaborated  with  NIOSH,  miners’ 
representatives,  industry  and  the 
manufacturer  to  test  the  production 
prototype  Continuous  Personal  Dust 
Monitor  (CPDM)  unit.  NIOSH  issued  a 
report  on  the  CPDM  in  September  2006. 
MSHA  will  determine  the  next  course 
of  action  after  a  review  of  all  data  and 
test  results. 

Timetable: 


Action 


Date  FR  Cite 


NPRM  07/07/00  65  FR  42068 

Notice  of  Hearings;  07/07/00  65  FR  421 85 
Close  of  Record 

Extension  of  Comment  08/1 1/00  65  FR  49215 
Period 

Reopen  Record  for  03/06/03  68  FR  10940 
Comments 

Notice  of  Public  03/17/03  68  FR  12641 

Hearings;  Close  of 
Record 

Extension  of  Comment 
Period 

Reopen  Record 
Comment  Period 
End 

Extension  of  Comment 
Period;  Reopening 
of  Record 

Reopening  of  Record;  04/01/03  68  FR  1 5691 
Correction 

NPRM  To  Be  Determined 


05/29/03  68  FR  32005 
06/04/03 

08/12/03  68  FR  47886 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 

Additional  Information:  This 
rulemaking  is  related  to  RIN  1219-AB14 
(Verification  of  Underground  Coal  Mine 
Operators’  Dust  Control  Plans  and 
Compliance  Sampling  for  Respirable 
Dust)  and  RIN  1219-AB48  (Continuous 
Personal  Dust  Monitor). 

URL  For  More  Information: 

www.msha.gove/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

Related  RIN:  Related  to  1219-AB14, 
Related  to  1219-AB48 

RIN:  1219-AB18 


1815.  ASBESTOS  EXPOSURE  LIMIT 
Priority:  Other  Significant 

Legal  AutKority:  30  USC  811;  30  USC 
813 

CFR  Citation:  30  CFR  56;  30  CFR  57; 

30  CFR  71 

Legal  Deadline:  None 

Abstract:  MSHA’s  permissible 
exposure  limit  (PEL)  for  asbestos 
applies  to  surface  (30  CFR  part  56)  and 
underground  (30  CFR  part  57)  metal 
and  nonmetal  mines  and  to  surface  coal 
mines  and  surface  areas  of  underground 
coal  mines  (30  CFR  part  71).  The  Office 
of  the  Inspector  General  (OIG) 
recommended  in  a  report  that  MSHA 
lower  its  PEL  for  asbestos  to  a  more 
protective  level,  and  address  take-home 
contamination  fi’om  asbestos.  It  also 
recommended  that  MSHA  use 
Transmission  Electron  Microscopy  to 
analyze  fiber  samples  that  may  contain 
asbestos.  MSHA  proposed  a  rule  to 
lower  the  asbestos  PEL,  which  would 
reduce  asbestos-induced  occupational 
disease. 

Statement  of  Need:  Current  scientific 
data  indicate  that  the  existing  asbestos 
PEL  is  not  sufficiently  protective  of 
miners’  health.  MSHA’s  asbestos 
regulations  date  to  1967  and  are  based 
on  the  Bureau  of  Mines  (MSHA’s 
predecessor)  standard  of  5  million 
particles  per  cubic  foot  of  air  (mppcf). 
Other  Federal  agencies  have  addressed 
this  issue  by  lowering  their  asbestos 
PEL.  For  example,  the  Occupational 
Safety  and  Health  Administration, 
working  in  conjunction  with  the 
Environmental  Protection  Agency, 
enacted  a  revised  asbestos  standard  in 
1994  that  lowered  the  permissible 
exposure  limit  to  an  8-hour  time- 
weighted  average  of  0.1  fiber  per  cubic 
centimeter  (f/cc)  of  air  and  the 
excursion  limit  to  1.0  f/cc  of  air  as 
averaged  over  a  30  minute  sampling 
period.  These  lower  limits  reflect  new 
information  and  studies  that  compare 
asbestos-related  disease  risk  to  the 
number  of  asbestos-exposed  workers. 

Summary  of  Legal  Basis:  Promulgation 
of  this  regulation  is  authorized  by 
section  101  of  the  Federal  Mine  Safety 
and  Health  Act  of  1977. 

Alternatives:  The  Agency  increased 
sampling  efforts  in  an  attempt  to 
determine  miners’  exposure  levels  to 
asbestos.  In  early  2000,  MSHA  began 
^an  extensive  sampling  effort  at 
operations  with  potential  asbestos 


exposure  including  taking  samples  at 
all  existing  vermiculite,  taconite,  talc, 
and  other  mines  to  determine  the  level 
of  asbestos  present.  While  sampling, 
MSHA  staff  also  discussed  various 
potential  hazards  of  asbestos  with 
miners  and  mine  operators  and  the 
types  of  preventive  measures  that  could 
be  implemented  to  reduce  exposures. 

The  final  rule  will  be  based,  on 
comments  and  testimony  to  the 
proposed  rule,  as  well  as  MSHA 
sampling  and  inspection  experience. 

Anticipated  Cost  and  Benefits:  The 

anticipated  costs  of  the  proposed  rule 
to  the  mining  industry  would  be 
approximately  $136,000  annually.  Of 
this  total  amount,  the  cost  to  the  metal 
and  nonmetal  mining  sector  would  be 
$91,500,  and  the  cost  to  the  coal 
mining  sector  would  be  $44,600. 

MSHA  estimates  that  between  1  and  19 
deaths  could  be  prevented  over  the 
next  65  years,  which  represents 
approximately  9  to  84  percent  of  all 
occupationally  related  deaths  caused  by 
asbestos  exposure.  Under  the  proposed 
exposure  limit,  approximately  1  out  of 
every  1,000  miners  will  avoid  the  risk 
of  death  from  asbestosis,  lung  cancer, 
mesothelioma,  or  other  forms  of  cancer 
attributed  to  asbestos  exposure. 

Risks:  Miners  could  be  exposed  to  the 
hazards  of  asbestos  at  mine  operations 
where  ore  body  contains  asbestos.  In 
addition,  miners  could  be  exposed  to 
asbestos  at  facilities  that  install  material 
containing  asbestos.  Overexposure  to 
asbestos  causes  asbestosis,  lung  cancer, 
mesothelioma,  and  other  forms  of 
cancer. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

03/29/02 

67  FR  15134 

Notice  of  Change  to 

04/18/02 

67  FR  19140 

Public  Meetings 

ANPRM  Comment 

06/27/02 

Period  End 

NPRM 

07/29/05 

70  FR  42950 

NPRM  Comment 

11/21/05 

70  FR  43950 

Period  End 

Public  Hearing 

Final  Actioh 

10/18/05 

06/00/08 

70  FR  43950 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  The  Office  of 
the  Inspector  General  issued  a  report 
entitled,  “Evaluation  of  MSHA’s 
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Handling  of  Inspections  at  the  W.R. 
Grace  &  Company  Mine  in  Libby, 
Montana,”  in  March  2001. 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB24 


1816.  RESPIRABLE  CRYSTALLINE 
SILICA  STANDARD 

Priority:  Other  SigniHcant 

Legal  Authority:  30  USC  811;  30  USC 
813 

CFR  Citation:  30  CFR  56  to  57;  30  CFR 
70  to  72;  30  CFR  90 

Legal  Deadline:  None 

Abstract:  Current  standards  limit 
exposures  to  quartz  (crystalline  silica) 
in  respirable  dust.  The  coal  mining 
industry  standard  is  based  on  the 
formula  10mg/m3  divided  by  the 
percentage  of  quartz  where  the  quartz 
percent  is  greater  than  5.0  percent 
calculated  as  an  MRE  equivalent 
concentration.  The  metal  and  nonmetal 
mining  industry  standard  is  based  on 
the  1973  American  Conference  of 
Governmental  Industrial  Hygieni.sts 
(ACGIH)  Threshold  Limit  Values 
formula:  10  mg/m3  divided  by  the 
percentage  of  quartz  plus  2. 
Overexposure  to  crystalline  silica  can 
result  in  some  miners  developing  . 
silicosis,  which  ultimately  may  be  fatal. 
Both  formulas  are  designed  to  limit 
exposures  to  0.1  mg/m3  (lOOmg)  of 
silica.  The  Secretary  of  Labor’s 
Advisory  Committee  on  the  Elimination 
of  Pneumoconiosis  Among  Coal  Mine 
Workers  made  several 
recommendations  related  to  reducing 
exposure  to  silica.  NIOSH  and  ACGIH 
recommend  a  50  mg/m3  exposure  limit 
for  respirable  crystalline  silica.  MSHA 
is  considering  several  options  to  reduce 
miners’  exposure  to  crystalline  silica. 


Timetable: 

Action  Date  FR  Cite 

Request  for  To  Be  Determined 

Information 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB36 


1817.  REVISING  ELECTRICAL 
PRODUCT  APPROVAL  REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  30  USC  957 

CFR  Citation:  30  CFR  7;  30  CFR  17 
to  18;  30  CFR  22  to  23;  30  CFR  27 

Legal  Deadline:  None 

Abstract:  30  CFR  part  18  (Electric 
Motor-Driven  Mine  Equipment  and 
Accessories),  describes  the  approval 
requirements  for  electrically  operated 
machines  and  accessories  intended  for 
use  in  underground  gassy  mines,  and 
for  related  matters,  such  as  approval 
procedures,  certification  of 
components,  and  acceptance  of  flame- 
resistant  hoses  and  conveyor  belts. 
Aside  from  minor  modifications,  part 
18  has  been  largely  unchanged  since 
it  was  promulgated  in  1968.  MSHA  is 
proposing  revisions  to  improve  the 
efficiency  of  the  approval  process, 
recognize  new  technology,  add  quality 
assurance  provisions,  address  existing 
policies  through  the  rulemaking 
process,  and  reorganize  portions  of  the 
approval  regulations.  MSHA  will  be 
addressing  the  requirements  in  this 
NPRM  in  phases.  The  first  phase  will 
be  Flame-Resistance  Testing  of  Mining 
Materials.  This  action  will  be  published 
first  because  the  MINER  Act  requires 
all  life  lines  to  be  flame-resistant  by 
June  14,  2009.  The  flame-resistant 


requirements  are  contained  in  30  CFR 
part  18. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments:  - 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB37 


1818.  FIELD  MODIFICATIONS  OF 
PERMISSIBLE  MOBILE 
DIESEL-POWERED  EQUIPMENT 

Priority:  Other  Significant 

Legal  Authority:  30  USC  957 
CFR  Citation:  30  CFR  36 
Legal  Deadline:  None 

Abstract:  The  implementation  of  diesel 
regulations  in  30  CFR  parts  7,  36,  57, 

72,  and  75  has  resulted  in  an  increase 
in  requests  from  owners  of  approved 
equipment,  typically  underground  mine 
operators,  to  field  modify  permissible 
diesel-powered  equipment.  Field 
modifications  allow  permissible 
equipment  to  be  modified  for  mine- 
specific  use  or  to  comply  with  new 
diesel  standards.  Therefore,  the  Mine 
Safety  and  Health  Administration  is 
proposing  to  add  field  modification 
provisions  to  30  CFR  part  36  (Approval 
Requirements  for  Permissible  Mobile 
Diesel-Powered  Transportation 
Equipment). 

This  proposed  rule  would  codify  the 
field  modification  process  for  part  36 
field  modification  acceptances,  expand 
the  field  modification  process  to  allow 
mine  operators  to  apply  for  field 
modifications,  and  continue  to  ensure 
that  field-modified  equipment  operates 
safely  in  gassy  underground  mines.  The- 
proposed  rule  would  also  implement 
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existing  policy  which  dates  from  1985, 
to  reflect  current  procedures  for 
processing  field  modifications  related 
to  mobile  diesel-powered  transportation 
equipment.  Further,  the  proposed  rule 
would  require  labeling  provisions  for 
all  new  field  modifications  accepted 
under  part  36.  These  new  provisions 
Would  enhance  miner  safety. 

Timetable: 

Action  Date  .  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB39 


1819.  USE  OF  OR  IMPAIRMENT  FROM 
ALCOHOL  AND  OTHER  DRUGS  ON 
MINE  PROPERTY 

Priority:  Other  Significant 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  MSHA  is  considering 
publishing  a  proposed  rule  to  address 
the  risks  and  hazards  to  miner  safety 
from  the  use  of  or  impairment  from 
alcohol  and  drugs  on  miiie  property. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  10/04/05  70  FR  57808 

ANPRM  Comment  11/27/05 
Period  End 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 


www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB41 


1820.  EQUIVALENCY  EVALUATION  OF 
THE  U.S.  ENVIRONMENTAL 
PROTECTION  AGENCY’S  NONROAD 
DIESEL  ENGINE  STANDARDS 

Priority:  Other  Significant 

Legal  Authority:  30  USC  957 
CFR  Citation:  30  CFR  7 
Legal  Deadline:  None 

Abstract:  MSHA  is  reviewing  the  U.S. 
Environmental  Protection  Agency’s 
(EPA)  standards  for  nonroad  diesel 
engines.  The  review  will  determine  if 
certain  EPA  requirements  in  40  CFR 
part  89  {Control  of  Emissions  From 
New  and  In-Use  Nonroad  Compression- 
Ignition  Engines),  provide  or  can  be 
modified  to  provide  at  least  the  same 
degree  of  protection  as  existing 
requirements  in  30  CFR  part  7,  subpart 
E  (Diesel  Engines  Intended  for  Use  in 
Underground  Coal  Mines).  This  review 
is  limited  to  the  testing  of  Category  B 
diesel  engines  as  defined  in  30  CFTl 
7.82  (Definitions). 

Timetable: 

Action  Date  FR  Cite 

Notice  of  Intent  to  03/28/06  71  FR  1 5358 

Review  the  U.S. 

Environmental 
Protection  Agency 
Title 

End  of  Comment  05/30/06 

Period 

Final  Action  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

WWW .  regulations  .gov 

Agency  Contact:  Patricia  W.  Silvey, 
Director  Office  of  Standards, 
Regulations,  and  Variances,  Department 
of  Labor,  Mine  Safety  and  Health 


Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB43 


1821.  CONTINUOUS  PERSONAL  DUST 
MONITORS 

Priority:  Other  Significant 

Legal  Authority:  30  USC  811 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  On  June  24,  2003,  MSHA 
announced  that  all  work  on  its  Plan 
Verification  and  Single-Sample 
Respirable  Coal  Mine  Dust  final  rules 
would  cease  and  the  rulemaking  record 
would  remain  open  in  order  to  obtain 
information  concerning  Continuous 
Personal  Dust  Monitors  (CPDMs) 
currently  being  tested  by  NIOSH.  A 
Federal  Register  notice  was  published 
on  July  3,  2003,  extending  the  comment 
periods  indefinitely.  NIOSH  issued  a 
report  on  the  CPDM  in  September  2001. 
MSHA  will  solicit  public  input  on 
potential  applications  of  this  new 
monitoring  technology  in  coal  mines. 

Statement  of  Need:  Respirable  coal 
mine  dust  levels  in  this  country  are 
significantly  lower  than  they  were  over 
two  decades  ago.  Despite  this  progress, 
there  continues  to  be  concern  about  our 
current  sampling  program  and  MSHA’s 
ability  to  accurately  measure  and 
maintain  respirable  coal  mine  dust  at 
or  below  the  applicable  standard.  The 
new  CPDM,  unlike  the  technology  that 
has  been  employed  since  1970  to 
measure  concentrations  of  respirable 
coal  mine  dust,  offers  the  capability  to 
provide  accurate  and  timely  continuous 
readings  of  the  dust  level  during  a  shift. 
Responses  to  this  Request  for 
Information  (RFI)  will  assist  the  Agency 
in  determining:  (1)  how  to  deploy  the 
CPDM  in  coal  mines  and  utilize  its  coal 
dust  monitoring  capability  to  further 
improve  miner  health  protection  from 
disabling  occupational  lung  disease; 
and  (2)  the  regulatory  and  non- 
regulatory  actions  that  would  promote 
its  use  for  exposure  monitoring  and 
control. 

Summary  of  Legal  Basis:  This  RFI  is 
authorized  by  sections  101  and  103  of 
the  Federal  Mine  Safety  and  Health  Act 
of  1977. 
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Alternatives;  This  RFI  would  explore 
options  for  amending  and  improving 
health  protection  from  that  afforded  by 
the  existing  standards. 

Anticipated  Cost  and  Benefits:  MSHA 
will  develop  a  preliminary  economic 
analysis  to  accompany  any  proposed 
rule  that  may  be  developed. 

Risks:  Respirable  coal  dust  is  one  of 
the  most  serious  occupational  hazards 
in  the  mining  industry.  Occupational 
exposure  to  excessive  levels  of 
respirable  coal  mine  dust  can  cause 
black  lung,  which  is  potentially 
disabling  and  can  cause  death.  MSHA 
is  pursuing  both  regulatory  and 


nonregulatory  actions  to  eliminate  this 
disease  through  the  control  of  coal 
mine  respirable  dust  levels  in  mines 
and  reduction  of  miners’  exposure. 

Timetable: 

Action  Date  FR  Cite 

Request  for  To  Be  Determined 

Information 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 


URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

Related  RIN:  Related  to  1219-AB14, 
Related  to'1219-ABl8 

RIN;  1219-AB48 


Department  of  Labor  (DOL)  Completed  Actions 

Mine  Safety  and  Health  Administration  (MSHA) 


1822.  EMERGENCY  MINE 
EVACUATION 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates;  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  30  USC  811;  30  USC 
813;  30  USC  825;  30  USC  876 

CFR  Citation:  30  CFR  48;  30  CFR  50; 

30  CFR  75 

Legal  Deadline:  Final,  Statutory, 
December  9,  2006. 

Abstract:  The  Mine  Safety  and  Health 
Administration  (MSHA)  published  an 
emergency  temporary  standard  on 
March  9,  2006.  Under  section  101(b)  of 
the  Federal 'Mine  Safety  and  Health  Act 
of  1977  (Mine  Act)  the  emergency 
temporary  standard  was  effective 
immediately.  MSHA,  however,  must 
publish  a  frnal  rule  no  later  than  nine 
months  after  publication  of  an 
emergency  temporary  standard  in 
accordance  with  section  101(b)  of  the 
Mine  Act.  MSHA  has  issued  a  final 
rule.  The  final  rule  incorporated 
relevant  requirements  of  the  Mine 
Improvement  and  New  Emergency 
Response  Act  (MINER  Act)  of  2006. 

The  final  rule  included  requirements 
for  immediate  accident  notification 
applicable  to  all  underground  and 
surface  mines.  The  final  rule  also 
addressed  requirements  for  self- 
contained  self-rescuer  storage  and  use; 
emergency  evacuation  and  self-rescuer 
training  and  drills;  and  the  installation 
and  maintenance  of  lifelines  that  are 


applicable  to  all  underground  coal 
mines. 

Statement  of  Need:  MSHA  issued  the 
emergency  temporary  standard,  which 
focused  on  the  evacuation  of 
underground  coal  mines  and  immediate 
accident  notification,  applicable  to  all 
underground  and  surface  mines,  to  fill 
a  critical  need  when  a  mine  emergency 
occurs.  Because  the  emergency 
temporary  standard  was  immediately 
effective,  MSHA  gained  experience 
with  the  rule.  MSHA  affirms  that  the 
requirements  implemented  under  the 
emergency  temporary  standard  provide 
all  miners  additional  critical  protection 
through  prompt  accident  reporting  and, 
in  addition,  provide  all  underground 
coal  miners  additional  critical  tools  and 
training  to  complete  a  successful  mine 
evacuation. 

Summary  of  Legal  Basis;  Promulgation 
of  this  regulation  is  authorized  by 
section  101  of  the  Federal  Mine  Safety 
and  Health  Act  of  1977  and  the  Mine 
Improvement  and  New  Emergency 
Response  Act  of  2006  (Public  Law  109- 
236). 

Alternatives:  This  final  rule  provided: 
(1)  the  safety  protections  afforded  to 
miners  by  the  existing  temporary 
standard;  and  (2)  additional  protections 
through  implementation  of  parts  of  the 
MINER  Act. 

Anticipated  Cost  and  Benefits:  The 

anticipated  costs  and  benefits  of  the 
final  rule  focus  on  miners  having  the 
tools  to  successfully  escape  a  serious 
mine  accident  that  requires  emergency 
evacuation  of  the  mine.  MSHA 


prepared  a  regulatory  economic 
analysis  for  the  final  rule. 

Risks:  Mining  continues  to  be  one  of 
the  most  hazardous  occupations  in  the 
United  States.  In  calendar  year  2004, 
there  were  634  underground  coal  mine 
operators  employing  33,490  miners  and 
3,697  contractor  workers  who  work 
underground  in  coal  mines.  In  total, 
there  were  214,450  miners  and  72,739 
contract  workers  who  work  in  the 
14,480  U.S.  mines.  In  2004,  56  miners 
died  in  mining  accidents,  over  8,000 
miners  suffered  nonfatal  injuries 
resulting  in  lost  work  days;  and  over 
3,400  miners  suffered  injuries  that 
resulted  in  no  lost  work  days.  The  final 
rule  requirements  provide  underground 
coal  miners  necessary  tools  to 
successfully  escape  a  serious  mine 
accident. 


Timetable; 

Action  Date  FR  Cite 


Emergency 
Temporary 
Standard 
Emergency 
Temporary 
Standard  Effective 
Change  of  Public 
Hearing  Dates 
Emergency  Mine 
Evacuation  Public 
Hearing 

Emergency  Mine 
Evacuation  Public 
Hearing 

Emergency  Mine 
Evacuation  Public 
Hearing 


03/09/06  71  FR  12252 

04/10/06 

03/27/06  71  FR  15028 
04/24/06 

04/26/06 

04/28/06 
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Action  Date  FR  Cite 


Emergency  Mine 
Evacuation  Public 
Hearing 

Comment  Period 
Extended 

Comment  Period  End 
Final  Action 
Final  Action  Effective 


05/09/06 


05/24/06  71  FR  29785 
06/29/06 

12/08/06  71  FR71430 
12/08/06 


Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  Businesses 


Government  Levels  Affected:  None 


Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB46 


1823.  CRITERIA  AND  PROCEDURES 
FOR  PROPOSED  ASSESSMENT  OF 
CIVIL  PENALTIES 

Priority:  Other  Significant 

Legal  Authority:  30  USC  815;  30  USC 
820;  30  USC  957 

CFR  Citation;  30  CFR  100 

Legal  Deadline:  Final,  Statutory, 
December  30,  2006. 

The  MINER  Act  established  a  deadline 
of  December  30,  2006,  for  MSHA  to 
complete  the  Civil  Penalties 
rulemaking.  MSHA  did  not  meet  that 
deadline,  but  the  agency  has  been 
applying  the  higher  MINER  Act 
penalties  since  the  date  of  enactment. 

Abstract:  MSHA  is  proposing  to  amend 
its  civil  penalty  regulations  to  increase 
penalty  amounts,  to  revise  the  process 
for  proposing  civil  penalties  and  to 
implement  requirements  of  the  Mine 
Improvement  and  New  Emergency 
Response  Act  (MINER  Act)  of  2006. 

The  key  civil  penalty  provisions  of  the 
MINER  Act  are:  minimum  penalties  of 
$2,000  for  unwarrantable  failure 
violations  and  $4,000  for  repeated 


similar  violations;  penalties  of  $5,000 
to  $60,000  for  failure  to  timely  notify 
MSHA  of  a  death,  injury,  or  entrapment 
with  a  reasonable  potential  to  cause 
death;  and  penalties  of  up  to  $220,000 
for  “flagrant”  violations. 

Statement  of  Need:  A  recent  upward 
trend  in  citations  for  violations  of 
MSHA’s  safety  and  health  regulations, 
coupled  with  several  tragic  accidents  in 
2006,  have  called  into  question  the 
effectiveness  of  the  current  civil 
penalty  regulations.  Congress 
responded  by  passing  the  MINER  Act 
to  provide  MSHA  with  statutory 
authority  to  change  the  civil  penalty 
regulations.  As  a  result  the  final  rule 
strengthens  the  existing  regulations, 
improves  miner  safety  and  health,  and 
reduces  fatalities. 

Summary  of  Legal  Basis:  This 
regulation  is  authorized  by  the  Federal 
Mine  Safety  and  Health  Act  of  1977 
and  the  MINER  Act  of  2006. 

Alternatives:  The  Agency  considered  a 
variety  of  approaches  for  calculating 
civil  penalties  and  is  publishing  the 
approach  that  it  believes  best  achieves 
the  objectives  of  the  Agency. 

Anticipated  Cost  and  Benefits:  Using 
2005  violation  and  assessment  data  as 
a  baseline,  MSHA  estimated  that  all 
violations  in  2005,  if  assessed  under 
the  final  rule,  would  result  in 
approximately  $69.3  million  in 
penalties  annually,  which  is  an 
increase  of  $44.5  million.  However, 
MSHA  projected  that  the  higher 
penalties  will  induce  operators  to 
increase  compliance  efforts,  which 
would  cost  an  estimated  $9.5  million 
and  decrease  the  number  of  violations 
by  approximately  20  percent.  The 
resulting  increase  in  penalties  is 
estimated  to  be  approximately  $22.1 
million.  In  addition,  a  new  provision 
requiring  a  written  request  for  safety 
and  health  conferences  will  have  an 
annual  cost  of  approximately  $0.1 
million.  Taking  all  of  these  effects  into 
account,  the  total  cost  of  the  rule  would 
be  $31.6  million  yearly. 

MSHA  believes  the  projected  increased 
compliance  with  health  and  safety 
regulations  would  result  in  fewer 


injuries  and  fatalities,  but  these  benefits 
have  not  been  scientifically  established. 
Accordingly,  MSHA  did  not  prepare  a 
quantitative  estimate  of  the  expected 
reduction  in  injuries  and  fatalities. 

Risks:  The  Mine  Act  imposes  civil 
penalties  as  a  means  of  ensuring 
compliance  with  the  requirements  of 
the  Act.  The  Congress  intended  that  the 
imposition  of  civil  penalties  would 
induce  mine  operators  to  be  proactive 
in  their  approach  to  mine  safety  and 
health,  and  take  necessary  action  to 
prevent  safety  and  health  hazards 
before  they  occilr.  According  to 
MSHA’s  2005  production  data,  this 
regulation  applies  to  14,666  mine 
operators  and  6,585  independent 
contractors,  as  well  as  the  261,449 
miners  and  83,267  contract  workers 
they  employ. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

09/08/06 

71  FR  53054 

NPRM  Comment 

10/23/06 

Period  End 

NPRM  Comment 

10/26/06 

71  FR  62572 

Period  Reopened 

NPRM  Comment 

11/09/06 

Period  End 

Final  Action 

03/22/07 

72  FR  13592 

Final  Action  Effective 

04/23/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.msha.gov/regsinfo.htm 

www.regulations.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Patricia  W.  Silvey, 

Director,  Office  of  Standards, 

Regulations,  and  Variances,  Department 

of  Labor,  Mine  Safety  and  Health 

Administration,  1100  Wilson 

Boulevard,  Room  2350,  Arlington,  VA 

22209-3939 

Phone:  202  693-9440 

Fax:  202  693-9441 

Email:  silvey.patricia@dol.gov 

RIN:  1219-AB51 
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Department  of  Labor  (DOL)  Prerule  Stage 

Occupational  Safety  and  Health  Administration  (OSHA) 


1824.  OCCUPATIONAL  EXPOSURE  TO 
CRYSTALLINE  SILICA 

Priority:  Economically  Significant. 

I  Major  under  5  USC  801. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(b);  29 
^  USC  657 

CFR  Citation:  29  CFR  1910;  29  CFR 
1915;  29  CFR  1917;  29  CFR  1918;  29 
CFR  1926 

Legal  Deadline:  None 

Abstract:  Crystalline  silica  is  a 
significant  component  of  the  earth’s 
crust,  and  many  workers  in  a  wide 
/  range  of  industries  are  exposed  to  it, 
usually  in  the  form  of  respirable  quartz 
or,  less  frequently,  cristobalite.  Chronic 
silicosis  is  a  uniquely  occupational 
disease  resulting  from  exposure  of 
employees  over  long  periods  of  time 
(10  years  or  more).  Exposure  to  high 
levels  of  respirable  crystalline  silica 
causes  acute  or  accelerated  forms  of 
silicosis  that  are  ultimately  fatal.  The 
current  OSHA  permissible  exposure 
limit  (PEL)  for  general  industry  is  based 
on  a  formula  recommended  by  the 
American  Conference  of  Governmental 
Industrial  Hygienists  (ACGIH)  in  1971 
’  (PEL=10mg/cubic  meter/-(%  silica  +  2), 
as  respirable  dust).  The  current  PEL  for 
construction  and  maritime  (derived 
from  ACGIH ’s  1962  Threshold  Limit 
Value)  is  based  on  particle  counting 
technology,  which  is  considered 
obsolete.  NIOSH  and  ACGIH 
recommend  a  50p/m3  exposure  limit 
for  respirable  crystalline  silica. 

Both  industry  and  worker  groups  have 
recognized  that  a  comprehensive 
standard  for  crystalline  silica  is  needed 
to  provide  for  exposure  monitoring, 
medical  surveillance,  and  worker 
training.  The  American  Society  for 
Testing  and  Materials  (ASTM)  has 
,  published  a  recommended  standard  for 
addressing  the  hazards  of  crystalline 
I  silica.  The  Building  Construction 

I  Trades  Department  of  the  AFL-CIO  has 

j  also  developed  a  recommended 

I  comprehensive  program  standard. 

I  These  standards  include  provisions  for 

I  methods  of  compliance,  exposure 

j  monitoring,  training,  and  medical 

i  surveillance. 

4  Statement  of  Need:  Over  2  million 

i  workers  are  exposed  to  crystalline  silica 
I  dust  in  general  industry,  construction 
I  and  maritime  industries.  Industries  that 

I  could  be  particularly  affected  by  a 

;  standard  for  crystalline  silica  include: 


i 


foundries,  industries  that  have  abrasive 
blasting  operations,  paint  manufacture, 
glass  and  concrete  product 
manufacture,  brick  making,  china  and 
pottery  manufacture,  manufacture  of 
plumbing  fixtures,  and  many 
construction  activities  including 
highway  repair,  masonry,  concrete 
work,  rock  drilling,  and  tuckpointing. 
The  seriousness  of  the  health  hazards 
associated  with  silica  exposure  is 
demonstrated  by  the  fatdities  and 
disabling  illnesses  that  continue  to 
occur:  between  1990  and  1996,  200  to 
300  deaths  per  year  are  known  to  have 
occuired  where  silicosis  was  identified 
on  death  certificates  as  an  underlying 
or  contributing  cause  of  death.  It  is 
likely  that  many  more  cases  have 
occurred  where  silicosis  went 
undetected.  In  addition,  the 
International  Agency  for  Research  on 
Cancer  (lARC)  has  designated 
crystalline  silica  as  a  known  human 
carcinogen.  Exposure  to  crystalline 
silica  has  also  been  associated  with  an 
increased  risk  of  developing 
tuberculosis  and  other  nonmalignant 
respiratory  diseases,  as  well  as  renal 
and  autoimmune  respiratory  diseases. 
Exposure  studies  and  OSHA 
enforcement  data  indicate  that  some 
workers  continue  to  be  exposed  to 
levels  of  crystalline  silica  far  in  excess 
of  current  exposure  limits.  Congress  has 
included  compensation  of  silicosis 
victims  on  Federal  nuclear  testing  sites 
•in  the  Energy  Employees’  Occupational 
Illness  Compensation  Program  Act  of 
2000.  There  is  a  particular  need  for  the 
Agency  to  modernize  its  exposure 
limits  for  construction  and  maritime 
workers,  and  to  address  some  specific 
issues  that  will  need  to  be  resolved  to 
propose  a  comprehensive  standard. 

Summary  of  Legal  Basis:  The  legal 
basis  for  the  proposed  rule  is  a 
preliminary  determination  that  workers 
are  exposed  to  a  significant  risk  of 
silicosis  and  other  serious  disease  and 
that  rulemaking  is  needed  to 
substantially  reduce  the  risk.  In 
addition,  the  proposed  rule  will 
recognize  that  the  PELs  for  construction 
and  maritime  are  outdated  and  need  to 
be  revised  to  reflect  current  sampling 
and  analytical  technologies. 

Alternatives:  Over  the  past  several 
years,  the  Agency  has  attempted  to 
address  this  problem  through  a  variety 
of  non-regulatory  approaches,  including 
initiation  of  a  Special  Emphasis 
Program  on  silica  in  October  1997, 
sponsorship  with  NIOSH  and  MSHA  of 


the  National  Conference  to  Eliminate 
Silicosis,  and  dissemination  of 
guidance  information  on  its  Web  site. 
The  Agency  is  currently  evaluating 
several  options  for  the  scope  of  the 
rulemaking. 

Anticipated  Cost  and  Benefits:  The 

scope  of  the  proposed  rulemaking  and 
estimates  of  the  costs  and  benefits  are 
still  under  development. 

Risks:  A  detailed  risk  analysis  is  under 
way. 

Timetable: 

Action  Date  FR  Cite 

Completed  SB^A  1 2/1 9/03 
Report 

Complete  Peer  09/00/07 

Review  of  Health 
Effects  and  Risk 
Assessment 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB70 


1825.  OCCUPATIONAL  EXPOSURE  TO 
BERYLLIUM 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(b);  29 
USC  657 

CFR  Citation:  29  CFR  1910 
Legal  Deadline:  None 

Abstract:  In  1999  and  2001,  OSHA  was 
petitioned  to  issue  an  emergency 
temporary  standard  by  the  Paper 
Allied-Industrial,  Chemical,  and  Energy 
Workers  Union,  Public  Citizen  Health 
Research  Group  and  others.  The 
Agency  denied  the  petitions  but  stated 
its  intent  to  begin  data  gathering  to 
Collect  needed  information  on 
beryllium’s  toxicity,  risks,  and  patterns 
of  usage. 
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On  November  26,  2002,  OSHA 
published  a  Request  for  Information 
(RFI)  (67  FR  70707)  to  solicit 
information  pertinent  to  occupational 
exposure  to  beryllium  including: 
current  exposures  to  beryllium;  the 
relationship  between  exposure  to 
beryllium  and  the  development  of 
adverse  health  effects;  exposure 
assessment  and  monitoring  methods; 
exposure  control  methods;  and  medical 
surveillemce.  In  addition,  the  Agency 
conducted  field  surveys  of  selected 
work  sites  to  assess  current  exposures 
and  control  methods  being  used  to 
reduce  employee  exposures  to 
beryllium.  OSHA  is  using  this 
information  to  develop  a  proposed  rule 
addressing  occupational  exposure  to 
beryllium. 

Timetable: 

Action  Date  FR  Cite 

Request  for  1 1/26/02  67  FR  70707 

Information 

Complete  SBREFA  09/00/07 
Report 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Smalt  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@doI.gov 

RIN:  1218-AB76 


1826.  IONIZING  RADIATION 
Priority:  Other  Significant 
•  Legal  Authority:  29  USC  655(b) 

CFR  Citation:  29  CFR  1910.109 
Legal  Deadline:  None 

Abstract:  OSHA  is  considering 
amending  29  CFR  1910.1096  that 
,  addresses  exposure  to  ionizing 

radiation.  The  OSHA  regulations  were 
published  in  1974,  with  only  minor 
revisions  since  that  time.  The 
Department  of  Energy  and  the  Nuclear 
Regulatory  Commission  both  have  more 
extensive  radiation  standards  that 
reflect  new  technological  and  safety 
advances.  In  addition,  radiation  is  now 
used  for  a  broader  variety  of  purposes. 


including  health  care,  food  safety,  mail 
processing,  and  baggage  screening. 
OSHA  is  in  the  process  of  reviewing 
information  about  the  issue,  and  will 
determine  the  appropriate  course  of 
action  regarding  this  standard  when  the 
review  is  completed.  A  request  for 
information  was  published  on  May  3, 
2005.  Subsequently,  the  National 
Academy  of  Science  released  the  latest 
version  of  a  significant  report  on  the 
biological  effects  of  ionizing  radiation. 
OSHA  extended  the  comment  period 
on  the  request  for  information  to  ensure 
commenters  had  the  opportunity  to 
consider  this  new  report.  The  next  step 
for  the  ionizing  radiation  project  is  to 
hold  discussions  with  key  stakeholders. 
OSHA  plans  to  hold  a  series  of 
meetings  targeted  to  specific 
stakeholder  groups  including  state 
organizations  with  responsibility  for 
worker  exposme  to  ionizing  radiation, 
professional  associations  and  specific 
industry  groups  such  as  dental,  medical 
and  veterinary  professionals.  OSHA 
believes  that  these  targeted  meetings 
will  be  detailed  technical  discussions 
that  will  inform  the  Agency  on  current 
practices,  the  use  of  radiation  devices 
and  approaches  to  protecting 
employees  from  exposure  to  ionizing 
radiation. 

Timetable: 


Action 

Date 

FR  Cite 

Request  for 
Information  (RFI) 

05/03/05 

70  FR  22828 

Request  for 
Information 
Comment  Period 
End 

08/01/05 

70  FR  22828 

Request  for 
Information 
Comment  Period 
Extended 

11/28/05 

70  FR  44074 

Stakeholder  Meetings 
Stakeholders  Meeting 

03/05/07 

04/00/07 

72  FR  9716 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-ACll 


1827.  EMERGENCY  RESPONSE  AND 
PREPAREDNESS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(b);  29 
USC  657 

CFR  Citation:  29  CFR  1910 
Legal  Deadline:  None 

Abstract:  Emergency  responder  health 
and  safety  is  currently  regulated 
primarily  under  the  following 
standards:  the  fire  brigade  standard  (29 
CFR  1910.156);  hazardous  waste 
operations  and  emergency  response  (29 
CFR  1910.120);  the  respiratory 
protection  standard  (29  CFR  1910.134); 
the  permit-required  confined  space 
standard  (29  CFR  1910.146);  and  the 
bloodborne  pathogens  standard  (29  CFR 
1910.1030).  Some  of  these  standards 
were  promulgated  decades  ago  and 
none  were  designed  as  comprehensive 
emergency  response  standards. 
Consequently,  they  do  not  address  the 
full  range  of  hazards  or  concerns 
currently  facing  emergency  responders. 
Many  do  not  reflect  major  changes  in 
performance  specifications  for 
protective  clothing  and  equipment. 
Current  OSHA  standards  also  do  not 
reflect  all  the  major  developments  in 
safety  and  health  practices  that  have 
already  been  accepted  by  the 
emergency  response  community  and 
incorporated  into  National  Fire 
Protection  Association  (NFPA)  and 
American  National  Standards  Institute 
consensus  standards.  OSHA  will  be 
collecting  information  to  evaluate  what 
action  the  agency  should  take. 

Timetable: 

Action  Date  FR  Cite 

Request  for  07/00/07 

Information 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
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Email:  dougherty.dorothy@dol.gov 
RIN:  1218-AC17 


1828.  LEAD  IN  CONSTRUCTION 
(SECTION  610  REVIEW) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  29  USC  655(b):  5  USC 
553;  5  USC  610 

CFR  Citation:  29  CFR  1926.62 
Legal  Deadline:  None 

Abstract:  OSHA  will  undertake  a 
review  of  the  Lead  in  Construction 
Standard  (29  CFR  1926.62)  in 
accordance  with  the  requirements  of 
the  Regulatory  Flexibility  Act  and 
section  5  of  Executive  Order  12866. 

The  review  will  consider  the  continued 
need  for  the  rule,  impacts  of  the  rule 
comments  on  the  rule  received  from  the 
public,  the  complexity  of  the  rule, 
whether  the  rule  overlaps,  duplicates  or 
conflicts  with  other  Federal,  State  or 
local  regulations,  and  the  degree  to 
which  technology,  economic  conditions 
or  other  factors  may  have  changed 
since  the  rule  was  last  evaluated. 

Timetable: 

Action  Date  FR  Cite 

Begin  Review  06/06/05  70  FR  32739 

End  Review  Comment  09/06/05  70  FR  32739 

End  Review  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  John  Smith, 
Directorate  of  Evaluation  and  Analysis, 
Department  of  Labor,  Occupational 
Safety  and  Health  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Room  N  3641,  Washington,  DC  20210 
Phone:  202  693-2225 
Fax:  202  693-1641 
Email:  smith.john@dol.gov 

RIN:  1218-AC18 


1829.  REVISION  AND  UPDATE  OF 
STANDARDS  FOR  POWER  PRESSES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  301  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(h);  29 
USC  657 

CFR  Citation:  29  CFR  Part  1910.217 


Legal  Deadline:  None 

Abstract:  The  Occupational  Safety  and 
Health  Administration’s  (OSHA) 
mechanical  power  press  standard  (29 
CFR  1910.217)  protects  employees  from 
injuries  that  result  ft’om  working  with 
or  around  mechanical  power  presses 
through  the  use  of  machine  guards 
(prevents  hands  in  danger  zone)  and 
through  limitations  on  initiation  of  a 
press  cycle  (either  two-hand  or  foot 
operated).  A  presence-sensing  device 
(PSD),  typically  a  light  curtain,  initiates 
a  press  cycle  only  when  the  system 
indicates  that  no  objects,  such  as  a 
hand,  are  within  the  hazard  zone. 
OSHA  adopted  the  use  of  presence¬ 
sensing  device  initiation  (PSDI)  on 
mechanical  power  presses  believing 
that  the  provision  would  substantially 
protect  workers  and  improve 
productivity.  However,  OSHA  requires 
PSDI  systems  to  be  validated  by  an 
OSHA-certified  third  party,  and  no 
organization  has  agreed  to  validate 
PSDI  installations.  OSHA  performed  a 
lookback  review  of  PSDI  and 
determined  that  the  current  ANSI 
standard  permits  PSDI  without 
independent  validation  but  includes 
other  provisions  to  maintain  PSDI 
safety. 

Based  on  its  completion  of  the  look- 
back  review  of  PSDI  (69  FR  31927), 
OSHA  is  planning  to  revise  and  update 
the  standard  on  power  presses,  which, 
currently  covers  only  mechanical 
power  presses.  OSHA  will  base  the 
revision  of  the  2001  or  later  edition  of 
the  American  National  Standards 
Institute  (ANSI)  standard  on 
Mechanical  Power  Presses,  ANSI  Bll.l. 
Further,  OSHA  is  considering 
expanding  the  standard  to  cover  other 
presses  such  as  hydraulic  and 
pneumatic  power  presses  and  to 
include  the  latest  guarding  techniques. 
This  revision  will  provide  the  first 
major  update  of  the  Mechanical  Power 
Presses  Standard  since  it  was  originally 
published  in  1971. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 


Federalism:  Undetermined 

Agency  Contact:  Dorothy  Dougherty. 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington.  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AC22 


1830.  METHYLENE  CHLORIDE 
(SECTION  610  REVIEW) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  29  USC  655(b);  5  USC 
553;  5  USC  610 

CFR  Citation:  29  CFR  1910.1052 

Legal  Deadline:  None 

Abstract:  OSHA  will  undertake  a 
review  of  the  Methylene  Chloride 
Standard  (29  CFR  1910.1052)  in 
accordcmce  with  the  requirements  of 
the  Regulatory  Flexibility  Act  and 
section  5  of  Executive  Order  12866. 

The  review  will  consider  the  continued 
need  for  the  rule,  whether  the  rule 
overlaps,  duplicates  or  conflicts  with 
other  Federal,  State,  or  local 
regulations,  and  the  degree  to  which 
technology,  economic  conditions  or 
other  factors  may  have  changed  since 
the  rule  was  evaluated. 

Timetable: 

Action  Date  FR  Cite 

Begin  Review  12/01/06 

Request  for  06/00/07 

Comments 

End  Review  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  John  Smith, 
Directorate  of  Evaluation  and  Analysis, 
Department  of  Labor,  Occupational 
Safety  and  Health  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Room  N  3641,  Washington,  DC  20210 
Phone:  202  693-2225 
Fax:  202  693-1641 
Email:  smith.john@dol.gov 

RIN:  1218-AC23 
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1831.  CONFINED  SPACES  IN 
CONSTRUCTION  (PART  1926): 
PREVENTING 

SUFFOCATION/EXPLOSIONS  IN 
CONFINED  SPACES 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(b);  40 
USC  333 

CFR  Citation:  29  CFR  1926.36 
Legal  Deadline:  None 

Abstract:  In  January  1993,  OSHA 
issued  a  general  industry  rule  to  protect 
employees  who  enter  confined  spaces 
(29  CFR  1910.146).  This  standard  does 
not  apply  to  the  construction  industry 
because  of  differences  in  the  nature  of 
the  worksite  in  the  construction, 
industry.  In  discussions  with  the 
United  Steel  Workers  of  America  on  a 
settlement  agreement  for  the  general 
industry  standard,  OSHA  agreed  to 
issue  a  proposed  rule  to  extend 
confined-space  protection  to 
construction  workers  appropriate  to 
their  work  environment. 

Timetabie: 

Action  Date  FR  Cite 

SBREFA  Panel  Report  11/24/03 
NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Steven  F.  Witt, 
Director,  Directorate  of  Construction, 
Department  of  Labor,  Occupational 
Safety  and  Health  Administration,  200 
Constitution  Avenue  NW.,  Room 
N-3467,  FP  Building,  Washington,  DC 
20210 

Phone:  202  693-2020 
Fax:  202  693-1678 

RIN:  1218-AB47 

1832.  GENERAL  WORKING 
CONDITIONS  FOR  SHIPYARD 
EMPLOYMENT 

Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  655(b);  33 
USC  941 

CFR  Citation:  29  CFR  1915  subpaii  F 

Legal  Deadline:  None 


Abstract:  During  the  1980s,  OSHA 
initiated  a  prhject  to  update  and 
consolidate  the  various  OSHA  shipyard 
standards  that  were  applied  in  the 
shipbuilding,  ship  repair,  and 
shipbreaking  industries.  Publication  of 
a  proposal  addressing  general  working 
conditions  in  shipyards  is  part  of  this 
project.  The  operations  addressed  in 
this  rulemaking  relate  to  general 
working  conditions  such  as 
housekeeping,  illumination,  sanitation, 
first  aid,  and  lockout/tagout.  About 
100,000  workers  are  potentially 
exposed  to  these  hazards  annually. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB50 

1833.  CRANES  AND  DERRICKS 

Priority:  Other  Significanf.  Major  under 
5  USC  801. 

Legal  Authority:  29  USC  651(b):  29 
USC  655(b);  40  USC  333 

CFR  Citation:  29  CFR  1926 
Legal  Deadline:  None 
Abstract:  A  number  of  industry 
stakeholders  asked  OSHA  to  update  the 
cranes  and  derricks  portion  of  subpart 
N  (29  CFR  1926.550),  specifically 
requesting  that  negotiated  rulemaking 
be  used. 

In  2002  OSHA  published  a  notice  of 
intent  to  establish  a  negotiated 
rulemaking  committee.  A  year  later,  in 
2003,  committee  members  were 
announced  and  the  Cranes  and  Derricks 
Negotiated  Rulemaking  Committee  was 
established  and  held  its  first  meeting. 

In  July  2004,  the  committee  reached 
consensus  on  all  issues  resulting  in  a 
final  consensus  document. 

Statement  of  Need:  There  have  been  ' 
considerable  technological  changes 


since  the  consensus  standcU'ds  upon 
which  the  1971  OSHA  standard  is 
based  were  developed.  In  addition, 
industry  consensus  standards  for 
derricks  and  crawler,  truck  and 
locomotive  cranes  were  updated  as 
recently  as  2004. 

The  industry  indicated  that  over  the 
past  30  years,  considerable  changes  in 
both  work  processes  and  crane 
technology  have  occurred.  There  are 
estimated  to  be  64  to  82  fatalities 
associated  with  cranes  each  year  in 
construction,  and  a  more  up-to-date 
standard  would  help  prevent  them. 

Summary  of  Legal  Basis:  The 

Occupational  Safety  and  Health  Act  of 
1970  authorizes  the  Secretary  of  Labor 
to  set  mandatory  occupational  safety 
and  health  standards  to  assure  safe  and 
healthful  working  conditions  for 
working  men  and  women  (29  USC  651). 

Alternatives:  The  alternative  to  the 
proposed  rulemaking  would  be  to  take 
no  regulatory  action  and  not  update  the 
standards  in  29  CFR  1926.550 
pertaining  to  cranes  and  derricks. 

Anticipated  Cost  and  Benefits:  The 

estimates  of  the  costs  and  benefits  are 
still  under  development. 

Risks:  OSHA’s  risk  analysis  is  under 
development. 

Timetable: 

Action  Date  FR  Cite 

Notice  o7 Intent  To  07/1 6/02  67  FR  4661 2 

Establish 
Negotiated 
Rulemaking 

Comment  Period  End  09/16/02 
Request  for  02/27/03  68  FR  9036 

Comments  on 
Proposed 
Committee 
Members 

Request  for  Comment  03/31/03  68  FR  9036 
Period  End 

Established  06/12/03  68  FR  35172 

Negotiated 
Rulemaking 
Committee 

Rulemaking  07/30/04 

Negotiations 
Completed 

SBREFA  Report  10/17/06 

NPRM  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Steven  F.  Witt, 
Director,  Directorate  of  Construction, 
Department  of  Labor,  Occupational 
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Safety  and  Health  Administration,  200 
Constitution  Avenue  NW.,  Room 
N-3467,  FP  Building,  Washington,  DC 
20210 

Phone:  202  693-2020 
Fax:  202  693-1678 

RIN:  1218-ACOl 


1834.  UPDATING  OSHA  STANDARDS 
BASED  ON  NATIONAL  CONSENSUS 
STANDARDS 

Priority:  Other  Significant 

Legal  Authority:  29  USC  655(b) 

CFR  Citation:  29  CFR  1910;  29  CFR 
1915;  29  CFR  1917  to  1918;  29  CFR 
1926 

Legal  Deadline:  None 

Abstract:  Under  section  6(a)  of  the 
OSH  Act,  during  the  first  two  years  of 
the  Act,  the  Agency  was  directed  to 
adopt  national  consensus  standards  as 
OSHA  standards.  Some  of  these 
standards  were  adopted  as  regulatory 
text,  while  others  were  incorporated  by 
reference.  In  the  more  than  30  years 
since  these  standards  were  adopted  by 
OSHA,  the  organizations  responsible 
for  these  consensus  standards  have 
issued  updated  versions  of  these 
stemdard$.  However,  in  most  cases, 
OSHA  has  not  revised  its  regulations 
to  reflect  later  editions  of  the  consensus 
standards.  OSHA  standards  also 
continue  to  incorporate  by  reference 
various  consensus  standards  that  are 
now  outdated  and,  in  some  cases,  out 
of  print. 

The  Agency  is  undertaking  a  multi-year 
project  to  update  these  standards.  A 
notice  describing  the  project  was 
published  in  the  Federal  Register  on 
November  24,  2004  (69  FR  68283).  The 
first  final  rule  was  published  on 
September  13,  2005.  Several  additional 
sets  of  standards  are  in  preparation. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

11/24/04 

69  FR  68706 

Direct  Final  Rule 

11/24/04 

69  FR  68712 

NPRM  Comment 

12/27/04 

69  FR  68706 

Period  End 

Withdraw  Direct  Final 

02/18/05 

70  FR  8290 

Rule 

Direct  Final  Rule 

02/22/05 

Effective  Date 

Final  Rule 

09/13/05 

70  FR  53925 

Final  Rule  Effective 

11/14/05 

NPRM 

05/00/07 

Direct  Final  Rule 

06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AC08 


1835.  EXPLOSIVES 
Priority:  Other  Significant 
Legal  Authority:  29  USC  655(b) 

CFR  Citation:  29  CFR  1910.109 
Legal  Deadline:  None 
Abstract:  OSHA  is  amending  29  CFR 
1910.109  that  addresses  explosives  and 
blasting  agents.  These  OSHA 
regulations  were  published  in  1974, 
and  many  of  the  provisions  do  not 
reflect  technological  and  safety 
advances  made  by  the  industry  since 
that  time.  Additionally,  the  standard 
contains  outdated  references  and 
classifications.  Two  trade  associations 
representing  many  of  the  employers 
subject  to  this  rule  have  petitioned  the 
Agency  to  consider  revising  it,  and 
have  recommended  changes  they 
believe  address  the  concerns  they  are 
raising.  Initially,  OSHA  planned  to 
revise  the  pyrotechnics’ requirements  in 
this  NPRM.  However,  based  on  our 
work  to  date,  it  appears  appropriate  to 
reserve  action  on  these  requirements  for 
a  second  phase  of  rulemaking.  The 
agency  therefore  plans  to  propose 
revisions  to  29  CFR  1910.109  without 
any  changes  to  the  existing 
pyrotechnics  requirements,  and  at  a 
future  date  will  develop  a  proposed 
rule  for  pyrotechnics  revision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Analyze  Record  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 


Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AC09 


1836.  STANDARDS  IMPROVEMENT 

Priority:  Other  Significant 

Legal  Authority:  29  USC  655(b) 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  OSHA  is  continuing  its 
efforts  to  remove  or  revise  duplicative, 
unnecessary,  and  inconsistent  safety 
and  health  standards.  This  effort  builds 
upon  the  success  of  the  Standards 
Improvement  Project  (SIPs)  Phase  I 
published  on  June  18,  1998  (63  FR 
33450)  and  Phase  II  published  on 
January  5,  2005  (70  FR  1111).  The 
Agency  believes  that  such  changes  can 
reduce  compliance  costs  and  reduce  the 
paperwork  burden  associated  with  a 
number  of  its  standards.  The  Agency 
will  only  consider  such  changes  if  they 
do  not  diminish  employee  protections. 
To  initiate  the  project,  OSHA  will  be 
publishing  an  advance  notice  of 
proposed  rulemaking  (ANPRM)  to 
solicit  input  from  the  public  on  rules 
that  may  be  addressed  in  Phase  Ill  of 
SIPS.  The  Agency  plans  to  include  both 
safety  and  health  topics  in  Phase  III. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  12/21/06  71  FR  76623 

Analyze  Record  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AC19 
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1837.  HAZARD  COMMUNICATION 

Priority:  Other  Significant 

Legai  Authority:  29  USC  655(b);  29 
use  657 

CFR  Citation:  29  CFR  1910.1200;  29 
CFR  1915.1200;  29  CFR  1917.28;  29 
CFR  1918.90;  29  CFR  1926.59;  29  CFR 
1928.21 

Legai  Deadline:  None 

Abstract:  OSHA’s  Hazard 
Communication  Standard  (HCS) 
requires  chemical  manufacturers  and 
importers  to  evaluate  the  hazards  of  the 
chemicals  they  produce  or  import,  and 
prepare  labels  and  material  safety  data 
sheets  to  convey  the  hazards  and 
associated  protective  measures  to  users 
of  the  chemicals.  All  employers  with 
hazardous  chemicals  in  their 
workplaces  are  required  to  have  a 
hazard  communication  program, 
including  labels  on  containers,  material 
safety  data  sheets  (MSDS),  and  training 
for  employees.  Within  the  United  States 
(US),  there  are  other  Federal  agencies 
that  also  have  requirements  for 
classifleation  and  labeling  of  chemicals 
at  different  stages  of  the  life  cycle. 
Internationally,  there  are  a  number  of 
countries  that  have  developed  similar 
laws  that  require  information  about 
chemicals  to  be  prepared  and 
transmitted  to  affected  parties.  These 
laws  vary  with  regard  to  the  scope  of 
substances  covered,  definitions  of 
hazards,  the  specificity  of  requirements 
(e.g.,  specification  of  a  format  for 
MSDSs),  and  the  use  of  symbols  and 
pictograms.  The  inconsistencies 
between  the  various  laws  are 
substantial  enough  that  different  labels 
and  safety  data  sheets  must  often  be 
used  for  the  same  product  when  it  is 
marketed  in  different  nations. 

The  diverse  and  sometimes  conflicting 
national  and  international  requirements 
can  create  confusion  aihong  those  who 
seek  to  use  hazard  information.  Labels 
and  safety  data  sheets  may  include 
symbols  and  hazard  statements  that  are 
unfamiliar  to  readers  or  not  well 
understood.  Containers  may  be  labeled 
with  such  a  large  volume  of 
information  that  important  statements 
are  not  easily  recognized.  Development 
of  multiple  sets  of  labels  and  safety 
data  sheets  is  a  major  compliance 
burden  for  chemical  manufacturers, 
distributors,  and  transporters  involved 
in  international  trade.  Small  businesses 
may  have  particular  difficulty  in  coping 


with  the  complexities  and  costs 
involved. 

As  a  result  of  this  situation,  and  in 
recognition  of  the  extensive 
international  trade  in  chemicals,  there 
has  been  a  longstanding  effort  to 
harmonize  these  requirements  and 
develop  a  system  that  can  be  used 
around  the  world.  In  2003,  the  United 
Nations  adopted  the  Globally 
Harmonized  System  of  Classification 
and  Labeling  of  Chemicals  (CHS). 
Countries  are  now  considering  adoption 
of  the  CHS  into  their  national 
regulatory  systems.  There  is  an 
international  goal  to  have  as  many 
countries  as  possible  implement  the 
CHS  by  2008.  OSHA  is  considering 
modifying  its  HCS  to  make  it  consistent 
with  the  CHS.  This  would  involve 
changing  the  criteria  for  classifying 
health  and  physical  hazards,  adopting 
standardized  labeling  requirements,  and 
requiring  a  standardized  order  of 
information  for  safety  data  sheets. 

Statement  of  Need:  Multiple  sets  of 
requirements  for  labels  and  safety  data 
sheets  present  a  compliance  burden  for 
U.S.  manufacturers,  distributors  and 
transports  involved  in  international 
trade.  Adoption  of  the  CHS  would 
facilitate  international  trade  in 
chemicals,  reduce  the  burdens  caused 
by  having  to  comply  with  differing 
requirements  for  the  same  product,  and 
allow  companies  that  have  not  had  the 
resources  to  deal  with  those  burdens 
to  be  involved  in  international  trade. 
This  is  particularly  important  for  small 
producers  who  may  be  precluded 
cmrently  from  international  trade 
because  of  the  compliance  resources 
required  to  address  the  extensive 
regulatory  requirements  for 
classification  and  labeling  of  chemicals. 
Thus  every  producer  is  likely  to 
experience  some  benefits  from  domestic 
harmonization,  in  addition  to  the 
benefits  that  will  accrue  to  producers 
involved  in  international  trade. 

Additionally,  comprehensibility  of 
hazard  information  will  be  enhanced  as 
the  CHS  will:  (1)  Provide  consistent 
information  and  definitions  for 
hazardous  chemicals;  (2)  address 
stakeholder  concerns  regarding  the 
need  for  a  standardized  format  for 
material  safety  data  sheets;  and  (3) 
increase  understanding  by  using 
standardized  pictograms  and 
harmonized  hazard  statements. 

Several  nations,  as  well  as  the 
European  Union,  are  preparing 


proposals  for  adoption  of  the  CHS.  US 
manufacturers,  employers,  and 
employees  will  be  at  a  disadvantage  in 
the  event  that  our  system  of  hazard 
communication  is  not  compliant  with 
the  CHS. 

Summary  of  Legal  Basis:  The 

Occupational  Safety  and  Health  Act  of 
1970  authorizes  the  Secretary  of  Labor 
to  set  mandatory  occupational  safety 
and  health  standards  to  assure  safe  and 
healthful  working  conditions  for 
working  men  and  women  (29  U.S.C. 
651). 

Alternatives:  The  alternative  to  the 
proposed  rulemaking  would  be  to  take 
no  regulatory  action. 

Anticipated  Cost  and  Benefits:  The 

estimates  of  the  costs  and  benefits  are 
still  under  development. 

Risks:  OSHA’s  risk  analysis  is  under 
development. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  09/12/06  71  FR  5361 7 

ANPRM  Comment  11/13/06 

Period  End 

Complete  Peer  08/00/07 

Review  of  Economic 
Analysis 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NVV.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AC20 


1838.  NATIONALLY  RECOGNIZED 
TESTING  LABORATORIES  FEE 
SCHEDULE  -  REVISED  APPROACH 

Priority:  Info./Admin./Other.  Major 
status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  9701;  29  USC 
653;  29  USC  655;  29  USC  657 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  Occupational  Safety  and 
Health  Administration  is  proposing  to 
adjust  the  fees  that  the  Agency  charges 
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Jor  the  services  it  provides  to 
Nationally  Recognized  Testing 
Laboratories  (NRTLs).  A  number  of 
OSHA  standards  require  that  certain 
products  and  equipment  used  in  the 
workplace  be  tested  and  certified  by  an 

organization  that  has  been  recognized 
by  OSHA.  OSHA  requires  NRTL 
applicants  to  provide  detailed  and 
comprehensive  information  about  their 
programs,  processes,  and  procedures  in 
writing  when  they  apply.  OSHA 
reviews  the  written  information  and 
conducts  an  on-site  assessment  to 
determine  whether  the  organization 
meets  the  requirements  of  29  CFR 
1910.7.  OSHA  uses  a  similar  process 
when  an  NRTL  applies  for  expansion 
or  renewal  of  its  recognition.  In 
addition,  the  Agency  conducts  annual 
audits  to  ensure  that  the  recognized 
laboratories  maintain  their  programs 


and  continue  to  meet  the  recognition 
requirements. 

In  2000,  OSHA  began  charging  NRTLs 
for  the  services  it  provides  them.  The 
services  are  processing  of  NRTL 
applications  and  audits  of  NRTL 
operations,  and  they  define  the 
fundamental  functions  of  the  NRTL 
Program.  OSHA  has  determined  that  its 
current  NRTL  fee  schedule  does  not 
recoup  the  full  costs  of  the  services 
performed  because  it  does  not  recover 
certain  indirect  costs  of  those  services. 
These  indirect  costs  stem  from 
attendant  activities  and  accrue  to  the 
benefit  of  those  services.  OSHA’s 
proposed  fee  schedule  would  account 
for  these  indirect  costs.  In  determining 
the  revised  fee  structure,  OSHA  will 
follow  the  guidelines  established  by  the 
Office  of  Management  and  Budget  in 
Circular  Number  A-25. 


Timetable: 

Action  Date  FR  Cite 

NPRM  ■  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Ruth  McCully, 
Director,  Directorate  of  Science, 
Technology,  and  Medicine,  Department 
of  Labor,  Occupational  Safety  and 
Health  Administration,  200 
Constitution  Avenue  NW.,  Room 
N3653,  FP  Building,  Washington,  DC 
20210 

Phone;  202  693-2300 
Fax:  202  693-1644 
Email:  mccully.ruth@dol.gov 

RIN:  1218-AC27 


Department  of  Labor  (DOL)  Final  Rule  Stage 

Occupational  Safety  and  Health  Administration  (OSHA) 


1839.  LONGSHORING  AND  MARINE 
TERMINALS  (PARTS  1917  AND 
1918)— REOPENING  OF  THE  RECORD 
(VERTICAL  TANDEM  LIFTS  (VTLS)) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  29  USC  655(b);  33 
USC  941 

CFR  Citation:  29  CFR  1918.11;  29  CFR 
1918.85 

Legal  Deadline:  None 

Abstract:  OSHA  issued  a  hnal  rule  on 
Longshoring  on  July  25,  1997  (62  FR 
40142).  However,  in  that  rule,  the 
Agency  reserved  provisions  related  to 
vertical  tandem  lifts.  Vertical  tandem 
lifts  (VTLs)  involve  the  lifting  of  two 
or  more  empty  intermodal  containers, 
secured  together  with  twist  locks,  at  the 
same  time.  OSHA  has  continued  to 
work  with  national  and  international 
organizations  to  gather  additional 
information  on  the  safety  of  VTLs.  The 
Agency  has  published  an  NPRM  to 
address  safety  issues  related  to  VTLs. 
The  extended  comment  period 
concluded  February  13,  2004,  and  an 
informal  public  hearing  was  held  on 
July  29  to  30,  2004.  The  rulemaking 
record  was  open  through  November  30, 
2004.  Subsequently,  new  information 
was  submitted  to  the  docket.  The 
Administrative  Law  Judge  gave  hearing 
participants  45  days  to  review,  this 


information  and  comment  on  it. 
Comments  were  due  June  27,  2005.  The 
Agency  is  analyzing  the  information 
and  comments  received  to  prepare  the 
final  action. 


Timetable: 


Action 

Date 

FR  Cite 

NPRM 

06/06/94 

59  FR  28594 

NPRM  Comment 

09/23/94 

Period  End 

Final  Rule  on 

07/25/97 

62  FR  40142 

Longshoring/Marine 

Public  Meeting  on 

10/09/97 

62  FR  52671 

VTLs- 1/27/1998 

Second  NPRM 

09/16/03 

68  FR  54298 

NPRM  Comment 

12/10/03 

68  FR  68804 

Period  End  2/13/04 

Public  Hearing 

07/29/04 

69  FR  19361 

Final  Action 

12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AA56 


1840.  ELECTRIC  POWER 
TRANSMISSION  AND  DISTRIBUTION; 
ELECTRICAL  PROTECTIVE 
EQUIPMENT 

Priority:  Economically  Significant. 

Major  under  5  USC  801. 

Legal  Authority:  29  USC  655(b);  40 
USC  333 

CFR  Citation:  29  CFR  1910.136;  29  CFR 
1910.137;  29  CFR  1910.269;  29  CFR 
1926  subpart  V;  29  CFR  1926.97 

Legal  Deadline:  None 
Abstract:  Electrical  hazards  are  a  major 
cause  of  occupational  death  in  the 
United  States.  The  annual  fatality  rate 
for  power  line  workers  is  about  50 
deaths  per  100,000  employees.  The 
construction  industry  standard 
addressing  the  safety  of  these  workers 
during  the  construction  of  electric 
power  transmission  and  distribution 
lines  is  over  30  years  old.  OSHA  has 
developed  a  revision  of  this  standard 
that  will  prevent  many  of  these 
fatalities,  add  flexibility  to  the 
standard,  and  update  and  streamline 
the  standard.  OSHA  also  intends  to 
amend  the  corresponding  standard  for 
general  industry  so  that  requirements 
for  work  performed  during  the 
maintenance  of  electric  power 
transmission  and  distribution 
installations  are  the  same  as  those  for 
similar  work  in  construction.  In 
addition,  OSHA  will  be  revising  a  few 
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miscellaneous  general  industry 
requirements  primarily  affecting 
electric  transmission  and  distribution 
work,  including  provisions  on  electrical 
protective  equipment  and  foot 
protection.  This  rulemaking  also 
addresses  fall  protection  in  aerial  lifts 
for  power  generation,  transmission  and 
distribution  work.  OSHA  published  an 
NPRM  on  June  15,  2005.  A  public 
hearing  was  held  March  6  to  14,  2006. 

Timetable: 


Abstract:  Generally,  OSHA  standards 
require  that  protective  equipment 


(including  personal  protective 
equipment  (PPE))  be  provided  and  used 
when  necessary  to  protect  employees 
from  hazards  that  can  cause  them 
injury,  illness,  or  physical  harm.  In  this 
discussion,  OSHA  uses  the  abbreviation 
PPE  to  cover  both  personal  protective 
equipment  and  other  protective 
equipment.  In  1999,  C)SHA  proposed  to 
require  employers  to  pay  for  PPE,  with 
a  few  exceptions.  The  Agency 
continues  to  consider  how  to  address 
this  issue,  and  re-opened  the  record  on 
July  8,  2004,  to  get  input  on  issues 
related  to  PPE  considered  to  be  a  “tool 
of  the  trade.”  The  comment  period 
ended  August  23,  2004. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

03/30/99 

64  FR  15401 

NPRM  Comment 

06/14/99 

Period  End 

Informal  Public 

08/13/99 

Hearing  End 

Limited  Reopening  of 

07/08/04 

69  FR  41221 

Record 

Comment  Period  End 

08/23/04 

Final  Action 

11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
Local,  State 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB77 


1842.  PROCEDURES  FOR  HANDLING 


Priority:  Other  Significant 

Legal  Authority:  42  USC  300j-9(i):  33 
use  1367;  15  USC  2622;  42  USC  6971; 


42  USC  7622;  42  USC  9610;  42  USC 
5851; 

CFR  Citation:  29  CFR  24 

Legal  Deadline:  None 

Abstract:  Section  629,  the  employee 
protection  provision  of  the  Energy 
Policy  Act  of  2005  amended  the  Energy 
Reorganization  Act  of  1978,  42  U.S.C. 
section  5851.  The  amendments  add 
Department  of  Energy  and  Nuclear 
Regulatory  Commission  employees  to 
the  employees  covered  under  the  Act, 
as  are  contractors  and  subcontractors  of 
the  Commission.  In  addition.  Congress 
added  a  “kick-out”  provision  allowing 
the  complainant  to  remove  the 
complaint  to  District  Court  if  the 
Secretary  of  Labor  has  not  issued  a 
final  decision  within  a  year  of  the  filing 
of  the  complaint.  These  are  significant 
changes  to  the  ERA,  necesrsitating 
immediate  revision  of  the  regulations, 
29  CFR  part  24,  Procedures  for  the 
Handling  of  Discrimination  Complaints 
under  Federal  Employee  Protection 
Statutes,  which  governs  whistleblower 
investigations  under  the  Energy 
Reorganization  Act  of  1978  as  well  as 
under  the  six  EPA  statutes. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/00/07 

Interim  Final  Rule  04/00/07 

Comment  Period 
End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Nilgun  Tolek, 
Director,  Office  of  Investigative 
Assistance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  FP  Building  N3610, 

200  Constitution  Avenue  NW., 
Washington,  DC  20210 
Phone:  202  693-2531 
Fax:  202  693-2369 

RIN:  1218-AC25 


Action 


Date 


FR  Cite 


SBREFA  Report 

06/30/03 

NPRM 

06/15/05 

70  FR  34821 

NPRM  Comment 
Period  End 

10/13/05 

Comment  Period 
Extended  to 
01/11/2006 

10/12/05 

70  FR  59290 

Public  Hearing  to  be 
held  03/06/2006 

10/12/05 

70  FR  59290 

Post-Hearing 
Comment  Period 
End 

07/14/06 

Final  Action 

01/00/08 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Local 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB67 


1841.  EMPLOYER  PAYMENT  FOR 
PERSONAL  PROTECTIVE  EQUIPMENT 

Priority:  Other  Significant 


Legal  Authority:  29  USC  655(b);  29 
USC  657;  33  USC  941;  40  USC  333 

CFR  Citation:  29  CFR  1910.132;  29  CFR 
1915.152;  29  CFR  1917.96;  29  CFR 
1918.106;  29  CFR  1926.95 

Legal  Deadline:  None 


DISCRIMINATION  COMPLAINTS 
UNDER  FEDERAL  EMPLOYEE 
PROTECTION  STATUTES 
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Department  of  Labor  (DOL)  Long-Term  Actions 

Occupational  Safety  and  Health  Administration  (OSHA) 


1843.  WALKING  WORKING 
SURFACES  AND  PERSONAL  FALL 
PROTECTION  SYSTEMS  (1910) 

(SLIPS,  TRIPS,  AND  FALL 
PREVENTION) 

Priority:  Other  Signihcant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  29  USC  655(b) 

CFR  Citation:  29  CFR  1910  subparts  D 
and  I 

Legal  Deadline:  None 

Abstract:  In  1990,  OSHA  proposed  a 
rule  (55  FR  13360)  addressing  slip,  trip, 
and  fall  hazards  and  establishing 
requirements  for  personal  fall 
protection  systems.  Since  that  time, 
new  technologies  and  procedures  have 
become  available  to  protect  employees 
from  these  hazards.  The  Agency  has 
been  working  to  update  these  rules  to 
reflect  current  technology.  OSHA 
published  a  notice  to  re-open  the 
rulemaking  for  comment  on  a  number 
of  issues  raised  in  the  record  for  the 
NPRM.  As  a  result  of  the  comments 
received  on  that  notice,  OSHA  has 
determined  that  the  rule  proposed  in 
1990  is  out-of-date  and  does  not  reflect 
current  industry  practice  or  technology. 
The  Agency  will  develop  a  new 
proposal,  modified  to  reflect  current 
information,  as  well  as  re-assess  the 
impact. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/90  55  FR  13360 

NPRM  Comment  08/22/90 

Period  End 

Hearing  09/11/90  55  FR  29224 


Action  Date  FR  Cite 

Reopen  Record  05/02/03  68  FR  23527 

Comment  Period  End  07/31/03 
NPRM  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:  202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB80 


1844.  HEARING  CONSERVATION 
PROGRAM  FOR  CONSTRUCTION 
WORKERS 

Priority:  Economically  Significant. 
Major  status  under  5  USC  801  is 
undetermined. 

.  Unfunded  Mandates:  Undetermined 

Legai  Authority:  29  USC  655(b);  40 
USC  333 

CFR  Citation:  29  CFR  1926.52 
Legal  Deadline:  None 

Abstract:  OSHA  issued  a  section 
6(b)(5)  health  standard  mandating  a 
comprehensive  hearing  conservation 
program  for  noise-exposed  workers  in 
general  industry  in  1983.  However,  no 
rule  was  promulgated  to  cover  workers 
in  the  construction  industry.  A  number 
of  recent  studies  have  shown  that  many 
construction  workers  experience  work- 


related  hearing  loss.  In  addition,  the 
use  of  engineering,  administrative  and 
personal  protective  equipment  to 
reduce  exposures  to  noise  is  not 
extensive  in  this  industry.  OSHA 
published  an  advance  notice  of 
proposed  rulemaking  to  gather 
information  on  the  extent  of  noise- 
induced  hearing  loss  among  workers  in 
different  trades  in  this  industry,  current 
practices  to  reduce  this  loss,  and 
additional  approaches  and  protections 
that  could  be  used  to  prevent  such  loss 
in  the  future.  Work  continues  on 
collecting  and  analyzing  information  to 
determine  technological  and  economic 
feasibility  of  possible  approaches.  ' 

Timetable: 

Action  '  Date  FR  Cite 

ANPRM  08/05/02  67  FR  50610 

ANPRM  Comment  1 1/04/02 

Period  End 

Stakeholder  Meetings  03/24/04 
Additional  Stakeholder  07/21/04 
Meeting 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210  . 

Phone:  202  693-1950 

Fax:  202  693-1678 

Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB89 


Department  of  Labor  (DOL)  Completed  Actions 

Occupational  Safety  and  Health  Administration  (OSHA) 


1845.  REVISION  AND  UPDATE  OF 
SUBPART  S— ELECTRICAL 
STANDARDS 

Priority:  Other  Significant 
Legal  Authority:  29  USC  655(b) 

CFR  Citation:  29  CFR  1910 
Legai  Deadline:  None 

Abstract:  The  Occupational  Safety  and 
Health  Administration  (OSHA) 
proposed  to  revi.se  and  update  its  29 
CFR  1910  subpart  S — Electrical 
Standards.  OSHA  relied  heavily  on  the 
National  Fire  Protection  Association’s 


(NFPA’s)  70  E  standard  for  Electrical 
Safety  Requirements  for  Employee 
Workplaces.  This  revision  will  provide 
the  first  update  of  the  General 
Industry — Electrical  Standard  since  it 
was  originally  published  in  1981. 
OSHA  intends  to  complete  this  project 
in  several  stages.  An  I^RM  was 
published  on  April  5,  2004.  The  first 
stage  covers  design  safety  standards  for 
electrical  systems,  while  the  second 
stage  will  cover  safety-related 
maintenance  and  work  practice 
requirements  and  safety  requirements 
for  special  equipment.  It  will  thus 


allow  the  latest  technological 
developments  to  be  considered.  Several 
of  these  state-of-the-art  safety 
developments  will  be  addressed  by 
OSHA  for  the  first  time.  OSHA  has 
evaluated  public  comment  received  in 
response  to  the  NPRM,  and  a  final 
action  is  being  prepared. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/05/04  69  FR  17773 

NPRM  Comment  06/04/04 

Period  End 
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Action  Date  FR  Cite 

Final  Rule  02/14/07  72  FR  71 36 

Final  Action  Effective  08/1 3/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210 
Phone:  202  693-1950 
Fax:‘202  693-1678 
Email:  dougherty.dorothy@dol.gov 

RIN:  1218-AB95 

1846.  EXCAVATIONS  (SECTION  610 
REVIEW) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  29  USC  651  et  seq; 

5  USC  610 

CFR  Citation:  29  CFR  1926.650  to 
1926.652 

Legal  Deadline:  None 

Abstract:  OSHA  has  undertaken  a 
review  of  the  Agency’s  Excavations 
Standard  (29  CFR  1926.650  to 
1926.652)  in  accordance  with  the 
requirements  of  the  Regulatory 
Flexibility  Act  and  section  5  of 
Executive  Order  12866.  The  review  is 
considering  the  continued  need  for  the 
rule,  the  impacts  of  the  rule,  public 
comments  on  the  rule,  the  complexity 
of  the  rule,  and  whether  the  rule 
overlaps,  duplicates,  or  conflicts  with 
other  regulations. 

Timetable: 

Action  Date  FR  Cite 

Begin  Review  12/01/01 

Request  for  08/21/02  67  FR  54103 

Comments 

Comment  Period  End  11/1 9/02 

End  Review  03/29/07  72  FR  14727 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
•  Agency  Contact:  John  Smith, 
Directorate  of  Evaluation  and  Analysis, 
Department  of  Labor,  Occupational 
Safety  and  Health  Administration,  200 
Constitution  Avenue  NW.,  FP  Building, 
Room  N  3641,  Washington,  DC  20210 


Phone:  202  693-2225 
Fax:  202  693-1641 
Email:  smith.john@dol.gov 
RIN:  1218-AC02 

1847.  NFPA  STANDARDS  IN 
SHIPYARD  FIRE  PROTECTION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  29  USC  655(b);  29 
USC  657 

CFR  Citation:  29  CFR  1915.4;  29  CFR 
1915.505;  29  CFR  1915.507 

Legal  Deadline:  None 
Abstract:  In  this  rulemaking,  OSHA  is 
updating  National  Fire  Protection 
Association  (NFPA)  standards 
incorporated  by  reference  in  the  OSHA 
29  CFR  part  1915  subpart  P  fire 
protection  standards.  OSHA  published 
a  final  rule  for  subpart  P  in  2004  that 
included  nine  NFPA  standards  that 
have  been  updated  since  the  rule  was 
proposed.  OSHA  plans  to  issue  a  direct 
final  rulemaking,  along  with  a  notice 
of  proposed  rulemaJcing,  to  update  the 
NFPA  standards. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/17/06  71  FR  60932 

Direct  Final  Rule  1 0/1 7/06  71  FR  60843 

NPRM  Comment  11/16/06 

Period  End 

Review  Comments  1 2/29/06 

Direct  Final  Rule  01/16/07  72FR7 
Effective 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Dorothy  Dougherty, 
Director,  Directorate  of  Standards  and 
Guidance,  Department  of  Labor, 
Occupational  Safety  and  Health 
Administration,  200  Constitution 
Avenue  NW.,  FP  Building,  Room  N 
3718,  Washington,  DC  20210  • 

Phone:  202  693-1950 

Fax:  202  693-1678 

Email:  dougherty.dorothy@dol.gov 

RIN:  12i8-ACl6 

1848.  NOTICE  ON  SUPPLIER’S 
DECLARATION  OF  CONFORMITY 
(SDOC) 

Priority:  Info./Admin./Other 
Legal  Authority:  29  USC  655(b) 


CFR  Citation:  29  CFR  1910 

Legal  Deadline:  None 

Abstract:  OSHA  requested  information 
and  comments  on  a  specific  proposal 
submitted  to  OSHA  to  permit  the  use 
of  a  Supplier’s  Declaration  of 
Conformity  (SDoC)  as  part  of,  or  as  an 
alternative  to,  the  Nationally 
Recognized  Testing  Laboratories 
(NRTLs)  product  approval  process. 
NTRLs  are  third-party  (i.e., 
independent)  organizations,  and  many 
of  OSHA’s  workplace  standards  require 
that  certain  types  of  equipment  be 
approved  by  an  NRTL.  Under  SDoC, 
manufacturers  self-approve  their 
products. 

Based  upon  the  review  and  analysis  of 
the  information  gathered  during  the  RFI 
process,  OSHA  has  confirmed  that  its 
third-party  approval  requirements  are 
effective  in  safeguarding  product  safety 
in  the  workplace.  OSHA  has  decided 
to  take  no  further  action  on  the 
proposal  and  to  withdraw  this  agenda 
item  from  the  Regulatory  Agenda. 

Timetable: 

Action  Date  FR  Cite 

Request  fqr  1 1  /1 5/05  70  FR  69355 

Information 

RFI  Comment  Period  02/1 3/06 

End 

Review  Comments  11/01/06 

End  Review  11/01/06 

Withdrawn  12/29/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Ruth  McCully, 
Director,  Directorate  of  Science, 
Technology,  and  Medicine,  Department 
of  Labor,  Occupational  Safety  and 
Health  Administration,  200 
Constitution  Avenue  NW.,  Room 
N3653,  FP  Building,  Washington,  DC 
20210 

Phone:  202  693-2300 
Fax:  202  693-1644 
Email:  mccully.ruth@dol.gov 

RIN:  1218-AC21 
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Office  of  the  Assistant  Secretary  for  Veterans’  Employment  and  Training  (ASVET) 


Action  Date  FR  Cite 


1849.  JOBS  FOR  VETERANS  ACT  OF 
2002:  CONTRACT  THRESHOLD  AND 
ELIGIBILITY  GROUPS  FOR  FEDERAL 
CONTRACTOR  PROGRAM 

Priority:  Other  Significant 

Legal  Authority:  38  USC  4212(d)  as 
amended  by  PL  107-288 

CFR  Citation:  41  CFR  61-300 
Legal  Deadline:  None 

Abstract:  The  Veterans’  Employment 
and  Training  Service  (VETS)  is 
proposing  to  issue  a  notice  of  proposed 
rulemaking  (NPRM)  to  implement 
changes  required  by  the  Jobs  for 
Veterans  Act  (JVA)  of  2002.  This  Act  - 
amended  the  Vietnam  Veterans’ 
Readjustment  Assistance  Act  of  1974, 
as  amended  (VEVRAA),  by  revising  the 
reporting  threshold  from  $25,000  to 
$100,000.  JVA  also  eliminated  the 
collection  categories  of  special  disabled 
veterans  and  veterans  of  the  Vietnam 
era  and  added  the  new  collection 


categories  of  disabled  veterans  and 
armed  forces  expeditionary  medal 
veterans.  JVA  continues  the  collection 
for  the  recently  separated  veterans 
category,  but  changed  the  definition  for 
that  category  to  include  any  veterem 
who  served  on  active  duty  in  the  U.S. 
military  ground,  naval,  or  air  service 
during  the  3-year  period  beginning  on 
the  date  of  such  veteran’s  discharge  or 
release  from  active  duty.  Additionally, 
Federal  contractors  and  subcontractors 
will  be  required  to  report  the  total 
number  of  all  current  employees  in  9 
job  categories  for  each  hiring  location. 
This  proposed  will  assist  VETS  in 
meeting  the  statutory  requirement  of 
annually  collecting  the  VETS-100 
Report. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/08/06  71  FR  44945 


NPRM  Comment  1 0/1 0/06 

Period  End 

Final  Action  '  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Wilson,  Chief, 
Investigations  and  Compliance 
Division,  Department  of  Labor,  Office 
of  the  Assistant  Secretary  for  Veterans’ 
Employment  and  Training,  200 
Constitution  Avenue  NW.,  Room 
S-1312,  Washington,  DC  20210 
Phone:  202  693-4719 
Fax;  202  693-4755 
Email:  rmwilson@dol.gov 

RIN:  1293-AA12 

[FR  Doc.  07-01418  Filed  04-27-07;  8:45  am] 
BILUNG  CODE  4510-23-S 
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DEPARTMENT  OF  STATE  (STATE) 


DEPARTMENT  OF  STATE 
22  CFR  Ch.  I 
[Public  Notice  5709] 

Unified  Agenda  of  Federai  Reguiatory 
and  Dereguiatory  Actions 

AGENCY:  Department  of  State. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  Consistent  with  the 
Regulatory  Flexibility  Act  of  1980,  5 
U.S.C.  602,  and  0MB  guidance  to  the 
Department  of  State  pursuant  to 
Executive  Order  12866,  the  spring  2007 
regulatory  agenda  of  the  Department  of 
State  is  set  forth  below.  The  purpose  of 
this  publication  is  to  provide 
information  to  the  public  on  the 
Department’s  regulatory  plans. 


FOR  FURTHER  INFORMATION  CONTACT: 

Bernard  L.  Seward,  Jr.,  Office  of  the 
Assistant  Legal  Advisor  for 
Management,  Department  of  State, 
Room  3422,  2201  C  Street  NW., 
Washington,  DC  20520;  telephone  (202) 
647-2318. 

Dated:  March  12,  2007. 

Henrietta  H.  Fore, 

Under  Secretary  of  State  for  Management. 


Department  of  State — Proposed  Rule  Stage 


Sequence 
Number  i 

Title 

j 

Regulation 

Identifier 

Number 

1850 

National  Security  Information  Regulations . 

1400-AB91 

1851 

Department  of  State  Acquisition  Regulation  (DOSAR) . 

1400-AB98 

1852 

Intercountry  Adoption — Reporting  on  Non-Convention  and  Convention  Adoptions  of  Emigrating  Children . 

1400-AC20 

1853 

Freedom  of  Information  Act  Search  Fees . 

1400-AC25 

1854 

Revision  and  Reorganization  for  Passport  Application  and  Issuance . 

1400-AC28 

1855 

Exchange  Visitor  Program — Sanctions  . - 

1400-AC29 

1856 

Exchange  Visitor  Program — Secondary  School  Students  . . 

140(>-AC30 

1857 

Department  of  State  Acquisition  Regulation — Information  Technology  Security . 

1400-AC31 

1858 

Department  of  State  Acquisition  Regulation — Implementation  of  Homeland  Security  Presidential  Directive  12 . 

1400-AC32 

1859 

Department  of  State  Acquisition  Regulation — Updates  . 

1400-AC33 

1860 

Department  of  State  Acquisition  Regulation — Editorial  Changes . 

1400-AC34 

1861 

Exchange  Visitor  Progreun — Student  Interns — College  and  University  Students . 

140G-AC35 

1862 

Exchange  Visitor  Program — Subpart  A — General  Provisions . 

1400-AC36 

Department  of  State — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1863 

Student  Exchange  Visitor  Information  System  (SEVIS)  Rule . 

1400-AB45 

1864 

Uncertified  Foreign  Health  Care  Workers . ....’ . : . 

1400-AB68 

1865 

Documentation  of  Immigrants  Under  the  Immigration  and  Nationality  Act — Electronic  Petition  for  Diversity  Immi- 

grant  Status  . 

1400-AB84 

1866 

Aliens  Inadmissible  Under  the  Immigration  and  Nationality  Act — Unlawful  Voters . 

1400-AC04 

1867 

Visas — Documentation  of  Immigrants:  Fifth  Preference — Employment-Creation  Immigrants . 

1400-AC08 

1868 

Documentation  of  Nonimmigrants  Under  the  Immigration  and  Nationality  Act,  as  Amended:  Irish  Peace  Process 

Cultural  and  Training  Program,  Q  Classification  . 

1400-AC14 

1869 

Exchange  Visitor  Program — ^Trainees  and  Interns . 

140a-AC15 

1870 

Aliens  Inadmissible  Under  the  Immigration  and  Nationality  Act — Trackers  in  Persons  . 

1400-AC18 

1871 

Intercountry  Adoption — Issuance  of  Hague  Convention  Certificates  and  Declarations  in  Convention  Adoption 

Cases  . 

1400-AC19 

1872 

Card  Format  Passport . . . 

1400-AC22 

1873 

Passport  Procedures — Amendment  to  Passport  Regulations  . 

1400-AC23 

Department  of  State — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1874 

Child  Status  Protection  Act  Beneficiaries  . . . 

140(>-AB87 

1875 

Documentation  of  Immigrant  and  Nonimmigrant  Visas — Fingerprint  Requirements  . 

1400-AB88 

1876 

Documentation  of  Nonimmigrants  Under  the  Immigration  and  Nationality  Act,  as  Amended — Professionals  Under 

- 

the  North  American  Free  Trade  Agreenrrent . 

1400-AB89 

1877 

Hague  Convention  on  Intercountry  Adoption  Act  of  2000;  Consular  Officer  Procedures  in  Convention  Cases  . 

1400-AC17 

1878 

Publications,  Coordination  and  Reporting  of  International  Agreements:  Amendments . 

1400-AC21 
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Department  of  State — Completed  Actions  (Continued) 


Sequence 

Number 

Title 

i  Regulation 
!  Identifier 
Number 

1879 

1880 

Death  and  Estate  Regulations  . 

Passport  Procedures — Amendment  to  Restriction  of  Passport  Regulations  ... 

.  !  1400-AC24 

.  j  1400-AC27 

Department  of  State  (STATE) 


Proposed  Rule  Stage 


1850.  NATIONAL  SECURITY 
INFORMATION  REGULATIONS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  EO  12958,  as  amended 
CFR  Citation:  22  CFR  9 
Legal  Deadline:  None 
Abstract:  The  rule  will  revise  the 
regulations  governing  the  classification 
of  national  security  information  under 
the  control  of  the  Department  in  order 
to  reflect  the  provisions  of  E.O.  12958, 
as  amended  by  E.O.  13292  (March  25, 
2003),  on  national  security  information. 

Timetable: 

Action  Date  FR  Cite' 

NPRM  01/03/07  72FR59 

NPRM  Comment  04/04/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Nicholas  M.  Murphy, 
Foreign  Affairs  Officer,  Department  of 
State,  A/RPS/IPS,  Room  4057,  State 
Annex  2,  515  22nd  Street  NW, 
Washington,  DC  20522-6001 
Phone:  202  261-8333 
Fax:  202  261-8571 
Email:  murphynm@state.gov 

RIN:  1400-AB91 


1851.  DEPARTMENT  OF  STATE 
ACQUISITION  REGULATION  (DOSAR) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  93-400;  PL  83-96 
CFR  Citation:  48  CFR  8 
Legal  Deadline:  None 

Abstract:  This  rule  will  update  the 
DOSAR  to  expand  contracting  authority 
to  non  U.S.  citizen  locally  employed 
staff. 


Timetable: 

Action  Date  FR  Cite 

NPRM  01/31/07  72  FR  4475 

NPRM  Comment  04/30/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Gladys  G.  Gines, 
Procurement  Analyst,  Office  of  the 
Procurement  Executive,  Department  of 
State,  Washington,  DC  20522-0602 
Phone:  703  516-1691 
Fax:  703  875-6155 
Email:  ginesgg@state.gov 
RIN:  1400-AB98 


1852.  INTERCOUNTRY  ADOPTION- 
REPORTING  ON  NON-CONVENTION 
AND  CONVENTION  ADOPTIONS  OF 
EMIGRATING  CHILDREN 
Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  14912(e);  42 
USC  14914;  42  USC  14932(d) 

CFR  Citation:  22  CFR  99 
Legal  Deadline:  None 

Abstract:  This  rule  implements 
reporting  requirements  of  the 
Intercountry  Adoption  Act  of  2000  (the 
lAA)  involving  adoptions  of  children 
who  will  emigrate  from  the  United 
States.  The  reporting  obligations  apply 
to  adoptions  that  are  covered  under  the 
1993  Hague  Convention  on  Protection 
of  Children  and  Co-operation  in 
Respect  of  Intercountiy  Adoption  (the 
Convention)  and  non-convention 
adoptions.  This  rule  requires  that,  in 
Convention  cases  and  non-Convention 
cases  involving  the  emigration  of  a 
child  from  the  United  States,  certain 
parties,  including  governmental 
authorities  providing  adoption  services. 


submit  information  to  the  Department’s 
Case  Registry. 

Timetable: 

Action.  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Anna  Mary  Cobum, 
Office  of  Policy  Review  and  Interagency 
Liaison,  Bureau  of  Consular  Affairs, 
Department  of  State,  2201  C  Street  NW, 
Washington,  DC  20520 
Phone:  202  736-9081 
Fax:  202  736-9111 
Email:  coburna@state.gov 

RIN:  1400-AC20 


1853.  FREEDOM  OF  INFORMATION 
ACT  SEARCH  FEES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  5  USC  522 
CFR  Citation:  22  CFR  171.14(a) 

Legal  Deadline:  None 

Abstract:  This  rule  will  revise  the 
existing  Department  regulation 
governing  the  calculation  of  fees  for 
searching  for  information  in 
Department  files  responsive  to  Freedom 
of  Information  Act  request. 

Timetable: 

Action  Date  FR  Cite 

NPR^M  04/00/07 

NPRM  Comment  07/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
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Government  Levels  Affected:  None 

Agency  Contact:  Nicholas  M.  Murphy, 
Foreign  Affairs  Officer,  Department  of 
State,  A/RPS/IPS,  Room  4057,  State 
Annex  2,  515  22nd  Street  NW, 
Washington,  DC  20522-6001 
Phone:  202  261-8333 
Fax:  202  261-8571 
Email:  murphynm@state.gov 

RIN:  1400-AC25 


1854.  •  REVISION  AND 
REORGANIZATION  FOR  PASSPORT 
APPLICATION  AND  ISSUANCE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 

CFR  Citation:  22  CFR  51 
Legal  Deadline:  None 

Abstract:  This  rule  vkrill  reorganize  and 
update  22  CFR  part  51  in  order  to  make 
them  easier  for  users  to  access  the 
information,  to  better  reflect  current 
practice  and  statutory  authority,  and 
remove  outdated  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

N  PRM  Comment  1 1  /00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Agency  Contact:  Consuelo  Pachon, 
Attorney  Advisor,  Department  of  State, 
2100  Pennsylvania  Avenue  NW, 
Washington,  DC  20037 
Phone:  202  663-2431 
Fax:  202  663-2654 

RIN:  1400-AC28 


1855.  •  EXCHANGE  VISITOR 
Program— SANCTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Mutual  Educational 
and  Cultural  Act  of  1961,  PL  87-256, 
22  use  2451,  et  seq;  sec  102  of  the 
Act,  22  use  2452;  sec  101(c)(15)(J)  of 
the  Immigration  and  Nationality  Act,  8 
use  1101{c)(15){J) 

CFR  Citation:  22  CFR  62.50 
Legal  Deadline:  None 

Abstract:  This  rule  will  amend  section 
22  CFR  62.50,  which  pertains  to 
sanctions  to  clearly  define  the 
revocation  process. 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 

RIN:  1400-AC29 


1856.  •  EXCHANGE  VISITOR 
PROGRAM— SECONDARY  SCHOOL 
STUDENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Mutual  Educational 
and  Cultural  Act  of  1961,  PL  87-256, 

22  use  2451,  et  seq;  sec  102  of  the 
Act,  22  use  2452;  sec  10(c)(15)(J)  of 
the  Immigration  and  Nationality  Act,  8 
use  1101  {c)(15)(J) 

CFR  Citation:  22  CFR  62.25(m) 

Legal  Deadline:  None 

Abstract:  This  rule  will  amend  section 
22  CFR  62.25(m)  secondary  school 
students  to  amend  reporting 
requirements  to  include  submission  of 
a  standard  management  audit. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 

RIN:  1400-AC30 


1857.  •  DEPARTMENT  OF  STATE 
ACQUISITION  REGULATION- 
INFORMATION  TECHNOLOGY 
SECURITY 

Priority:  Other  Significant 

Legal  Authority:  PL  93-400;  PL  96-83 

CFR  Citation:  48  CFR  6 
Legal  Deadline:  None 

Abstract:  This  rule  will  update  the 
DOSAR  to  include  coverage  on 
information  technology  security  for 
contractors. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Gladys  G.  Gines, 
Procurement  Analyst,  Office  of  the 
Procurement  Executive,  Department  of 
State,  Washington,  DC  20522-0602 
Phone:  703  516-1691 
Fax:  703  875-6155 
Email:  ginesgg@state.gov 

RIN:  1400-^AC31 


1858.  •  DEPARTMENT  OF  STATE 
ACQUISITION  REGULATION- 
IMPLEMENTATION  OF  HOMELAND 
SECURITY  PRESIDENTIAL  DIRECTIVE 
12 

Priority:  Other  Significant 
Legal  Authority:  PL  93-400;  PL  96-83 
CFR  Citation:  48  CFR  6 
Legal  Deadline:  None 

Abstract:  This  rule  will  update  the 
DOSAR  to  provide  guidance  on  the 
Department’s  requirements  to 
implement  HSPD  12. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Gladys  G.  Gines, 
Procurement  Analyst,  Office  of  the 
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Procurement  Executive,  Department  of 
State,  Washington,  DC  20522-0602 
Phone:  703  516-1691 
Fax:  703  875-6155 
Email:  ginesgg@state.gov 

RIN:  1400-AC32 


1859.  •  DEPARTMENT  OF  STATE 
ACQUISITION  REGULATION- 
UPDATES 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Reguiatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 


RIN:  1400-AC35 


Priority:  Other  Significant 

Legal  Authority:  PL  93-93-400;  PL 

96-83 

CFR  Citation:  48  CFR  6 
Legai  Deadiine:  None 

Abstract:  This  rule  will  update  the 
DOSAR  to  incorporate  recent  FAR 
changes. 

Timetable: 

Action  Date  •  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Gladys  G.  Gines, 
Procurement  Analyst,  Office  of  the 
Procurement  Executive,  Department  of 
State,  Washington,  DC  20522-0602 
Phone:  703  516-1691 
Fax:  703  875-6155 
Email:  ginesgg@state.gov 

RIN:  1400-AC33 


1860.  •  DEPARTMENT  OF  STATE 
ACQUISITION  REGULATION- 
EDITORIAL  CHANGES 

Priority:  Info./Admin./Other 
Legal  Authority:  PL  93-400;  PL  96-83 

CFR  Citation:  48  CFR  6 
Legal  Deadline:  None 

Abstract:  This  rule  will  update  the 
DOSAR  to  incorporate  recent  FAR 
changes. 


Agency  Contact:  Gladys  G.  Gines, 
Procurement  Analyst,  Office  of  the 
Procurement  Executive,  Department  of 
State,  Washington,  DC  20522-0602 
Phone;  703  516-1691 
Fax:  703  875-6155 
Email:  ginesgg@state.gov 

RIN:  1400-AC34 


1861.  •  EXCHANGE  VISITOR 
PROGRAM— STUDENT  INTERNS— 
COLLEGE  AND  UNIVERSITY 
STUDENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  Mutual  Edcuation  and 
Cultural  Act  of  1961,  PL  87-256,  22 
USC  2451,  et  seq  ;  sec  102  of  the  Act, 
22  USC  2452;  sec  101(c)(15){J)  of  the 
Immigration  and  Nationality  Act,  8 
USC  1101  (a)(15){J) 

CFR  Citation;  22  CFR  62.23 
Legal  Deadline:  None 

Abstract:  This  rule  will  amend  section 
22  CFR  62.23  to  create  a  hew 
suhcategory  of  college  and  university 
students  called  student  interns. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

NPRM  Comment  06/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 


1862.  •  EXCHANGE  VISITOR 
PROGRAM— SUBPART  A— GENERAL 
PROVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Mutual  Educational 
and  Cultural  Act  of  1961,  PL  87-256, 

22  USC  2451,  et  seq;  sec  102  of  the 
Act,  22  USC  2451;  sec  101  (c)(15)(J)  of 
the  Immigration  and  Nationality  Act,  8 
USC  1101  (cl(15KJ) 

CFR  Citation:  22  CFR  62,  subpart  A 

Legal  Deadline:  None 

Abstract:  This  rule  will  amend  section 
22  CFR  62,  subpart  A,  in  order  to 
provide  greater  specificity  regarding 
participant  eligibility  and  includes 
provisions  on  sponsor  site  visits. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

NPRM  Comment  10/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal 

Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 

RIN:  1400-AC36 


Department  of  State  (STATE) 


Final  Rule  Stage 


1863.  STUDENT  EXCHANGE  VISITOR 
INFORMATION  SYSTEM  (SEVIS)  RULE 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates;  Undetermined 


Legal  Authority:  8  USC  110l(a)(15)(j), 
1182,  1184,  1258;  22  USC  1431  to  1442, 
1475e,  2451  to  2460;  Foreign  Affairs 
Reform  and  Restructuring  Act,  PL 
105-277,  112  Stat  2681  et  seq; 


Reorganization  Plan  No  2  of  1977,  3 
CFR  1977  Comp,  p  200;  EO  12048  of 
March  27,  1978,  3  CFR,  1978  Comp, 

p  168 

CFR  Citation:  22  CFR  62,  subpart  F 
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Legal  Deadline:  None 

Abstract:  The  Department  is  amending 
its  Exchange  Visitor  Program 
regulations  to  facilitate  the 
requirements  established  by  section  641 
of  Public  Law  104-208  (as  amended)  for 
the  Legacy  INS  Student  and  Exchange 
Visitor  Program  (SEVP). 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/12/02  67  FR  76307 

Interim  Final  Rule  01/13/03 

Comment  Period 
End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Federalism:  Undetermined 

Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 

RIN:  1400-AB45 

1864.  UNCERTIFIED  FOREIGN 
HEALTH  CARE  WORKERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  8  USC  1104 
CFR  Citation:  22  CFR  40.53 
Legal  Deadline:  None 

Abstract:  This  regulation  outlines 
requirements  for  foreign  health  care 
workers. 

Timetable: 

Action  Date  FR  Cite 

interim  Final  Rule  12/17/02  67  FR  77158 

Interim  Final  Rule  02/18/03 

Comment  Period 
End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis ' 

*  Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker, 

Lead  Visa  Specialist,  Department  of 
State,  2401  E  Street  NW,  Washington, 
DC  20522 

Phone:  202  663-1205 
Fax:  202  663-3898 


Email:  ackerrl@state.gov 
RIN:  1400-AB68 

1865.  DOCUMENTATION  OF 
IMMIGRANTS  UNDER  THE 
IMMIGRATION  AND  NATIONALITY 
ACT— ELECTRONIC  PETITION  FOR 
DIVERSITY  IMMIGRANT  STATUS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  8  USC  1104 
CFR  Citation:  22  CFR  42.33 
Legal  Deadline:  None 

Abstract:  This  rule  changes  the  tnanner 
in  which  aliens  may  petition  for  the 
opportunity  to  participate  in  the 
Diversity  Visa  Program  from  a  standard 
mail-in  system  to  an  entirely  electronic 
system  utilizing  a  specifically 
designated  Internet  website. 

Timetable^ _ 

Action  Date  FR  Cite 

Interim  Final  Rule  08/18/03  68  FR  49353 

Interim  Final  Rule  1 0/1 7/03 

Comment  Period 
End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker, 

Lead  Visa  Specialist,  Department  of 
State,  2401  E  Street  NW,  Washington, 
DC  20522 

Phone:  202  663-1205 
Fax:  202  663-3898 
Email:  ackerrl@state.gov 

RIN:  1400-AB84 


1866.  ALIENS  INADMISSIBLE  UNDER 
THE  IMMIGRATION  AND 
NATIONALITY  ACT— UNLAWFUL 
VOTERS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  sec  201(b)(1),  PL 
106-395  as  amended;  212(a)(10)  INA; 
212(a)(10)(d)  INA 

CFR  Citation:  22  CFR  40.104 
Legal  Deadline:  None 

Abstract:  This  rule  authorized  by  the  . 
Child  Citizenship  Act  of  2000,  Public 
Law  106-395,  amends  the  Department’s 


visa  regulations  by  adding  an  exception 
to  the  grounds  of  inadmissibility  for 
aliens  who  have  voted  in  violation  of 
U.S.  law. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/21/05  70  FR  35526 

Interim  Final  Rule  07/21/05 

Effective 

Interim  Final  Rule  10/21/05 

Comment  Period 
End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal 
Agency  Contact:  James  R.  Pritchett, 
Chief  of  Legislation  and  Regulation 
Division,  Visa  Services,  Department  of 
State,  SA-1,  Room  603,  2401  E  Street 
NW,  Washington,  DC  20520 
Phone:  202  663-3844 
Fax:  202  663-3898 
Email:  pritchettjr@state.gov 

RIN:  1400-AC04 

1867.  VISAS— DOCUMENTATION  OF 
IMMIGRANTS:  FIFTH  PREFERENCE— 
EMPLOYMENT-CREATION 
IMMIGRANTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  8  USC  1153;  PL 
108-156;  117  Stat  1945 

CFR  Citation:  22  CFR  42.32 
Legal  Deadline:  None 
Abstract:  This  rule  implements  the 
Basic  Pilot  Program  Extension  and 
Expansion  Act  of  2003  (Pub.  L.  108- 
156),  which  reinstates  and  extends  the 
Illegal  Immigration  Reform  and 
Immigrant  Responsibility  Act’s 
employment  eligibility  verification 
program  for  5  years  with  a  new  sunset 
date  of  November  2008.  In  addition, 
outdated  references  to  the  Immigration 
and  Naturalization  Service  in  22  CFR 
42.32  will  be  updated  to  reflect  the  role 
of  the  Department  of  Homeland 
Security. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
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Final  Rule  Stage 


Agency  Contact:  Barbara  J.  Kennedy, 

Visa  Specialist,  Department  of  State, 

L-603,  SA-1,  2401  E  Street  NW, 

Washington,  DC  20520 

Phone:  202  663-1206 

Fax:  202  663-3898 

Email:  kennedybj@state.gov 

RIN:  1400-AC08 


1868.  DOCUMENTATION  OF 
NONIMMIGRANTS  UNDER  THE 
IMMIGRATION  AND  NATIONALITY 
ACT,  AS  AMENDED:  IRISH  PEACE 
PROCESS  CULTURAL  AND  TRAINING 
PROGRAM,  Q  CLASSIFICATION 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  8  USC  1104;  PL 
105-277,  112  Stat  2681  et  seq 

CFR  Citation:  22  CFR  41.57(b):  22  CFR 
41.57{b)(ii) 

Legal  Deadline:  None 

Abstract:  This  rule  amends  the 
Department’s  regulations  pertaining  to 
the  Irish  Peace  Process  Cultural  and 
Training  Program  (IPPCTP).  The  2004 
legislation  that  extended  the  program  . 
amended  some  of  the  qualifications  to 
participate  in  the  program  as  a  Q-2  visa 
holder.  These  changes  include 
minimum  age,  employment  status,  and 
maximum  amount  of  time  allowed  in 
the  program.  It  also  imposed  a  2-year 
foreign  residence  requirement  on  Q-2 
participants  as  well  as  a  waiver  process 
for  said  requirement. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  10/16/01  66  FR  52502 

Interim  Final  Rule  12/17/01 

Comment  Period 
End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact;  Jill  Nebel,  Visa 
Specialist,  Department  of  State,  L-603, 
SA-1,  2401  E  Street  NW,  Washington, 
DC  20520 

Phone;  202  663-1260 
Email:  nebelj@state.gov 

RIN:  1400-AC14 


1869.  EXCHANGE  VISITOR 
PROGRAM— TRAINEES  AND  INTERNS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Mutual  Educational 
Cultural  Act  of  1961,  PL  87-256,  22 
USC  2451,  et  seq;  sec  102  of  the  Act, 

22  USC  2452:  sec  101  (c)  (15)  (J)  of 
the  Immigration  and  Nationality  Act,  8 
USC  1101  (c)  (15)  (J) 

CFR  Citation:  22  CFR  62.22 
Legal  Deadline:  None 

Abstract:  This  rule  creates  a  new 
category  of  interns  set  forth  at  22  CFR 
62.22  under  the  Exchange  Visitor  (J-1) 
Program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/07/06  71  FR  17768 

NPRM  Comment  06/06/06 

Period  End 

Interim  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Stanley  S.  Colvin, 
Acting  Director,  Office  of  Exchange 
Coordination  and  Designation, 
Department  of  State,  301  4th  Street  SW, 
Washington,  DC  20547 
Phone:  202  203-7415 
Fax:  202  203-5087 
Email:  colvinss@state.gov 

RIN:  1400-AC15 


1870.  ALIENS  INADMISSIBLE  UNDER 
THE  IMMIGRATION  AND 
NATIONALITY  ACT— TRACKERS  IN 
PERSONS 

Priority:  Other  Significant 

Legal  Authority:  8  USC  1104 
CFR  Citation:  22  CFR  40.27 
Legal  Deadline:  None 

Abstract:  This  amends  the 
Department’s  regulations  concerning 
VISA  ineligibility  by  adding  a  new 
ground  of  inadmissibility  for  aliens 
involved  in  significant  trafficking  in 
persons.  The  Department  is  amending 
the  regulations  to  comply  with  the 
provisions  of  the  Trafficking  Victims 
Protection  Act  of  2000. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker, 
Lead  Visa  Specialist,  Department  of 
State,  2401  E  Street  NW,  Washington, 
DC  20522 

Phone:  202  663-1205 
Fax:  202  663-3898 
Email:  ackerrl@state.gov 
RIN:  1400-AC18 


1871.  INTERCOUNTRY  ADOPTION- 
ISSUANCE  OF  HAGUE  CONVENTION 
CERTIFICATES  AND  DECLARATIONS 
IN  CONVENTION  ADOPTION  CASES 

Priority:  Other  Significant 

Legal  Authority:  42  USC  14932 
CFR  Citation:  22  CFR  97 
Legal  Deadline:  None 

Abstract:  This  regulation  will  govern 
the  application  process  for  Hague 
Convention  Certificates  and  Hague 
Convention  Declarations  pursuant  in 
cases  involving  emigration  of  a  child 
from  the  United  States.  It  will  establish 
a  process  for  seeking  certification  for 
purposes  of  Article  23  of  the 
Convention,  that  an  adoption  done  in 
the  United  States  following  a  grant  of 
custody  in  a  Convention  country  of 
origin  was  done  in  accordance  with  the 
Convention. 

Timetable: 

Action  Date  FR  Cite 

NPRM  7  06/16/06  71  FR  34857 

NPRM  Comment  08/15/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Anna  Mary  Coburn, 
Office  of  Policy  Review  and  Interagency 
Liaison,  Bureau  of  Consular  Affairs, 
Department  of  State,  2201  C  Street  NW, 
Washington,  DC  20520 
Phone:  202  736-9081 
Fax:  202  736-9111 
Email:  coburna@state.gov 

RIN:  1400-AC19 


1872.  CARD  FORMAT  PASSPORT 
Priority:  Other  Significant 
Legal  Authority:  8  USC  ll01(a)(30) 
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CFR  Citation:  22  CFR  51.1(e);  22  CFR 
22.51 

Legai  Deadiine:  None 
Abstract:  This  regulation  will  establish 
an  identification  card-format  passport 
(passcard)  for  use  in  crossing,  by  land, 
the  borders  between  the  United  States 
and  it’s  neighbors.  It  will  also  affect 
the  charges  and  fees  concerning  the 
procurement  of  passports,  both  changes 
in  the  costs  of  the  traditional  book 
format  and  rates  for  the  new  card 
format. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/17/06  71  FR  60928 

NPRM  Comment  1 2/1 3/06  71  FR  74880 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  information:  This  rule  was 
resurrected  and  rule  1400-AC26  was 
withdrawn. 

Agency  Contact:  Consuelo  Pachon, 
Attorney  Advisor,  Department  of  State, 


2100  Pennsylvania  Avenue  NW, 
Washington,  DC  20037 
Phone:  202  663-2431 
Fax;  202  663-2654 

RIN:  1400-AC22 


1873.  PASSPORT  PROCEDURES— 
AMENDMENT  TO  PASSPORT 
REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  PL  109-167, 119  Stat 
3578 

CFR  Citation:  22  CFR  51 
Legal  Deadline:  None 

Abstract:  This  interim  rule  implements 
the  requirements  to  the  Passport 
Services  Enhancement  Act  of  2005, 
amending  the  Passport  Act  of  Jime  4, 
1920,  to  authorize  the  Secretary  of  State 
to  establish  and  collect  a  surcharge  to 
cover  costs  of  meeting  the  increased 
demand  for  passports  as  a  result  of 
actions  taken  to  comply  with  section 
7209(b)  the  Intelligence  Reform  and 
Terrorism  Prevention  Act  of  2004 
(IRTPA).  The  Passport  Services 
Enhancement  Act  authorizes  the 
Department  of  State  to  assess  a 


surcharge  on  applicable  fees  for  the 
filing  of  each  passport  application  to 
offset  its  additional  costs.  The 
surcJiarge  will  be  collected  from  within 
the  application  fee  and  will  not 
increase  the  overall  current  cost  of  the 
passport. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  08/14/06  71  FR 

463961 

Interim  Final  Rule  09/13/06 

Comment  Period 
End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affect^:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Timothy  M.  Scherer, 
Management  Analyst,  Department  of 
State,  Hi 004,  SA-1,  Washington,  DC 
20522 

Phone:  202  663-2504 
Fax: 202  663-2488 
Email:  scherertm@state.gov 

RIN:  1400-AC23 


Department  of  State  (STATE) 


Completed  Actions 


1874.  CHILD  STATUS  PROTECTION 
ACT  BENEFICIARIES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  Not  Yet  Determined 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  02/28/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker 
Phone:  202  663-1205 
Fax;  202  663-3898 
Email:  ackerrl@state.gov 

RIN:  1400-AB87 


1875.  DOCUMENTATION  OF 
IMMIGRANT  AND  NONIMMIGRANT 
VISAS— FINGERPRINT 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  Not  Yet  Determined 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  02/28/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker 
Phone:  202  663-1202 
Fax:  202  663-3898 
Email:  ackerrl@state.gov 


1876.  DOCUMENTATION  OF 
NONIMMIGRANTS  UNDER  THE 
IMMIGRATION  AND  NATIONALITY 
ACT,  AS  AMENDED— 
PROFESSIONALS  UNDER  THE  NORTH 
AMERICAN  FREE  TRADE 
AGREEMENT 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  22  CFR  41.59 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  02/28/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Ronald  L.  Acker 
Phone:  202  663-1205 
Fax:  202  663-3898 
Email:  ackerrl@state.gov 


RIN:  1400-AB88 


RIN:  1400-AB89 
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1877.  HAGUE  CONVENTION  ON 
INTERCOUNTRY  ADOPTION  ACT  OF 
2000;  CONSULAR  OFFICER 
PROCEDURES  IN  CONVENTION 
CASES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  22  CFR  42.24 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  .  02/28/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Leveis  Affected:  Federal 

Agency  Contact:  Ronald  L.  Acker 
Phone:  202  663-1205 
Fax:  202  663-3898 
Email:  ackerrl@state.gov 

RIN:  1400-AC17 


1878.  PUBLICATIONS, 

COORDINATION  AND  REPORTING  OF 
INTERNATIONAL  AGREEMENTS: 
AMENDMENTS 

Priority:  Other  Significant 
CFR  Citation:  22  CFR  181 
Compieted: 

Reason  Date  FR  Cite 

Final  Action  09/08/06  71  FR  53007 

Regulatory  Flexibility  Anaiysis 
Required:  No 


Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  John  Kim 
Phone:  202  647-1660 
Fax:  202  736-7541 
Email:  kimmjj@state.gov 

RIN:  1400-AC21 


1879.  DEATH  AND  ESTATE 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  22  CFR  72 
Compieted: 

Reason  Date  FR  Cite 

NPRM  10/24/06  71  FR  6621 9 

Final  Action  02/27/07  72  FR  8887 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  Federal 

Agency  Contact:  Michael  Meszaros 
Phone:  202  736-9112 
Fax:  202-736-9111 
Email:  meszarosm@state.gov 

RIN:  1400-AC24 


1880.  •  PASSPORT  PROCEDURES— 
AMENDMENT  TO  RESTRICTION  OF 
PASSPORT  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  42  USC  652,  sec 
452(k)  “Social  Security  Act”;  PL 


109-171,  sec  7303  “Deficit  Reduction 
Act  of  2005” 

CFR  Citation:  22  CFR  51.70(a)(8) 

Legal  Deadline:  None 

Abstract:  This  regulation  resets  the 
limit  of  child  support  arrears  at  which 
a  passport  can  be  denied  from  $5,000 
to  $2,500,  while  leaving  the  rest  of  the 
regulations  and  current  programs  in 
place.  This  is  at  the  behest  of  the 
Department  of  Health  and  Human 
Services.  It  is  a  small  change  in  an 
existing  regulation,  which  denies 
passports  to  child  support  obligors,  and 
implications  outside  the  specific  scope 
of  this  regulatory  change  should  be 
minimal.. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  10/04/06  71  FR  58496 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Consuelo  Pachon, 
Attorney  Advisor,  Department  of  State, 
2100  Pennsylvania  Avenue  NW, 
Washington,  DC  20037 
Phone:  202  663-2431 
Fax:  202  663-2654 

RIN:  1400-AC27 

[FR  Doc.  07-01292  Filed  04-27-07;  8:45  am] 
BILLING  CODE  4710-1 0-S 
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DEPARTMENT  OF  TRANSPORTATION  (DOT) 


DEPARTMENT  OF  TRANSPORTATION 

Office  of  the  Secretary 

14CFR  Chs.  Mil 

23  CFR  Chs.  Mil 

33  CFR  Chs.  I  and  IV 

46  CFR  Chs.  Mil 

48  CFR  Ch.  12 

49  CFR  Subtitle  A,  Chs.  I-VI  and  Chs. 
X-XII 

OST  Docket  99-5129 

Department  Regulatory  Agenda; 
Semiannual  Summary 

agency:  Office  of  the  Secretary,  DOT. 
ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  The  regulatory  agenda  is  a 
semiannual  summary  of  all  current  and 
projected  rulemakings,  reviews  of 
existing  regulations,  and  completed 
actions  of  the  Department.  The  agenda 
provides  the  public  with  information 
about  the  Department  of 
Transportation’s  regulatory  activity.  It  is 
expected  that  this  information  will 
enable  the  public  to  be  more  aware  of 
and  allow  it  to  more  effectively 
participate  in  the  Department’s 
regulatory  activity.  The  public  is  also 
invited  to  submit  comments  on  any 
aspect  of  this  agenda. 

FOR  FURTHER  INFORMATION  CONTACT: 

General 

You  should  direct  all  comments  and 
inquiries  on  the  agenda  in  general  to 
Neil  R.  Eisner,  Assistant  General 
Counsel  for  Regulation  and 
Enforcement,  Department  of 
Transportation,  400  7th  Street  SW., 
Washington,  DC  20590,  (202)  366-4723. 

Specific 

You  should  direct  all  comments  and 
inquiries  on  particular  items  in  the 
agenda  to  the  individual  listed  for  the 
•regulation  or  the  general  rulemaking 
contact  person  for  the  operating 
administration  in  Appendix  B. 
Individuals  who  use  a 
telecommunications  device  for  the  deaf 
(TDD)  may  call  (202)  755-7687. 

Table  of  Contents 

Supplementary  Information: 

Background 


Significant/Priority  Rulemakings 

Explanation  of  Information  on  the 
Agenda 

Request  for  Comments 

Purpose 

Appendix  A — Instructions  for  Obtaining 
Copies  of  Regulatory  Documents 

Appendix  B — General  Rulemaking 
Contact  Persons 

Appendix  C — Public  Rulemaking 
Dockets 

Appendix  D — Review  Plans  for  Section 
610  and  Other  Requirements  Agenda 

SUPPLEMENTARY  INFORMATION: 

Background 

Improvement  of  our  regulations  is  a 
prime  goal  of  the  Department  of 
Transportation  (Department  or  DOT). 
There  should  be  no  more  regulations 
than  necessary,  and  those  that  are 
issued  should  be  simpler,  more 
comprehensible,  and  less  burdensome. 
Regulations  should  not  be  issued 
without  appropriate  involvement  of  the 
public;  once  issued,  they  should  be 
periodically  reviewed  and  revised,  as 
needed,  to  assure  that  they  continue  to 
meet  the  needs  for  which  they  originally 
were  designed. 

To  help  the  Department  achieve  these 
goals  and  in  accordance  with  Executive 
Order  12866  “Regulatory  Planning  and 
Review’’  (58  FR  51735;  October  4, 1993) 
and  the  Department’s  Regulatory 
Policies  and  Procedures  (44  FR  11034; 
February  26, 1979),  the  Department 
prepares  a  semiannual  regulatory 
agenda.  It  summarizes  all  current  and 
projected  rulemaking,  reviews  of 
existing  regulations,  and  completed 
actions  of  the  Department.  These  are 
matters  on  which  action  has  begun  or  is 
projected  during  the  succeeding  12 
months  or  such  longer  period  as  may  be 
anticipated  or  for  which  action  has  been 
completed  since  the  last  agenda. 

The  agendas  are  based  on  reports 
submitted  by  the  offices  initiating  the 
rulemaking  and  are  reviewed  by  the 
Department  Regulations  Council.  The 
Department’s  last  agenda  was  published 
in  the  Federal  Register  on  December  1 1 , 
2006  (71  FR  73584).  The  next  one  is 
scheduled  for  publication  in  the  Federal 
Register  in  October  2007. 

Significant/Priority  Rulemakings 

The  agenda  covers  all  rules  and 
regulations  of  the  Department.  We  have  . 
classified  rules  as  a  DOT  agency  priority 
in  the  agenda  if  they  are,  essentially. 


very  costly,  controversial,  or  of 
substantial  public  interest  under  our 
Regulatory  Policies  and  Procedures.  All 
DOT  agency  priority  rulemaking 
documents  are  subject  to  review  by  the 
Secretary  of  Transportation.  If  the  Office 
of  Management  and  Budget  (OMB) 
decides  a  rule  is  subject  to  its  review 
under  Executive  Order  12866,  we  have 
classified  it  as  significant  in  the  agenda. 

Explanation  of  Information  on  the 
Agenda 

The  format  for  this  agenda  is  required 
by  a  spring  2007  memorandum  from  the 
Office  of  Management  and  Budget. 

First,  the  agenda  is  divided  by 
initiating  offices.  Then,  the  agenda  is 
divided  into  five  categories:  (1)  Prerule 
stage,  (2)  proposed  rule  stage,  (3)  final 
rule  stage,  (4)  long-term  actions,  and  (5) 
completed  actions.  For  each  nntry,  the 
agenda  provides  the  following 
information:  (1)  Its  “significance”;  (2)  a 
short  descriptive  title;  (3)  its  legal  basis; 
(4)  the  related  regulatory  citation  in  the 
Code  of  Federal  Regulations;  (5)  any 
legal  deadline  and,  if  so,  for  what  action 
(e.g.,  NPRM,  final  rule);  (6)  an  abstract; 
(7)  a  timetable,  including  the  earliest 
expected  date  for  a  decision  on  whether 
to  take  the  action;  (8)  whether  the 
rulemaking  will  affect  small  entities 
and/or  levels  of  government  and,  if  so, 
which  categories;  (9)  whether  a 
Regulatory  Flexibility  Act  (RFA) 
analysis  is  required  (for  rules  that  would 
have  a  significant  economic  impact  on 
a  substantial  number  of  small  entities); 
(10)  a  listing  of  any  analyses  an  office 
will  prepare  or  has  prepared  for  the 
action  (With  minor  exceptions,  DOT 
requires  an  economic  analysis  for  all  its 
rulemakings.);  (11)  an  agency  contact 
office  or  official  who  can  provide 
further  information;  (12)  a  Regulation 
Identifier  Number  (RIN)  assigned  to 
identify  an  individual  rulemaking  in  the 
agenda  and  facilitate  tracing  further 
action  on  the  issue;  (13)  whether  the 
action  is  subject  to  the  Unfunded 
Mandates  Reform  Act;  (14)  whether  the 
action  is  subject  to  the  Energy  Act;  and 
(15)  whether  the  action  is  major  under 
the  congressional  review  provisions  of 
the  Small  Business  Regulatory 
Enforcement  Fairness  Act.  If  there  is 
information  that  does  not  fit  in  the  other 
categories,  it  will  be  included  under  a 
separate  heading  entitled  “Additional 
Information.” 

For  nonsignificant  regulations  issued 
routinely  and  frequently  as  a  part  of  an 
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established  body  of  technical 
requirements  (such  as  the  Federal 
Aviation  Administration’s  Airspace 
Rules),  to  keep  those  requirements 
operationally  current,  we  only  include 
the  general  category  of  the  regulations, 
the  identity  of  a  contact  office  or 
official,  and  an  indication  of  the 
expected  number  of  regulations;  we  do 
not  list  individual  regulations. 

In  the  “Timetable”  column,  we  use 
abbreviations  to  indicate  the  particular 
documents  being  considered.  ANPRM 
stands  for  Advance  Notice  of  Proposed 
Rulemaking,  SNPRM  for  Supplemental 
Notice  of  Proposed  Rulemaking,  and 
NPRM  for  Notice  of  Proposed 
Rulemaking.  Listing  a  future  date  in  this 
column  does  not  mean  we  have  made  a 
decision  to  issue  a  document;  it  is  the 
earliest  date  on  which  we  expect  to 
make  a  decision  on  whether  to  issue  it. 
In  addition,  these  dates  are  based  on 
current  schedules.  Information  received 
subsequent  to  the  issuance  of  this 
agenda  could  result  in  a  decision  not  to 
take  regulatory  action  or  in  changes  to 
proposed  publication  dates.  For 
example,  the  need  for  further  evaluation 
could  result  in  a  later  publication  date; 
evidence  of  a  greater  need  for  the 
regulation  could  result  in  an  earlier 
publication  date. 

Finally,  a  dot  (•)  preceding  an  entry 
indicates  that  the  entry  appears  in  the 
agenda  for  the  first  time. 

Request  for  Comments 

General 

Our  agenda  is  intended  primarily  for 
the  use  of  the  public.  Since  its 
inception,  we  have  made  modifications 
and  refinements  that  we  believe  provide 
the  public  with  more  helpful 
information,  as  well  as  make  the  agenda 
easier  to  use.  We  would  like  you,  the 
public,  to  make  suggestions  or 
comments  on  how  the  agenda  could  be 
further  improved. 

Reviews 

We  also  seek  your  suggestions  on 
which  of  our  existing  regulations  you 
believe  need  to  be  reviewed  to 
determine  whether  they  should  be 
revised  or  revoked.  We  particularly 
draw  your  attention  to  the  Department’s 
review  plan  in  Appendix  D.  We  are 
continuing  a  significant  review  for  2007 
of  where  revisions,  improvements,  or 
sunsets  are  appropriate  on  DOT  rules 
and  invite  public  comments  as  to  this 
topic. 


Regulatory  Flexibility  Act 

The  Department  is  especially 
interested  in  obtaining  information  on 
requirements  that  have  a  “significant 
economic  impact  on  a  substantial 
number  of  small  entities”  and,  therefore, 
must  be  reviewed  under  the  Regulatory 
Flexibility  Act.  If  you  have  any 
suggested  regulations,  please  submit 
them  to  us,  along  with  your  explanation 
of  why  they  should  be  reviewed. 

In  accordance  with  the  Regulatory 
Flexibility  Act,  comments  are 
specifically  invited  on  regulations  that 
we  have  targeted  for  review  under 
section  610  of  the  Act.  The  phrase 
(Section  610  Review)  appears  at  the  end 
of  the  title  for  these  reviews.  Please  see 
Appendix  D  for  the  Department’-s 
section  610  review  plans. 

Federalism 

Executive  Order  13132  requires  us  to 
develop  an  accountable  process  to 
ensure  “meaningful  and  timely  input  by 
State  and  local  officials  in  the 
development  of  regulatory  policies  that 
have  federalism  implications.”  “Policies 
that  have  federalism  implications”  are 
defined  in  the  Executive  order  to 
include  regulations  that  have  substantial 
direct  effects  on  the  States,  on  the 
relationship  between  the  National 
Government  and  the  States,  or  on  the 
distribution  of  power  and 
responsibilities  among  the  various 
levels  of  government.  Therefore,  we 
encourage  State  and  local  governments 
to  provide  us  with  information  about 
how  the  Department’s  rulemakings 
impact  them. 

Purpose 

The  Department  is  publishing  this 
regulatory  agenda  in  the  Federal 
Register  to  share  with  interested 
members  of  the  public  the  Department’s 
preliminary  expectations  regarding  its 
future  regulatory  actions.  This  should 
enable  the  public  to  be  more  aware  of 
the  Department’s  regulatory  activity  and 
should  result  in  more  effective  public 
participation.  This  publication  in  the 
Federal  Register  does  not  impose  any 
binding  obligation  on  the  Department  or 
any  of  the  offices  within  the  Department 
with  regard  to  any  specific  item  on  the 


agenda.  Regulatory  action,  in  addition  to 
the  items  listed,  is  not  precluded. 

Dated:  March  16,  2007.  ' 

Mary  E.  Peters, 

Secretary  of  Transportation. 

Appendix  A — Instructions  for 
Obtaining  Copies  of  Regulatory 
Documents 

To  obtain  a  copy  of  a  specific  regulatory 
document  in  the  agenda,  you  should 
communicate  directly  with  the 
contact  person  listed  with  the 
regulation  at  the  address  below.  We 
note  that  most  if  not  all  such 
documents,  including  the  semiannual 
agenda,  are  available  through  our 
Internet-accessible  docket  at 
http://dms.dot.gov.  See  Appendix  C 
for  more  information. 

Federal  Highway  Administration 
(FHWA) 

(Name  of  contact  person).  Federal 
Highway  Administration,  400  7th 
Street  SW.,  Washington,  DC  20590. 

Federal  Motor  Carrier  Safety 
Administration  (FMCSA) 

(Name  of  contact  person).  Federal  Motor 
Carrier  Safety  Administration,  400  7th 
Street  SW.,  Washington,  DC  20590. 

Federal  Railroad  Administration  (FRA) 
Michelle  Silva,  Federal  Railroad 
Administration,  1120  Vermont 
Avenue  NW.,  MS-10,  Washington,  DC 
20590;  telephone  (202)  493-6030. 

National  Highway  Traffic  Safety 
Administration  (NHTSA) 

(Name  of  contact  person).  National 
Highway  Traffic  Safety 
Administration,  400  7th  Street  SW., 
Washington,  DC  20590. 

Federal  Transit  Administration  (FTA) 
(Name  of  contact  person).  Federal 
Transit  Administration,  400  7th  Street 
SW.,  Washington,  DC  20590. 

Saint  Lawrence  Seaway  Development 
Corporation  (SLSDC) 

(Name  of  contact  person).  Saint 
Lawrence  Seaway  Development 
Corporation,  400  7th  Street  SW., 

Room  5424,  Washington,  DC  20590. 

Pipeline  and  Hazardous  Materials 
Safety  Administration  (PHMSA) 

(Name  of  contact  person).  Pipeline  and 
Hazardous  Materials  Safety 
Administration  (PHMSA),  400  7th 
Street  SW.,  Washington,  DC  20590. 

Maritime  Administration  (MARAD) 
Daron  T.  Threet,  Secretary,  Maritime 
Administration,  400  7th  Street  SW., 
Room  7210,  Washington,  DC  20590, 
(202)  366-5746. 
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The  Research  and  Innovative 
Technology  Administration  (RITA) 
(Name  of  contact  person),  The  Research 
and  Innovative  Technology 
Administration  (RITA),400  7th  Street 
SW.,  Room  3103,  Washington,  DC 
205^0. 

Federal  Aviation  Administration  (FAA) 

To  obtain  a  copy  of  a  specific  Federal 
Aviation  Administration  (FAA) 
regulatory  document  in  the  agenda,  you 
should  communicate  directly  Avith  the 
contact  person  listed  with  the  regulation 
at  the  address  or  telephone  number 
listed;  access  the  FAA’s  Regulations  and 
Policies  web  page  at 
http.7/www. faa.gov/ 

regulations _ policies/;  call  (202)  267- 

9680;  or  write  to  us  at  Federal  Aviation 
Administration,  Office  of  Rulemaking, 
ARM-1,  SOOindependence  Avenue  SW., 
Washington,  DC20591. 

Office  of  the  Secretary  (OST) 

To  obtain  a  copy  of  a  specific 
regulatory  document  or  to  receive  future 
copies  of  the  Department’s  regulatory 
agenda  write  to:  Assistant  General 
Counsel  for  Regulation  and 
Enforcement,  C-50,  Office  of  the  General 
Counsel,  Department  of  Transportation, 
Washington,  DC  20590,  (202)  366-4723. 

Appendix  B — General  Rulemaking 
Contact  Persons 

The  following  is  a  list  of  persons  who 
can  be  contacted  within  the  Department 
for  general  information  concerning  the 
rulemaking  process  within  the  various 
operating  administrations. 

FAA  —  Rebecca  MacPherson,  Office  of 
Chief  Counsel,  Regulations  and 
Enforcement  Division,  800 
Independence  Avenue  SW.,  Room 
91 5 A,  Washington,  DC  20591; 
telephone  (202)  267-3073. 

FHWA  —  Julie  Downey,  Office  of  Chief 
Counsel,  400  7th  Street  SW.,  Room 
4223,  Washington,  DC  20590; 
telephone  (202)  366-0761. 

FMCSA  —  Theresa  M.  Rowlett, 
Regulatory  Ombudsman,  Room  8202, 
400  7th  Street  SW.,  Washington,  DC 
20590;  telephone  (202)  366-0596. 
NHTSA  —  Steve  Wood,  Office  of  Chief 
Counsel,  400  7th  Street  SW.,  Room 
5219,  Washington,  DC  20590; 
telephone  (202)  366-2992. 

FRA  —  Jason  Schlosberg,  Office  of  Chief 
Counsel,  1120  Vermont  Avenue  NW., 
MS-10,  Washington,  DC  20590; 
telephone  (202)  493-6032. 

FTA  —  Richard  Wong,  Office  of  Chief 
Counsel,  400  7th  Street  SW.,  Room 


9316,  Washington,  DC  20590; 
telephone  (202)  366-4063. 

SLSDC  —  Craig  Middlebrook,  General 
Counsel’s  Office,  400  7th  Street  SW., 
Room  5424,  Washington,  DC  20590; 
telephone  (202)  366-0091. 

PHMSA  —  Patricia  Burke,  Office  of 
Chief  Counsel,  400  7th  Street  SW., 
Room  8405,  Washington,  DC  20590; 
telephone  (202)  366-4400. 

MARAD  —  Christine  Gurland,  Office  of 
Chief  Counsel,  Maritime 
Administration,  400  7th  Street  SW., 
Room  7221,  Washington,  DC  20590; 
telephone  (202)  366-5181. 

RITA  —  Robert  Monniere,  Office  of 
Chief  Counsel,  Room  3105,  400  7th 
Street  SW.,  Washington,  DC  20590; 
telephone  (202)  366-5498. 

OST  —  NeiL  Eisner,  Office  of  Regulation 
and  Enforcement,  400  7th  Street  SW., 
Room  10424,  Washington,  DC  20590; 
telephone  (202)  366-4723. 

Appendix  C — Public  Rulemaking 
Dockets 

The  public  may  review  or  submit 
comments  to  the  dockets  for  all  of  DOT 
via  the  Internet  at  the  following  address: 
http://dms.dot.gov.  Examples  of 
documents  that  may  be  in  the  dockets 
are  proposed  rules,  public  comments 
received,  supporting  analyses,  studies, 
and  reports.  The  above  referenced 
Internet  address  allows  the  public  to 
also  sign  up  for  the  DOT  List  Serve  to 
receive  notification  when  certain 
documents  are  placed  in  the  dockets. 

The  public  also  may  review  regulatory 
dockets  at,  or  deliver  comments  on 
proposed  rulemakings  to,  the  Dockets 
Office  at  400  7th  Street  SW.,  Room  PL 
401,  Washington,  DC  20590,  1-800-647- 
5527.  Working  Hours:  9-5. 

Appendix  D — Review  Plans  for  Section 
610  and  Other  Requirements 
Part  I —  The  Plan 
General 

The  Department  of  Transportation  has 
long  recognized  the  importance  of 
regularly  reviewing  its  existing 
regulations  to  determine  whether  they 
need  to  be  revised  or  revoked.  Our  1979 
Regulatory  Policies  and  Procedures 
require  such  reviews.  We  also  have 
responsibilities  under  Executive  Order 
12866  “Regulatory  Planning  and 
Review”  and  section  610  of  the 
Regulatory  Flexibility  Act  to  conduct 
such  reviews.  This  will  include  the  use 
of  plain  language  techniques  in  new 
rules  and  considering  rewriting  existing 
rules  when  we  have  the  opportunity  and 


resources  permit.  The  Department  is 
currently  conducting  a  number  of 
reviews  of  existing  rules  and  is  engaged 
in  rulemaking  actions  resulting  from 
these  reviews. 

Section  61 0  Review  Plan 

Section  610  requires  that  we  conduct 
reviews  of  rules  that  (l)  have  been 
published  within  the  last  10  years  and 
(2)  have  a  “significant  economic  impact 
on  a  substantial  number  of  small 
entities”  (SEIOSNOSE).  It  also  requires 
that  we  publish  in  the  Federal  Register 
each  year  a  list  of  any  such  rules  that 
we  will  review  during  the  next  year. 

The  Office  of  the  Secretary  and  each  of 
the  Department’s  Operating 
Administrations  have  a  10-year  review 
plan.  These  reviews  are  in  accordance 
with  section  610  of  the  Regulatory 
Flexibility  Act. 

Other  Review  Plan(s) 

All  elements  of  the  Department, 
except  for  Federal  Aviation 
Administration  (FAA),  have  also  elected 
to  use  this  10-year  plan  process  to 
comply  with  the  review  requirements  of 
the  Department’s  Regulatory  Policies 
and  Procedures  and  Executive  Order 
12866.  FAA  is  using  a  different 
approach,  which  is  described  in  part  II 
to  this  appendix. 

Changes  to  the  Review  Plan 

Some  reviews  may  be  conducted 
earlier  than  scheduled.  For  example,  to 
the  extent  resources  permit,  the  plain 
language  reviews  will  be  conducted 
more  quickly.  Other  events,  such  as 
accidents,  may  result  in  the  need  to 
conduct  earlier  reviews  of  some  rules. 
Other  factors  may  also  result  in  the  need 
to  make  changes;  for  example,  we  may 
make  changes  in  response  to  public 
comment  on  this  plan  or  in  response  to 
a  Presidentially  mandated  review.  If 
there  is  any  change  to  the  review  plan, 
we  will  note  the  change  in  the  following 
unified  agenda.  For  any  section  610 
review,  we  will  provide  the  required 
notice  prior  to  the  review. 

Part  II —  The  Review  Process 
The  Analysis 

Generally,  the  agencies  have  divided 
their  rules  into  10  different  groups  and 
plan  to  analyze  one  group  each  year.  For 
purposes  of  these  reviews,  a  year  will 
coincide  with  the  fall-to-fall  schedule 
for  publication  of  the  agenda.  Thus, 

Year  1  (1998)  began  in  the  fall  of  1998 
and  ends  in  the  fall  of  1999;  Year  2 
(1999)  begins  in  the  fall  of  1999  and 
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ends  in  the  fall  of  2000;  and  so  on.  We 
request  public  comment  on  the  timing 
of  the  reviews.  For  example,  is  there  a 
reason  for  scheduling  an  analysis  and 
review  for  a  particular  rule  earlier  than 
we  have?  Any  comments  concerning  the 
plan  or  particular  analyses  can  be 
submitted  to  the  regulatory  contacts 
listed  in  Appendix  B,' General 
Rulemaking  Contact  Persons. 

Section  610  Review 

The  Agency  will  analyze  each  of  the 
rules  in  a  given  year’s  group  to 
determine  whether  any  rule  has  a 
SEIOSNOSE  and,  thus,  requires  review 
in  accordance  with  section  610  of  the 
Regulatory  Flexibility  Act.  The  level  of 
analysis  will,  of  course,  depend  on  the 
nature  of  the  rule  and  its  applicability. 
Publication  of  agencies’  section  610 
analyses  listed  each  fall  in  this  agenda 
provides  the  public  with  notice  and  an 
opportunity  to  comment  consistent  with 
the  requirements  of  the  Regulatory 
Flexibility  Act.  We  request  that  public 
comments  be  submitted  to  us  ecU’ly  in 
the  analysis  year  concerning  the  small 
entity  impact  of  the  ru.'es  to  help  us  in 
making  our  determinations. 

In  each  fall  agenda,  the  Agency  will 
publish  the  results  of  the  analyses  it  has 
completed  during  the  previous  year.  For 
rules  that  had  a  negative  finding  on 
SEIOSNOSE,  we  will  give  a  short 
explanation  (e.g.,  “these  rules  only 
establish  petition  processes  that  have  no 
cost  impact”  or  “these  rules  do  not 
apply  to  any  small  entities”).  For  parts, 
subparts,  or  other  discrete  sections  of 
rules  that  do  have  a  SEIOSNOSE,  we 
will  announce  that  we  will 
conducting  a  formal  section  610  review 


during  the  following  12  months.  At  this 
stage,  we  will  add  an  entry  to  the 
agenda  in  the  prerulemaking  section 
describing  the  review  in  more  detail.  We 
also  will  seek  public  comment  on  how 
best  to  lessen  the  impact  of  these  rules 
and  provide  a  name  or  docket  to  which 
public  comments  can  be  submitted.  In 
some  cases,  the  section  610  revipw  may 
be  part  of  another  umelated  review  of 
the  rule.  In  such  a  case,  we  plan  to 
clearly  indicate  which  parts  of  the 
review  are  being  conducted  under 
section  610. 

Other  Reviews 

The  Agency  will  also  examine  the 
specified  rules  to  determine  whether 
any  other  reasons  exist  for  revising  or 
revoking  the  rule  or  for  rewriting  the 
rule  in  plain  language.  In  each  fall 
agenda,  the  Agency  will  also  publish 
information  on  the  results  of  the 
examinations  completed  during  the 
previous  year.  ♦ 

FAA 

The  FAA,  in  addition  to  reviewing  its 
rules  in  accordance  with  the  schedule 
below,  has  established  a  process  by 
which  the  public  is  asked  for  its 
comments  on  which  rules  need  review 
the  most.  Any  information  that  the  FAA 
receives  in  connection  with  its  annual 
section  610  analyses  would,  of  course, 
also  be  reviewed  in  the  spirit  of  E.O. 
12866.  In  addition,  in  response  to  a 
recommendation  of  the  White  House 
Commission  on  Aviation  Safety  and 
Security,  the  FAA  has  completed  a 
review  of  all  its  existing  regulations  to 
identify  those  in  need  of  rewriting  as 
performance-based  or  plain  language 
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regulations.  The  Agency  also  reviewed 
ongoing  regulatory  projects  and 
proposals  to  identify  additional 
candidates  for  revision.  In  all,  the 
Agency  reviewed  68  parts  of  the  CFR, 
containing  3,884  sections,  appendices, 
and  Special  Federal  Aviation 
Regulations.  In  addition  to  using  plain 
language  in  its  current  and  future 
regulations,  the  FAA  intends  to  revise 
those  regulations  identified  in  its  study 
when  it  has  the  opportunity  and 
resources  to  do  so. 

FMCSA 

FMCSA  is  conducting  a  5-year 
analysis  and  review  of  its  regulations  to 
eliminate  duplication  and  unnecessary 
requirements,  and  to  clarify  rules  to 
help  small  businesses  comply.  The 
Agency’s  5-year  review  plan  coincides 
with  the  Department’s  10-year  schedule 
for  meeting  section  610  requirements. 

FTA 

FTA  will  undertake  an  analysis  and 
review  of  its  regulations  to  eliminate 
duplication  and  unnecessary 
requirements,  to  update  and  clarify  its 
rules,  and  to  bring  them  into  conformity 
with  the  new  statute,  SAFETEA-LU. 

Pail  III —  List  of  Pending  Section  610 
Reviews 

The  agenda  identifies  the  pending 
DOT  Section  610  Reviews  by  inserting 
{Section  610  Review)  after  the  title  for 
the  specific  entry.  Also,  a 
Governmentwide  list  of  section  610 
reviews  can  be  located  in  an  index  at 
the  end  of  the  Agenda.  For  further 
information  on  the  pending  reviews,  see 
the  agenda  entries. 


Year  | 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

14  CFR  parts  200  through  212 . . 

1998 

1999 

2 

14  CFR  parts  213  through  232  . 

1999 

2000 

3 

14  CFR  parts  234  through  254  . 

2000 

i  2001 

4 

14  CFR  parts  255  through  298  and  49  CFR  part  40  . 

2001 

2002 

5 

14  CFR  parts  300  through  373  . 

2002 

2003 

6 

14  CFR  parts  374  through  398  . 

2003 

2004 

7 

14  CFR  part  399  and  49  CFR  parts  1  through  11  . 

2004 

2005 

8 

49  CFR  parts  17  through  28 . 

2005 

2006 

9  I 

49  CFR  parts  29  through  39  and  parts  41  through  89 . 

2006 

2007 

10  ' 

.  _ 1 

49  CFR  parts  91  through  99,  48  CFR  parts  1201  through  1253,  and  new  parts  and  subparts . 

2007 

2008 

Year  6  (fall  2003)  List  of  rules  analyzed  and  a  summary  of  results 

14  CFR  part  382  —  Nondiscrimination  on  the  Basis  of  Disability  in  Air  Travel 

•  Section  610:  No  SEIOSNOSE.  The  Department  conducted  a  thorough  review  of  the  part  382  program  and  determined 
that  it  was  appropriate  to  make  changes  in  the  regulation.  Some  of  the  necessary  changes  (e.g.,  application  to  foreign 
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air  carriers)  were  also  required  by  statute.  Following  this  review,  the  Department  issued  a  proposed  revision  to  part 
382  in  November  2004  (RIN  2105-AC97].  A  final  rule  is  pending.  The  Department  determined  that  the  proposed 
revision  did  not  have  a  SEIOSNOSE  since  most  foreign  carriers  flying  to  the  U.S.  were  not  small  entities.  We  also 
note  that  the  changes  to  the  portions  of  the  rule  affecting  small  U.S.  carriers  did  not  have  significant  economic 
effects. 

•  Plain  Language:  The  proposed  revision  to  part  382  was  drafted  using  plain  language  techniques,  such  as  the  question 
and  answer  format,  minimizing  sentence  length,  and  breaking  up  provisions  into  shorter  sections  and  paragraphs. 

The  proposal  represents  a  substantial  clarification  of  the  format  and  language  of  the  rule. 

•  General:  The  Department  is  currently  working  on  a  final  rule  based  on  the  proposed  revision  to  the  rule. 

14  CFR  part  383  —  Civil  penalties 

•  Section  610:  No  SEIOSNOSE.  The  rule  merely  implements  statutory  requirements  and  imposes  the  minimal  burden 
necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  No  changes  are  needed  at  this  time.  The  rule  merely  implements  statutory  requirements  and  imposes  the 
minimal  burden  necessary.  The  rule  was  recently  updated  in  July  2004. 

14  CFR  part  385  —  Staff  assignments  and  review  of  action  under  assignment 

•  Section  610:  No  SEIOSNOSE.  The  rule  is  cost-effective  and  imposes  the  minimal  burden  necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  When  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  Some  technical  corrections  are  needed  to  reflect  organizational  changes  and  make  other  minor  corrections 

and  updates.  We  will  begin  rulemaking  as  soon  as  resources  allow.  In  general,  the  rule  is  cost-effective  and  imposes 
the  minimal  burden  necessary.  * 

Year  7  (fall  2004)  List  of  rules  analyzed  and  a  summary  of  results 

4  CFR  part  399  —  Statements  of  general  policy 

•  Section  610:  No  SEIOSNOSE.  In  general,  the  part  provides  guidance  to  the  industry  and  imposes  minimal  burden. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  When  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in'plain  language. 

•  General:  After  a  review,  OST  issued  a  NPRM  in  December  2005  [RIN  2105-AD56]  concerning  price  advertising  and 
is  considering  what,  if  any,  further  action  to  take.  Some  technical  corrections  are  needed  to  other  statements  to 
reflect  organizational  changes  and  make  various  updates.  We  will  begin  rulemaking  as  soon  as  resources  allow.  In 
general,  the  part  provides  guidance  to  the  industry  and  imposes  minimal  burden. 

49  CFR  part  1  —  Organization  and  Delegation  of  Powers  and  Duties 

•  Section  610:  No  SEIOSNOSE.  This  rule  is  wholly  internal  to  DOT  in  its  application,  describing  which  DOT  officials 
have  been  delegated  authority  to  implement  various  authorities  and  programs. 

•  Plain  Language:  This  rule  simply  lists  the  authorities  and  subject  matter  areas  under  the  jurisdiction  of  various  DOT 
officials.  As  such,  the  plain  language  impacts  of  the  rule  text  are  minimal. 

•  General:  This  rule  is  subject  to  frequent  additions  (i.e.,  when  new  authorities  in  legislation  are  delegated  to  a  DOT 
official)  and  deletions  (i.e.,  when  an  authority  or  program  expires).  In  addition,  it  changes  when  organizational 
delegations  change  {e.g.,  delegations  to  RSPA  become  delegations  to  PHMSA  and  RITA).  These  changes  ensure  that 
the  rule  is  kept  up-to-date. 

49  CFR  part  3  —  Official  Seal 

•  Section  610:  No  SEIOSNOSE.  This  brief  part  describes  and  pictures  the  Official  Seal  of  DOT.  It  has  no  effects  on 
anyone  outside  DOT. 

•  Plain  Language:  A  picture  being  worth  a  thousand,  even  plain,  words,  the  illustration  of  the  DOT  seal  that  is  the 
focus  of  this  part  is  not  in  need  of  any  work  in  the  plain  language  area. 

•  General:  There  is  no  revision  of  this  toile  needed  in  the  foreseeable  future. 

49  CFR  part  5  —  Rulemaking  Procedures 

•  Section  610:  No  SEIOSNOSE.  This  is  an  internal  procedural  rule  describing  the  process  DOT  uses  for  rulemaking. 

The  process  is  easy  to  access  for  Icurge  or  small  entities  requesting  DOT  regulatory  actions  (e.g.,  through  petitions 

for  rulemaking  or  exemption).  Under  the  rule,  anyone  seeking  to  have  the  Department  initiate  some  kind  of  regulation 
need  only  write  an  explanatory  letter  to  the  Department. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  This  rule  contains  the  basic  ways  in  which  DOT  initiates  and  conducts  rulemaking.  Other,  more  detailed, 
requirements  concerning  rulemaking  are  contained  in  a  variety  of  statutes,  and  Executive  orders,  and  OMB  and  DOT 
directives  and  guidance.  Consequently,  there  is  little  need  for  revision  of  part  5. 

49  CFR  part  6  —  Implementation  of  Equal  Access  to  Justice  Act  in  Agency  proceedings 

•  Section  610:  No  SEIOSNOSE.  The  rule  simply  implements  a  statute  and  imposes  the  minimal  burden  necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  When  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  Some  technical  changes  are  needed  to  reflect  organizational  changes  within  the  Department  and  will  be 
made  as  resources  allow.  The  rule  simply  implements  a  statute  and  imposes  the  minimal  burden  necessary. 

49  CFR  part  7  —  Public  availability  of  information 

•  Section  610:  No  SEIOSNOSE.  In  general,  the  rule  is  cost-effective  .and  imposes  the  minimal  burden  necessary. 
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•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  Some  technical  corrections  are  needed  to  reflect  organizational  changes  and  make  other  minor  corrections 
and  updates.  We  will  begin  rulemaking  as  soon  as  resources  allow.  In  general,  the  rule  is  cost-effective  and  imposes 
the  minimal  burden  necessary. 

49  CFR  part  8  —  Classified  information:  Classification/declassification/access 

•  Section  610:  OST  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  Some  technical  corrections  are  needed  to  reflect  organizational  changes  and  make  other  minor  corrections 
and  updates.  We  will  begin  rulemaking  as  soon  as  resources  allow.  In  general,  the  rule  is  cost-effective  and  imposes 
the  minimal  burden  necessary. 

49  CFR  part  9  —  Testimony  of  employees  of  the  Department  and  production  of  records  in  legal  proceedings 

•  Section  610:  No  SEIOSNOSE.  This  rule  primarily  governs  the  activities  of  DOT  employees  with  respect  to  litigation 
in  which  the  Federal  Government  is  not  a  party.  It  is  intended  to  prevent  DOT  employees  and  offices  from  being 
burdened  by  requests  by  private  litigants  for  participation  in  such  litigation.  The  rule  provides  a  procedure  by  which 
an  attorney,  representing  any  entity,  regardless  of  size,  can  request  an  exemption  from  the  rule’s  prohibition  of  DOT 
employee  participation  or  production  of  records. 

•  Plain  Language:  The  rule  is  drafted  primarily  with  an  audience  of  lawyers  in  mind,  and  therefore  is  expressed  in 
fairly  legalistic  language.  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  The  Department  is  currently  considering  whether  changes  to  the  scope  and  applicability  of  the  provisions 
of  this  part  are  warranted. 

49  CFR  part  10  —  Maintenance  of  and  access  to  records  pertaining  to  individuals 

•  Section  610:  No  SEIOSNOSE.  In  general,  the  rule  implements  various  statutory  requirements  and  imposes  the  minimal 
burden  necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  Some  technical  corrections  are  needed  to  reflect  organizational  changes  and  make  other  minor  corrections 
and  updates.  We  will  begin  rulemaking  as  soon  as  resources  allow.  In  general,  the  rule  implements  various  statutory 
requirements  and  imposes  the  minimal  burden  necessary.  In  addition,  we  are  continually  reviewing  the  requirements 
in  this  rule  pursuant  to  OMB  guidance  regarding  personally  identifiable  information. 

49  CFR  part  11  —  Protection  of  Human  Subjects 

•  Section  610:  No  SEIOSNOSE.  This  rule  governs  actions  by  research  institutions,  such  as  universities,  who  conduct 
research  involving  human  subjects  that  DOT  funds  support.  It  applies  to  research  by  Federal  agencies  (e.g.,  the  Volpe 
Center)  as  well.  The  research  agencies  involved  are  most  often  not  small  entities.  The  rule  is  DOT’S  incarnation 

of  Governmentwide  policies  and  rules  originally  developed  by  the  Department  of  Health  and  Human  Services. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule.  Any  future  revision  would  have  to  be  Governmentwide. 

Year  8  (fall  2005)  List  of  rules  analyzed  and  a  summary  of  results 

49  CFR  part  17  —  Intergovernmental  Review  of  Department  of  Transportation  Programs  and  Activities. 

•  Section  610:  No  SEIOSNOSE.  This  rule  which  implements  a  1982  Executive  order,  is  based  on  an  OMB  model 
rule.  It  establishes  procedures  to  ensure  that  DOT  agency  actions  are  appropriately  coordinated  with  state  and  local 
governments.  It  imposes  no  burdens  on  State  and  local  governments  of  whatever  size,  aud  the  coordination  of  various 
policies  or  projects  could  help  to  reduce  burdens  on  small  units  of  government. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  futme  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule.  Any  future  revision  would  have  to  be  Governmentwide. 

49  CFR  part  18  —  Uniform  Administrative  Requirements  for  Grants  and  Cooperative  Agreements  to  State  and  Local 
Governments 

•  Section  610:  No  SEIOSNOSE.  This  rule  implements  Govemmentwide  requirements  of  OMB  circulars  concerning  grant 
programs.  It  is  primarily  a  procedural  rule  designed  to  ensure  the  proper  stewardship  of  Federal  grant  funds.  Its 
provisions  involve  some  administrative  costs  to  State  and  local  grantees,  but  these  costs  are  unlikely  to  be  significant, 
especially  compared  with  the  grant  funds  that  are  provided  through  the  rule’s  procedures. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  futime  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule.  Any  future  revision  would  have  to  be  Governmentwide. 

49  CFR  part  19  —  Uniform  Administrative  Requirements  for  Grants  and  Agreements  with  Institutions  of  Higher  Education, 
Hospitals,  and  Other  Non-Profit  Organizations 

•  Section  610:  No  SEIOSNOSE.  This  rule  implements  Govemmentwide  requirements  of  OMB  circulars  concerning  grant 
programs.  It  is  primarily  a  procedural  rule  designed  to  ensure  the  proper  stewardship  of  Federal  grant  funds.  Its 
provisions  involve  some  administrative  costs  to  non-profit  grantees,  but  these  costs  are  unlikely  to  be  significant, 
especially  compared  with  the  grant  funds  that  are  provided  through  the  rule’s  procedures. 

•  Plain  Language:  DOT  is  incorporating  plain  language  techniques  in  its  current  revision  of  this  rule. 

•  General:  Based  on  a  review,  this  rule  is  currently  in  the  process  of  being  revised  for  greater  consistency  with  part 
18. 

49  CFR  part  20  —  New  restrictions  on  lobbying 
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•  Section  610:  No  SEIOSNOSE.  The  rule  implements  a  statute  and  imposes  the  minimal  burden  necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  No  changes  are  needed  at  this  time.  The  rule  implements  statute  and  imposes  the  minimal  burden  necessary. 

49  CFR  part  21  —  Nondiscrimination  in  the  Federally  Assisted  Programs  of  the  Department  of  Transportation — Effectuation 
of  Title  VI  of  the  Civil  Rights  Act  of  1964. 

•  Section  610:  No  SEIOSNOSE.  This  is  a  regulation  forbidding  discrimination  on  the  basis  of  race,  color,  or  national 
origin  in  DOT-assisted  programs.  It  largely  consists  of  compliance  procedures,  as  well  as  provision  of  assurances 
of  nondiscrimination  by  recipients.  It  has  negligible  economic  effects  on  regulated  parties.  It  is  based  on  a  model 
rule,  originally  developed  by  the  Department  of  Justice,  which  is  used  throughout  the  Government. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule.  Any  future  revision  would  have  to  be  Governmentwide. 

49  CFR  part  23  —  Participation  by  Disadvantaged  Business  Enterprise  in  Airport  Concessions 

•  Section  610:  No  SEIOSNOSE.  The  Department  conducted  a  thorough  review  of  the  part  23  program  and  determined 
that  it  was  appropriate  to  make  changes  in  the  regulation.  Some  of  the  necessary  changes  were  also  required  by 
statute.  Following  this  review,  the  Department  issued  a  revised  part  23  in  March  2005  [RIN  2105-AD51].  While  this 
rule  affects  many  small  businesses,  who  are  intended  to  be  its  main  beneficiaries,  the  Department  determined  that 
the  rule  does  not  have  a  significant  economic  impact  on  anyone. 

•  Plain  Language:  The  revised  part  23  was  drafted  using  plain  language  techniques,  such  as  the  question  and  answer 
format,  minimizing  sentence  length,  and  breaking  up  provisions  into  shorter  sections  and  paragraphs. 

•  General:  The  Department  is  working  on  a  final  rule  based  on  "a  March  2005  SNPRM  concerning  small  business  size 
standards,  which  will  be  of  interest  to  small  businesses  seeking  to  participate  in  the  DBE  program.  In  addition, 
the  rule  has  a  “sunset”  provision  that  will  result  in  a  thorough  review  in  2009. 

49  CFR  part  24  —  Uniform  relocation  assistance  and  real  property  acquisition  for  Federal  and  federally  assisted  programs 

•  Section  610:  No  SEIOSNOSE.  The  rule  is  cost-effective  and  imposes  the  minimal  burden  necessary. 

•  Plain  Language:  OST’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision.  If  we  propose 
to  amend  this  part  in  the  future,  we  will  ensure  it  is  written  in  plain  language. 

•  General:  No  changes  are  needed  at  this  time.  The  rule  is  cost-effective  and  imposes  the  minimal  burden  necessary. 

The  rule  was  recently  revised  on  January  4,  2005. 

49  CFR  part  25  —  Nondiscrimination  on  the  Basis  of  Sex  in  Programs  or  Activities  Receiving  Federal  Financial  Assistance. 

•  Section  610:  No  SEIOSNOSE.  This  regulation  implements  title  IX  of  the  Education  Amendments  of  1972.  This  is 
the  DOT  incarnation  of  a  Governmentwide  model  rule.  Because  DOT  provides  little,  if  any,  hnancial  assistance  to 
educational  institutions  that  are  not  already  covered  by  the  title  IX  rules  of  other  agencies  {e.g.,  the  Department 

of  Education),  the  incremental  effects  of  part  25  on  educational  institutions,  including  those  that  are  small  entities, 
are  negligible. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule.  Any  future  revision  would  have  to  be  Governmentwide. 

49  CFR  part  26  —  Participation  by  Disadvantaged  Business  Enterprise  (DBE)  in  Department  of  Transportation  Financial 
Assistance  Programs 

•  Section  610:  No  SEIOSNOSE.  The  DBE  program  is  aimed  at  improving  contracting  opportunities  for  small  businesses 
owned  and  controlled  by  socially  and  economically  disadvantaged  individuals.  Virtually  all  the  businesses  it  affects 
are  small  entities.  There  is  no  doubt  that  a  DBE  rule  always  affects  a  substantial  number  of  small  entities.  However, 
while  improving  program  administration,  facilitating  DBE  participation,  and  responding  to  legal  developments,  the 
rule  is  essentially  cost-neutral  with  respect  to  small  entities  in  general.  Part  26  is  required  by  statute,  and  it  does 

not  impose  new  burdens  or  costs  on  small  entities.  It  does  not  affect  the  total  funds  or  business  opportunities  available 
to  small  businesses  that  seek  to  work  in  DOT  financial  assistance  programs. 

•  Plain  Language:  The  rule  was  drafted  in  accordance  with  plain  language  principles  and  techniques. 

•  General:  While  there  may  be  minor  amendments  from  time  to  time,  no  overall  revision  of  the  rule  is  needed  at 
this  time. 

49  CFR  parts  27  —  Nondiscrimination  on  the  Basis  of  Disability  in  Programs  or  Activities  Receiving  Federal  Financial 
Assistance 

•  Section  610:  No  SEIOSNOSE.  Most  substantive  requirements  for  accessibility  of  facilities  are  contained  in  the 
Department’s  Americans  with  Disabilities  Act  (ADA)  rules.  This  rule,  under  section  504  of  the  Rehabilitation  Act, 

is  now  mainly  focused  on  providing  compliance  procedures  concerning  ADA  requirements  applicable  to  DOT  financial 
assistance  recipients.  Part  27  itself  consequently  has  minimal  economic  effects  on  recipients. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  There  is  no  current  need  to  revise  this  rule. 

49  CFR  part  28  —  Nondiscrimination  on  the  Basis  of  Disability  in  Programs  or  Activities  Conducted  by  the  Department 
of  Transportation 

•  Section  610:  No  SEIOSNOSE.  This  rule  governs  only  actions  by  the  DOT  itself  with  respect  to  its  own  programs, 
activities,  and  facilities.  There  are  no  regulated  parties  outside  the  DOT. 

•  Plain  Language:  DOT  will  incorporate  plain  language  techniques  in  any  future  revision  of  this  rule. 

•  General:  This  rule  is  based  on  a  Governmentwide  model  rule  developed  by  the  Department  of  Justice;  any  future 
changes  would  probably  need  to  be  Governmentwide  as  well. 
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Year  9  (fall  2006)  List  of  rule(s)  that  will  be  analyzed  during  the  next  year 

^  49  CFR  part  91  —  International  Air  Transportation  Fair  Competitive  Practices 

49  CFR  part  92  —  Recovering  Debts  to  the  United  States  by  Salary  Offset 
^  49  CFR  part  93  —  Aircraft  Allocation 

^  49  CFR  part  95  —  Advisory  Committees 

49  CFR  part  98  —  Enforcement  of  Restrictions  on  Post-Employment  Activities 
'  49  CFR  part  99  —  Employee  Responsibilities  and  Conduct 


FEDERAL  AVIATION  ADMINISTRATION 
SECTION  610  REVIEW  PLAN 


Year 

1 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

n 

1 

14  CFR  parts  1  through  21  . 

1998 

1999 

2 

1 4  CFR  parts  23  through  34 . 

1999 

2000 

3 

14  CFR  parts  35  through  49 . 

2000 

2001 

4  * 

14  CFR  parts  61  through  77 . 

2001 

2002 

5 

14  CFR  parts  91  through  105 . 

2002 

2003 

6 

14  CFR  parts  107  through  133 . 

2003 

2004 

7 

14  CFR  parts  135  through  147 . '... 

2004 

2005 

8 

14  CFR  parts  150  through  169 . 

2005 

2006 

9 

14  CFR  parts  170  through  198 . 

2006 

2007 

_ 

14  CFR  parts  400  through  415 . . . 

2007 

2008 

*  FAA  will  also  review  alt  other  rules  dealing  with  alcohol  and  drugs 

Year  5  (fall  2002)  List  of  rules  continuing  to  be  analyzed 

14  CFR  part  91  —  General  Operating  and  Flight  Rules 

Year  5  (fall  2002)  List  of  rules  analyzed  and  a  summary  of  results 

14  CFR  part  93  —  Special  Air  Traffic  Rules 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However,  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

14  CFR  part  95  —  IFR  Altitudes 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However,  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

14  CFR  part  97  —  Standard  Instrument  Approach  Procedures 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However,  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

14  CFR  part  99  —  Security  Control  of  Air  Traffic 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However,  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

14  CFR  part  101  —  Moored  Balloons,  Kites,  Unmanned  Rockets,  and  Unmanned  Free  Balloons 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  finds  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However,  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

14  CFR  part  103  —  Ultralight  Vehicles 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 

least  burden.  , 


•-  f. 
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14  CFR  part  105  —  Parachute  Operations 

•  Section  610:  The  Agency  has  conducted  section  610  reviews  for  this  part  and  found  no  SEIOSNOSE. 

•  Plain  Language:  In  conducting  the  section  610,  we  did  not  review  for  plain  language.  However  when  we  propose 
to  amend  these  parts,  we  will  ensure  the  regulation(s)  are  written  in  plain  language. 

•  General:  No  changes  are  necessary  since  the  benefits  of  the  rule  justify  its  costs  and  the  regulations  impose  the 
least  burden. 

Year  6  (fall  2003)  List  of  rules  scheduled  to  be  analyzed  during  the  next  year 

14  CFR  parts  107  and  109  have  been  transferred  to  the  Department  of  Homeland  Security,  Transportation  Security 
Administration 

49  CFR  part  119  —  Certification:  Air  Carriers  and  Commercial  Operators 

49  CFR  part  121  —  Operating  Requirements:  Domestic,  Flag,  and  Supplemental  Operations 

49  CFR  part  125  —  Certification  and  Operations:  Airplanes  Having  a  Seating  Capacity  of  20  or  More  Passengers  or 
a  Maximum  Payload  Capacity  of  6,000  Pounds  or  More;  and  Rules  Governing  Persons  on  Boeurd  Such  Aircraft 
49  CFR  part  129  —  Operations:  Foreign  Air  Carriers  and  Foreign  Operators  of  U.S.-Registered  Aircraft  Engaged  in 
Common  Carriage 

49  CFR  part  133  —  Rotorcraft  External-Load  Operations 

Year  7  (fall  2004)  List  of  rules  that  will  be  analyzed  beginning  fail  2008 

14  CFR  part  135  —  Operating  Requirements:  Commuter  and  on-demand  operations  and  rules  governing  persons  on 
board  such  aircraft 

14  CFR  part  137  —  Agricultural  aircraft  operations 
14  CFR  part  139  —  Certification  of  Airports 
14  CFR  part  141  —  Pilot  schools 
14  CFR  part  142  —  Training  centers 
14  CFR  part  145  —  Repair  stations 

14  CFR  part  147  —  Aviation  maintenance  technician  schools 

Year  8  (fall  2005)  List  of  ruies  that  will  be  analyzed  beginning  fail  2009 

14  CFR  part  150  —  Airport  noise  compatibility  planning 
14  CFR  part  151  —  Federal  aid  to  airports 
14  CFR  part  152  —  Airport  aid  program 

14  CFR  part  155  —  Release  of  airport  property  from  surplus  property  disposal  restrictions 
14  CFR  part  156  —  State  block  grant  pilot  program 

14  CFR  part  157  —  Notice  of  construction,  alteration,  activation,  and  deactivation  of  airports 
14  CFR  part  158  —  Passenger  facility  charges  (PFCs) 

14  CFR  part  161  —  Notice  and  approval  of  airport  noise  and  access  restrictions 

14  CFR  part  169  —  Expenditure  of  Federal  funds  for  nonmilitary  airports  or  air  navigation  facilities  thereon 
The  Agency  will  perform  analysis  of  parts  scheduled  for  review  years  9  and  10  beginning  fall  2010.  While  we 
have  made  significant  progress,  we  were  unable  to  perform  the  required  analyses  within  the  10-year  plan  due  to 
the  need  to  perform  other  high  priority  safety  regulatory  actions  designed  to  further  reduce  the  air  carrier  and  general 
aviation  accident  rate.  However,  we  recognize  the  importance  of  reviewing  the  impact  of  existing  rules  on  small 
entities  and  have  developed  this  plan  to  ensure  that  the  reviews  occur. 

FEDERAL  HIGHWAY  ADMINISTRATION- 
SECTION  610  AND  OTHER  REVIEWS 


Year  ! 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

None . 

1998 

1999 

2 

None . 

1999 

2000 

3 

23  CFR  parts  450,  657,  and  771  . 

2000 

2001 

4 

23  CFR  parts  1  through  260  . 

2001 

;  2002 

5 

23  CFR  parts  420,  460  through  480  . 

2002 

2003 

6 

23  CFR  part  500  . , . 

2003 

2004 

7 

23  CFR  parts  600  through  656,  658  through  669  . . . . 

2004 

2005 

8 

23  CFR  parts  710  through  924  . 

2005 

I  2006 

9 

23  CFR  parts  1200  through  1252  . .-. . 

2006 

2007 

10 

New  parts  and  subparts . . . 

2007 

,  2008 

Federal-Aid  Highway  Program 

The  FHWA  has  adopted  regulations  in  title  23  of  the  CFR,  chapter  I,  related  to  the  Federal-Aid  Highway  Program. 
These  regulations  implement  and  carry  out  the  provisions  of  Federal  law  relating  to  the  administration  of  Federal 
aid  for  highways.  The  primary  law  authorizing  Federal  aid  for  highways  is  chapter  I  of  title  23  of  the  U.S.C.  Section 
145  of  title  23  expressly  provides  for  a  federally  assisted  State  program.  For  this  reason,  the  regulations  adopted 
by  the  FHWA  in  title  23  of  the  CFR  primarily  relate  to  the  requirements  that  States  must  meet  to  receive  Federal 
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funds  for  the  construction  and  other  work  related  to  highways.  Because  the  regulations  in  title  23  primarily  relate 
to  States,  which  are  not  defined  as  small  entities  under  the  Regulatory  Flexibility  Act,  the  FHWA  believes  that 
its  regulations  in  title  23  do  not  have  a  significant  economic  impact  on  a  substantial  number  of  small  entities. 

The  FHWA  solicits  public  comment  on  this  preliminary  conclusion. 

Year  8  (fall  2005)  List  of  rules  analyzed  and  summary  of  the  results 

23  CFR  part  710 — Right-of-Way  and  real  estate 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

•  23  CFR  part  750  —  Highway  beautification 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

23  CFR  part  751  —  Junkyard  control  and  acquisition 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

23  CFR  part  752  —  Landscape  and  roadside  development 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

23  CFR  part  771  —  Environmental  impact  and  related  procedures 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  We  are  currently  working  with  the  Federal  Transit  Administration  to  update  this  rule,  mainly  to  comply 
with  statutory  changes. 

23  CFR  part  772  —  Procedures  for  abatement  of  highway  traffic  noise  and  construction  noise 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  We  recently  updated  this  regulation  to  require  the  use  of  the  FHWA  Traffic  Noise  Model  (FHWA  TNM) 

or  any  other  model  determined  by  the  FHWA  to  be  consistent  with  the  methodology  of  the  FHWA  TNM.  Additionally, 
we  added  specific  reference  to  acceptable  highway  traffic  noise  prediction  methodology  and  removed  references  to 
a  noise  measurement  report  and  vehicle  noise  emission  levels  that  no  longer  need  to  be  included  in  the  regulation. 

23  CFR  part  777  —  Mitigation  of  environmental  impacts  to  .privately  owned  wetlands 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

23  CFR  part  810  —  Mass  transit  and  special  use  highway  projects 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

23  CFR  part  924  —  Highway  Safety  improvement  program 

•  Section  610:  No  SEIOSNOSE.  This  section  applies  primarily  to  State  transportation  agencies  that  are  not  small  entities. 

•  Plain  Language:  FHWA’s  plain  language  review  of  these  rules  indicates  no  need  for  substantial  revision. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

Year  9  (fall  2006)  List  of  rules  that  will  be  analyzed  during  the  next  year 

23  CFR  part  1200  —  Uniform  procedures  for  State  highway  safety  programs 
23  CFR  part  1205  —  Highway  safety  programs;  determinations  of  effectiveness 
23  CFR  part  1206  —  Rules  of  procedure  for  invoking  sanctions  under  the  Highway  Safety 
Act  of  1966 

23  CFR  part  1208  —  Minimal  drinking  age 

23  CFR  part  1210  —  Operation  of  motor  vehicles  by  intoxicated  minors 

23  CFR  part  1215  —  Use  of  safety  belts  —  compliance  and  transfer-of-funds  procedures 

23  CFR  part  1225  —  Operation  of  motor  vehicles  by  intoxicated  persons 

23  CFR  part  1235  —  Uniform  system  for  parking  for  persons  with  disabilities 

23  CFR  part  1240  —  Safety  incentive  grants  for  use  of  seat  belts  —  allocations  based  on  seat  belt  use  rates 
23  CFR  part  1250  —  Political  subdivision  participation  in  State  highway  safety  programs 
23  CFR  part  1251  —  State  highway  safety  agency 

23  CFR  part  1 252  —  State  matching  of  planning  and  administration  costs 
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FEDERAL  MOTOR  CARRIER  SAFETY  ADMINISTRATION 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

1998 

1999 

2 

None . 

1999 

2000 

3 

2000 

2001 

4 

2001 

2002 

5 

2002 

2003 

6 

49  CFR  parts  372  subpart  A,  381,  386,  388,  and  389  . 

2003 

2004 

7 

49  CFR  parts  325,  350,  355,  382  through  385,  390  through  393,  and  396  through  399  . 

2004 

2005 

8 

49  CFR  parts  356,  367,  370,  371,  372  subparts  B-C,  373,  374,  376,  and  379  . 

2005 

2006 

9 

49  CFR  parts  360,  365,  366,  368,  377,  378,  and  387  . 

2006 

2007 

10 

49  CFR  375,  395,  and  new  parts  and  subparts . 

2007 

2008 

Year  8  (fall  2006)  List  of  rules  analyzed  and  a  summary  of  the  results 

49  CFR  part  356  —  Motor  Carrier  Routing  Regulations 

•  Section  610:  No  SEIOSNOSE.  This  part  applies  to  motor  carriers  of  property  and  passengers.  With  the  exception 

of  insignificant  costs  associated  with  notification  requirements  listed  in  356.5(b)  and  356.13,  these  rules  do  not  restrict 
or  impose  any  requirement  which  could  result  in  a  significant  cost  to  any  impacted  entities. 

•  Plain  Language:  FMCSA  will  integrate  plain  language  techniques  to  the  extent  possible  as  rulemakings  are  written 
to  address  amendments  mandated  by  the  Safe,  Accountable,  Flexible,  Efficient  Transportation  Equity  Act:  A  Legacy 
for  Users  (SAFETEA-LU). 

•  General:  Although  part  356  implements  the  provisions  of  49  U.S.C.  13902,  changes  may  be  required  as  segments 
of  the  rule  may  have  been  superseded  by  registration  of  routes  language  in  part  367  and  insurance  requirements 
codified  under  part  387. 

49  CFR  part  367  —  Standards  for  Registration  With  States 

•  Section  610:  No  SEIOSNOSE.  This  administrative  part  primarily  informs  the  States  of  rules  for  registering  motor 
carriers.  A  few  of  the  rules  authorize  non-burdensome  fees  on  a  significant  number  of  motor  carriers;  but,  since 
States  are  not  counted  as  small  entities  and  the  fees  are  low,  we  find  no  significant  costs  imposed  on  any  small 
entities. 

•  Plain  Language:  FMCSA  will  integrate  plain  language  techniques  as  rulemakings  are  written  to  respond  to  changes 
driven  by  SAFETEA-LU  as  part  of  the  Unified  Carrier  Registration  System  Plan. 

•  General:  FMCSA  interviewed  stakeholders  of  part  367  and  they  concluded  that  this  rule  is  still  needed.to  implement 
the  Single  State  Registration  System  (SSRS)  under  49  U.S.C.  14504.  This  regulation  will  be  rewritten  as  part  of 

the  Unified  Carrier  Registration  System  Plan. 

49  CFR  part  370  —  Principles  and  Practices  for  the  Investigation  and  Voluntary  Disposition  of  Loss  and  Damage  Claims  . 
and  Processing  Salvage 

•  Section  610:  No  SEIOSNOSE.  This  part  establishes  minimum  standards  for  filing  and  processing  claims  for  property 
loss  or  damage.  The  rules  cu-e  not  restrictive  since  the  Motor  Carrier  Act  of  1980  overrode  part  370’s  only  prohibition 
which  restricted  preferential  treatment  to  shippers.  Consequently  we  see  no  significant  cost  impact  to  emy  small 
entities. 

•  Plain  Language:  FMCSA  will  rewrite  these  rulemakings  using  plain  language  techniques  as  resources  permit. 

•  General:  FMCSA  interviewed  stakeholders  of  part  370  and  concluded  the  rules  are  still  needed  to  provide  carriers 
with  prudent  business  practices  and  to  help  arbitrate  disputes  involving  the  household  goods  (HHG)  industry. 

49  CFR  part  371  —  Brokers  of  Property 

•  Section  610:  No  SEIOSNOSE.  This  part  provides  guidelines  for  entities  involved  in  arranging  the  transportation  of 
property  for  a  fee.  The  part  defines  who/what  constitutes  an  agent,  and  outlines  the  agent’s  responsibilities.  The 
rules  do  not  obligate  action  beyond  basic  recordkeeping  at  a  trivial  cost;  therefore,  we  find  no  significant  cost  burden 
imposed  on  any  small  entities. 

•  Plain  Language:  FMCSA  will  rewrite  these  rulemakings  using  plain  language  techniques  as  resources  permit. 

•  General:  FMCSA  has  issued  an  Advance  Notice  of  Proposed  Rulemaking  (69  FR  75554)  to  determine  whether  the 
rules  adequately  protect  HHG  transportation  consumers. 

49  CFR  part  372  —  Exemptions,  Commercial  Zones,  and  Terminal  Areas,  Subparts  B  and  C 

•  Section  610:  No  SEIOSNOSE.  This  part  defines  areas  of  conunercial  vehicle  operations  which  are  exempt  from  FMCSA 
authority,  and  therefore  impose  no  fees,  costs,  or  actions  upon  any  small  entities. 

•  Plain  Language;  FMCSA  will  rewrite  these  rulemakings  using  plain  language  techniques  as  resources  permit. 

•  General:  No  changes  are  needed  as  these  rules  support  49  U.S.C.  13506(b)  which  defines  commercial  zone  exemptions, 
and  49  U.S.C.  13503  which  defines  exemptions  associated  with  terminals.  The  benefits  of  this  part  outweigh  the 
trivial  costs  and  the  minimal  burden  on  society  it  may  impose. 

49  CFR  part  373  —  Receipts  and  Bills 

•  Section  610:  No  SEIOSNOSE.  This  peirt  implements  the  provisions  of  49  U.S.C.  14706,  and  addresses  carrier  liability 
related  to  receipts  and  bills  of  lading.  These  rules  do  not  impose  any  significaht  cost  on  any  small  entities,  as 

they  involve  standard  business  practices  that  a  reasonable  person  would  undertake. 
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•  Plain  Language:  FMCSA  will  rewrite  the  regulations  using  plain  language  techniques  as  resources  permit. 

•  General:  According  to  a  recent  FMCSA  survey  of  stakeholders,  the  rules  are  still  needed  and  do  not  require  changes. 

The  benefits  of  this  part  outweigh  the  trivial  costs  and  the  minimal  burden  on  society  it  may  impose. 

49  CFR  part  374  —  Passenger  Carrier  Regulations 

•  Section  610:  There  is  a  SEIOSNOSE.  The  majority  of  the  rules  in  part  374  have  no  significant  economic  impact 

on  a  substantial  number  of  small  entities  as  they  deal  with  passenger  conduct  including:  anti-discrimination,  smoking 
bans,  and  procedures  for  declaring  excess  baggage.  The  SEIOSNOSE  is  limited  to  section  374.309(a),  which  requires 
stations  to  be  regularly  patrolled.  We  estimate  a  marginal  cost  of  $3,000  per  year,  limited  to  patrols  required  for 
a  small  company  during  un-staffed  periods. 

•  Plain  Language:  FMCSA  will  rewrite  the  regulations  using  plain  language  techniques  as  resources  permit. 

•  General:  The  Agency  is  performing  a  regulatory  effectiveness  review  of  part  374  to  identify  opportunities  to  reduce 
any  unnecessary  burdens  on  society.  FMCSA  will  propose  a  rulemaking  if  the  regulatory  review  determines  that 
the  burden  on  society  caused  by  the  SEIOSNOSE  can  be  remedied. 

49  CFR  part  376  —  Lease  and  Interchange  of  Vehicles 

•  Section  610:  No  SEIOSNOSE.  Part  376  provides  specific  rules  for  and  protections  to  the  owner-operator  regarding 
the  leasing  of  commercial  vehicles  and  related  equipment.  These  rules  require  a  small  amount  of  paperwork,  and 
do  not  amount  to  a  significant  cost  to  any  entity. 

•  Plain  Language:  FMCSA  will  rewrite  the  regulations  using  plain  language  techniques  as  resources  permit. 

•  General:  FMCSA  interviewed  stakeholders  of  part  376  and  concluded  that  the  rules  are  necessary  to  protect  owner- 
operators  from  being  exploited  by  firms  who  control  the  leasing  of  commercial  motor  vehicles. 

49  CFR  part  379  —  Preservation  of  Records 

•  Section  610:  No  SEIOSNOSE.  Part  379  requires  motor  carriers  and  fi’eight  forwarders  engaged  in  interstate  commerce 
to  retain  records  that  in  many  cases  are  also  required  by  the  Internal  Revenue  Service,  Securities  and  Exchange 
Commission,  and  State  and  local  jurisdictions,  and  therefore,  this  is  not  a  SEIOSNOSE. 

•  Plain  Language:  FMCSA  will  rewrite  the  regulations  using  plain  language  techniques  as  resources  permit. 

•  General:  These  regulations  continue  to  be  needed,  as  they  allow  FMCSA  access  to  documents  necessary  in  validating 
motor  carrier  statutory  compliance  with  49  U.S.C.  14122  and  14123. 

Year  9  (fall  2007)  List  of  rules  to  be  analyzed  during  the  next  year 

49  CFR  part  360  —  Fees  for  Motor  Carrier  Registration  and  Insurance 

49  CFR  part  365  —  Rules  Governing  Applications  for  Operating  Authority 

49  CFR  part  366  —  Designation  of  Process  Agent 

49  CFR  part  368  —  Application  for  a  Certificate  of  Registration  to  Operate  in  Municipalities  in  the  United  States 
on  the  United  States-Mexico  International  Border  or  within  the  Conunercial  Zones  of  Such  Municipalities 

49  CFR  part  377  —  Payment  of  Transportation  Charges 

49  CFR  part  378  —  Procedures  Governing  the  Processing,  Investigation,  and  Disposition  of  Overcharge,  Duplicate  Payment, 
or  Overcollection  Claims 

49  CFR  part  387  —  Minimum  Levels  of  Financial  Responsibility  for  Motor  Carriers 


NATIONAL  HIGHWAY  TRAFFIC  SAFETY  ADMINISTRATION 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

49  CFR  parts  501  through  526  and  571.213  . 

1998 

1999 

2 

49  CFR  parts  571.131,  571.217,  571.220  through  571.222  . . 

1999 

2000 

3 

49  CFR  parts  571.101  through  571.110,  and  571.135  . 

2000 

2001 

4 

49  CFR  parts  529  through  579,  except  571  . . . 

2001 

2002 

5 

49  CFR  parts  571.111  through  571.129,  and  580  through  590  . . 

2002 

2003 

6 

49  CFR  part  571.201  through  571.212 . 

2003 

2004 

7 

49  CFR  parts  571.214  through  571.219,  except  571.217 . 

2004 

2005 

8 

49  CFR  parts  591  through  594  . 

2005 

2006 

9 

49  CFR  parts  571 .223  through  571 .304,  500,  and  new  parts  and  subparts  under  49  CFR  . 

2006 

2007 

10 

23  CFR  parts  1200  through  1300,  and  new  parts  and  subparts  . 

2007 

2008 

Year  7  (fall  2004)  List  of  rules  analyzed  arid  a  summary  of  the  results 

49  CFR  part  571.214  —  Side  impact  protection 

•  Section  610:  No  SEIOSNOSE.  No  small  entities  are  affected. 

•  Plain  Language:  This  rule  is  being  amended  using  plain  language  techniques.  Where  confusing  or  wordy  language 
has  been  identified,  we  will  make  revisions. 

•  General:  No  other  changes  are  needed  because  the  requirements  support  NHTSA’s  mission  of  saving  lives,  preventing 
injuries  and  reducing  economic  costs  due  to  road  traffic  crashes.  The  benefits  of  the  rule  justify  the  costs,  and 

the  regulations  impose  the  least  cost  on  society. 

49  CFR  part  571.215  —  [Reserved] 

49  CFR  part  571.216  —  Roof  crush  resistance 
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•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language:  This  rule  is  being  amended  using  plain  language  techniques.  VVhere  confusing  or  wordy  language 
has  been  identified,  we  will  make  revisions. 

•  General:  No  other  changes  eire  needed  because  the  requirements  support  NHTSA’s  mission  of  saving  lives,  preventing 
injuries  and  reducing  economic  costs  due  to  road  traffic  crashes.  The  benefits  of  the  rule  justify  the  costs,  and 

the  regulations  impose  the  least  cost  to  society. 

49  CFR  part  571.218  —  Motorcycle  helmets 

•  Section  610:  No  SEIOSNOSE.  No  small  entities  are  affected. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  mcike  revisions. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

49  CFR  part  571.219  —  Windshield  zone  intrusion 

•  Section  610:  No  SEIOSNOSE.  No  small  entities  are  affected. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  No  changes  are  needed.  These  regulations  are  cost  effective  and  impose  the  least  burden. 

Year  8  (fall  2005)  List  of  rules  continuing  to  be  analyzed 

49  CFR  part  591  —  Importation  of  Vehicles  and  Equipment  Subject  to  Federal  Safety,  Bumper  and  Theft  Prevention 
Standards 

49  CFR  part  592  —  Registered  Importers  of  Vehicles  Not  Originally  Manufactmed  To  Conform  to  the  Federal  Motor 
Vehicle  Safety  Standards 

49  CFR  part  593  —  Determinations  That  a  Vehicle  Not  Originally  Manufactured  to  Conform  to  the  Federal  Motor 
Vehicle  Safety  Standards  is  Eligible  for  Importation 
49  CFR  part  594  —  Schedule  of  Fees  Authorized  by  49  U.S.C.  30141 

Year  9  (fall  2006)  List  of  ruies  that  will  be  analyzed  during  the  next  year 

49  CFR  part  571.223  —  Standard  No.  223;  Rear  impact  guards. 

49  CFR  part  571.224  —  Standard  No.  224;  Rear  impact  protection. 

49  CFR  part  571.225  —  Standard  No.  225;  Child  restraint  anchorage  systems. 

49  CFR  part  571.301  —  Standard  No., 301;  Fuel  system  integrity. 

49  CFR  part  571.302  —  Standard  No.  302;  Flammability  of  interior  materials. 

49  CFR  part  571.303  —  Standard  No.  303;  Fuel  system  integrity  of  compressed  natural  gas  vehicles. 

49  CFR  part  571.304  —  Standard  No.  304;  Compressed  natural  gas  fuel  container  integrity. 

49  CFR  part  500  —  Standard  No.  500;  Low-speed  vehicles. 

FEDERAL  RAILROAD  ADMINISTRATION 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

49  CFR  parts  200  through  201  . 

1998 

1999 

2 

49  CFR  parts  207,  209,  211,  215,  and  256  . 

1999 

2000 

3 

49  CFR  parts  210,  212,  214,  and  217 . 

2000 

2001 

4 

49  CFR  part  219  . 

2001 

2002 

5 

49  CFR  parts  218  and  221  . 

2002 

2003 

6 

49  CFR  parts  216  and  228  through  229  . 

2003 

2004 

7 

49  CFR  parts  223  and  233  . 

2004 

2005 

8 

49  CFR  parts  225,  231,  and  234  . : . 

2005 

2006 

9 

49  CFR  parts  235  through  236,  250,  260,  and  266  . 

2006 

2007 

10 

49  CFR  parts  213,  220,  230,  232,  239,  240,  and  265  . 

2007 

2008 

Year  8  (fall  2005)  List  of  rules  analyzed  and  a  summary  of  results 

49  CFR  part  225  —  Railroad  Accidents/Incidents:  Reports-Classification  and  Investigations 

•  Section  610:  There  is  no  SEIOSNOSE.  Section  225.3  specifically  states  that  certain  Internal  Control  Plan  and 
recordkeeping  requirements  are  not  applicable  to  railroads  below  a  certain  size.  FRA  also  makes  available  a  ft-ee 
software  package  to  all  railroads  that  would  allow  for  FRA  recordkeeping  and  reporting. 

•  Plain  Language:  FRA’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision. 

•  General:  Since  the  FRA  needs  accurate  information  on  the  hazards  and  risks  that  exist  on  the  nation’s  railroads 

to  effectively  carry  out  its  regulatory  responsibilities,  to  determine  comparative  trends  of  railroad  safety,  and  to  develop 
hazard  elimination  and  risk  reduction  programs  that  focus  on  preventing  railroad  injuries  and  accidents,  the  requirements 
set  forth  in  part  225  will  improve  railroad  safety  for  industry  employees  and  general  public. 

49  CFR  part  231  —  Railroad  Safety  Appliances  Standards 

•  Section  610:  There  is  no  SEIOSNOSE.  Small  railroads  generally  purchase  rail  equipment  that  has  already  been  used 
in  transportation  by  Class  I  and  Class  II  railroads.  As  a  result,  rail  equipment  used  by  small  railroads  is  often  in 
compliance  with  part  231  standards  at  the  time  of  acquisition.  In  addition,  small  railroads  are  not  substantially  affected 
by  rail  equipment  maintenance  costs  that  are  associated  with  part  231  requirements  because  most  rail  equipment 
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repairs  are  performed  by  Class  I  and  Class  II  railroads  and/or  billed  to  the  car  owner.  Although  part  231  may  have 
some  impact  on  small  railroads,  FRA  has  deemed  any  such  impact  to  he  necessary  to  ensure  uniform  and  consistent 
equipment  design  requirements,  which  contribute  to  the  safety  of  railroad  employees  who  work  on  or  about  the 
rail  equipment. 

•  Plain  Language:  FRA’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision. 

•  General:  The  rule  provides  for  railroad  safety  standards  which  are  necessary  to  ensure  the  protection  and  safety 
of  railroad  employees  and  general  public,  and  to  minimize  the  number  of  casualties. 

49  CFR  Part  234  —  Grade  Crossing  Signal  System  Safety 

•  Section  610:  There  is  no  SEIOSNOSE.  This  rule  does  not  apply  to  railroads  that  exclusively  operate  freight  trains 
only  on  track  which  is  not  part  of  the  general  railroad  system  of  transportation,  rapid  transit  operations  within 

an  urban  area  that  are  not  connected  to  the  general  railroad  system  of  transportation  or  railroads  that  operates  passenger 
trains  only  on  track  inside  insular  installations.  Since  small  railroads  have  proportionately  smaller  numbers  of  grade 
crossing  warning  systems  to  inspect,  test,  and  maintain,  smaller  railroads  wduld  have  a  smaller  burden  of  cost  per 
crossing. 

•  Plain  Language:  FRA’s  plain  language  review  of  this  rule  indicates  no  need  for  substantial  revision. 

•  General:  Since  the  rule  prescribes  maintenance,  inspection  and  testing  standards  for  highway-rail  grade  crossing  warning 
systems,  standards  for  the  reporting  of  failures  of  such  systems  and  minimum  actions  railroads  must  take  when 

such  warning  systems  malfunction.  These  regulations  are  necessary  to  ensure  the  protection  and  safety  of  railroad 
employees. and  the  general  public,  and  to  minimize  the  number  of  casualties. 

Year  9  (fall  2007)  List  of  rules  to  be  analyzed  during  the  next  year 

49  CFR  part235  —  Instructions  Governing  Applications  for  Approval  of  a  Discontinuance  or  Material  Modification  of 
a  Signal  System  or  Relief  From  the  Requirements  of  Part  236 

49  CFR  part236  —  Rules,  Standards,  and  Instructions  Governing  the  Installation,  Inspection,  Maintenance,  and  Repair 
of  Signal  and  Train  Control  Systems,  Devices,  and  Appliances 

49  CFR  part250  —  Guarantee  of  Certificates  of  Trustees  of  Railroads  in  Reorganization 

49  CFR  part260  —  Regulations  Governing  Loans  and  Loan  Guarantees  Under  the  Railroad  Rehabilitation  and  Improvement 
Financing  Program 

49  CFR  part266  —  Assistance  to  States  for  Local  Rail  Service  Under  Section  5  of  the  Department  of  Transportation 
Act 


FEDERAL  TRANSIT  ADMINISTRATION 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

1998 

1999 

2 

1999 

!  2000 

3 

2000 

2001 

4 

49  CFR  parts  661  and  665  . 

2001 

2002 

5 

2002 

2003 

6 

2003 

2004 

7 

49  CFR  parts  601  and  659  . 

2004 

2005 

8 

49  CFR  parts  604  and  605  . 

2005 

2006 

49  CFR  parts  661  and  665  . 

2006 

2007 

10 

49  CFR  parts  624  and  633  . 

2007 

2008 

Year  8  (fall  2005)  List  of  rules  continuing  to  be  analyzed 

49  CFR  part  604  —  Charter  Services 
49  CFR  part  605  —  School  Bus  Operations 

Year  9  (fall  2006)  List  of  rules  that  will  be  analyzed  during  the  next  year 

49  CFR  part  601  —  Buy  America  Requirements 
49  CFR  part  665  —  Bus  Testing 

MARITIME  ADMINISTRATION 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

1  j 

Analysis  Year 

Review  Year 

46  CFR  parts  201  through  207  . 

1998 

1999 

2 

46  CFR  parts  221  through  232  . 

1999 

j  2000 

3 

46  CFR  parts  249  through  295  . 

2000 

2001 

4 

46  CFR  part  298  . 

2001  ! 

2002 

5 

46  CFR  parts  307  through  310 . 

2002 

2003 

6 

46  CFR  parts  315  through  339  . 

2003  1 

2004 
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MARITIME  ADMINISTRATION  (Continued) 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

7  46  CFR  parts  340  and  347  . 

2004 

2005 

8 

46  CFR  parts  349  through  380  . 

2005 

2006 

9 

46  CFR  parts  381  through  387  . 

2006 

2007 

10 

46  CFR  parts  390  through  391  . 

2007 

2008 

Year  8  (fall  2005)  List  of  rules  analyzed  and  a  summary  of  the  results 

46  CFR  part  349  —  Reemployment  Rights  of  Certain  Merchant  Seamen 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the 

•  economic  impact  on  small  entities  will  not  be  significant. 

•  Plain  Language;  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General;  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  350  —  Seamen’s  Service  Awards 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  351  —  Depositories 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  355  —  Requirements  for  Establishing  United  States  Citizenship 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  356  —  Requirements  for  Vessels  of  100  Feet  or  Greater  in  Registered  Length  to  Obtain  a  Fishery  Endorsement 
to  the  Vessel’s  Documentation 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language:  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  370  —  Claims 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language;  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

46  CFR  part  380  —  Procedures 

•  Section  610:  No  SEIOSNOSE.  Some  small  entities  may  be  affected,  but  the  economic  impact  on  small  entities  will 
not  be  significant. 

•  Plain  Language;  Where  confusing  or  wordy  language  has  been  identified,  we  will  make  revisions. 

•  General:  We  will  continue  to  review  these  regulations  and  make  changes  when  necessary. 

Year  9  (fall  2006)  List  of  rules  that  will  be  analyzed  during  the  next  year 

46  CFR  part  381  —  Cargo  Preference  —  U.S.  Flag  Vessels 

46  CFR  part  382  —  Determination  of  Fair  and  Reasonable  Rates  for  the  Carriage  of  Bulk  and  Packaged  Preference 
Cargoes  on  U.S.-Flag  Commercial  Vessels 

46  CFR  part  385  —  Research  and  Development  Grant  and  Cooperative  Agreements  Regulations 

46  CFR  part  386  —  Regulations  Governing  Public  Buildings  and  Grounds  at  the  United  States  Merchant  Marine  Academy 
46  CFR  part  387  —  Utilization  and  Disposal  of  Surplus  Federal  Real  Property  for  Development  of  Operation  of  a 
Port  Facility 


PIPELINE  AND  HAZARDOUS  MATERIALS  SAFETY  ADMINISTRATION  (PHMSA) 
SECTION  610  AND  OTHER  REVIEWS 


Year  I 

Regulations  To  Be  Reviewed 

t  Analysis  Year 

Review  Year 

1 

49  CFR  sections  171.15,  171.16  (incident  reports) . 

1998  1 

1999 

2 

49  CFR  parts  106  and  107  (hazardous  materials  safety  procedures),  171  (general  hazmat  require¬ 
ments),  1 90  (pipeline  safety  procedures),  and  1 95  (hazardous  liquid  pipeline  corrosion  control) . 

1999 

2000 
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PIPELINE  AND  HAZARDOUS  MATERIALS  SAFEPi'  ADMINISTRATION  (PHMSA)  (Continued) 

SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year  Review  Year 

3 

49  CFR  parts  174,  177  (rail  and  highway  carriage),  191  (gas  pipeline  transportation  reports),  and 

1 

192  (gas  pipeline  corrosion  control) . 

2000 

2001 

4 

49  CFR  parts  176  (vessel  carriage)  and  199  (pipeline  employee  drug  and  alcohol  testing)  . 

2001 

2002 

5 

49  CFR  parts  172,  173,  174,  175,  176,  177,  and  178  (radioactive  material)  . 

2002 

2003 

6 

49  CFR  parts  172,  173,  174,  176,  and  178  (explosives),  and  193  (liquefied  natural  gas  facilities), 
and  parts  172,  173,  178,  and  180  (cylinders) . 

2003 

2004 

7 

49  CFR  1 73  (shipper  requirements)  and  1 94  (onshore  oil  pipeline  response  plans) . 

2004 

1  2005 

8 

49  CFR  parts  110  (training  and  planning  grants),  178  (non-bulk  packaging)  and  195  (hazardous  liq¬ 
uid  pipeline  transportation)  . 

2005 

i 

2006 

9 

49  CFR  parts  178  through  180  (bulk  packaging)  and  198  (State  pipeline  safety  grants)  . 

2006 

!  2007 

10 

49  CFR  parts  172  (communications,  emergency  response,  training  and  hazmat  table)  and  175  (air 
carriage) . 

2007 

2008 

Year  6  (fall  2003)  List  of  rules  for  which  analysis  is  ongoing 

49  CFR  part  193  —  Liquefied  natural  gas  facilities:  Federal  safety  standards 


Year  7  (fall  2004)  List  of  rules  for  which  analysis  is  ongoing 

49  CFR  part  194  —  Response  plans  for  onshore  oil  pipelines 

Year  8  (fall  2005)  List  of  rules  for  which  analysis  is  ongoing 

49  CFR  part  110  —  Hazardous  Materials  Public  Sector  Training  and  Planning  Grants 
49  CFR  part  178  —  Specifications  for  Packagings  (Non-Bulk) 

49  CFR  part  195  —  Hazardous  Liquid  Reporting  Requirements 

Year  9  (fall  2006)  List  of  rules  that  will  be  analyzed  during  the  next  year 

49  CFR  part  178  through  180  —  Bulk  packaging 
49  CFR  part  198  (State  pipeline  safety  grants) 

RESEARCH  AND  INNOVATIVE  TECHNOLOGY  ADMINISTRATION  (RITA) 
SECTION  610  AND  OTHER  REVIEWS 


Year 

Regulations  To  Be  Reviewed 

Analysis  Year 

Review  Year 

1 

14  CFR  part  241,  form  41  . 

1998 

i 

i  1999 

2 

14  CFR  part  241,  schedule  T-100,  and  part  217  . 

1999 

2000 

3 

14  CFR  part  298,  49  CFR  1420  . 

20P0 

2001 

4 

14  CFR  part  241,  section  19-7  . 

2001 

2002 

5 

14  CFR  part  291  . . . 

2002 

2003 

6 

14  CFR  part  234  . 

2003 

2004 

7 

14  CFR  part  249  . 

2004 

2005 

8 

14  CFR  part  248  . 

2005 

j  ^  2006 

9 

14  CFR  part  250  . 

2006 

i  2007 

10 

.  ..  -J 

14  CFR  part  374a,  ICAO  . 

2007 

1  2008 

Year  6  (fall  2003)  List  of  rules  continuing  to  be  analyzed 

14  CFR  part  234  —  Airline  service  quality  performance  reports 

Year  7  (fall  2004)  List  of  rules  continuing  to  be  analyzed 

14  CFR  part  249  —  Preservation  of  air  carrier  records 

Year  8  (fall  2006)  List  of  rules  continuing  to  be  analyzed 

14  CFR  part  248  —  Submission  of  audit  reports 

Year  9  (fall  2006)  List  of  rules  that  will  be  analyzed  during  the  next  year 

14  CFR  part  250  —  Oversales 

SAINT  LAWRENCE  SEAWAY  DEVELOPMENT  CORPORATION 
SECTION  610  AND  OTHER  REVIEWS 


Year  |  Regulations  To  Be  Reviewed 

1  1 33  CFR  parts  401  through  403  . 


Analysis  Year  ,  Review  Year 
1998  '  1999 
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DOT 


Office  of  the  Secretary — Prerule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1881 

♦Oversales  and  Denied  Boarding  Compensation . 

2105-AD63 

DOT-designated  significant  regulation 

Office  of  the  Secretary — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1882 

1883 

1884 

1885 

♦Accessibility  of  Passenger  Vessels  to  Individuals  With  Disabilities  . ; . 

Short-Temi  Lending  Program  (STLP) . 

Grants  to  Institutions  of  Higher  Education,  Hospitals  and  other  Nonprofit  Organizations  Requirements . 

Procedures  for  Reimbursement  of  General  Aviation  Operators  and  Service  Providers  in  the  Washington,  DC  Area 

2105-AB87 

2105-AD50 

2105-AD60 

2105-AD61 

+  DOT-designated  significant  regulation 

Office  of  the  Secretary — Final  Rule  Stage 

n 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1886 

1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

♦Use  of  Oxygen  by  Air  Carrier  Passengers  . 

♦Nondiscrimination  on  the  Basis  of  Disability  in  Air  Travel  . 

Review  of  Data  Filed  by  Certificated  or  Commuter  Air  Carriers  To  Support  Continuing  Fitness  Determinations  In¬ 
volving  Citizenship  Issues  . 

♦Procedures  for  Transportation  Workplace  Drug  and  Alcohol  Testing  Programs  . 

♦Accommodations  in  Air  Travel  for  Deaf,  Hard-of-Hearing,  and  Deaf-Blind  Individuals . 

2105-AC29 

2105-AC97 

2105-AD25 

2105-AD26 

2105-AD41 

2105-AD51 

2105-AD54 

2105-AD59 

2108-AD64 

Participation  by  Disadvantaged  Business  Enterprises  in  Airport  Concessions  . 

Transportation  for  Individuals  with  Disabilities  Miscellaneous  Amendments . . 

♦Protection  of  Sensitive  Security  Information  . 

Procedures  for  Non-Evidential  Alcohol  Screening  Devices . 

+  DOT-designated  significant  regulation 

Office  of  the  Secretary — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1895 

1896 

1897 

.1898 

♦Aviation  Data  Requirements  Review  and  Modernization  Program  . 

Mentor/Protege  Program  . 

Debarment  and  Suspension  (Nonprocurement)  Requirements . 

Disclosure  to  Consumers  Regarding  On-Demand  Air  Taxis  . 

2105-AC71 

2105-AD20 

2105-AD46 

2105-AD66 

+  DOT-designated  significant  regulation 

Office  of  the  Secretary — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1899 

1900 

1901 

1  Americans  with  Disabilities  Act  Accessibility  Standards . 

Domestic  Baggage  Liability . 

I  Standard  Time  Zone  Boundary  in  Pulaski  County,  Indiana . 

2105-AC86 

2105-AD62 

2105-AD65 
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DOT 


Federal  Aviation  Administration — Proposed  Rule  Stage 


Sequence 

Number 

Title 

1 

Regulation 

Identifier 

Number 

1902 

i 

1  +Transponder  Continuous  Operation . . . 

2120-AH67 

1903 

+Repair  Stations — Ratings  and  Quality  System  . . 

212(>-AI53 

1904 

Special  Requirements  for  Special  Use  Transport  Category  Airplanes . . 

2120-AI61 

1905 

+Security-Related  Considerations  in  the  Design  and  Operation  of  T ransport  Category  Airplanes  . 

2120-AI66 

1906 

Production  and  Airworthiness  Approvals  . 

2120-AI78 

1907 

Filtered  Flight  Data . 

2120-AI79 

1908 

Parachute  Equipment  and  Packing . 

2120-AI85 

1909 

Revisions  to  the  Pilot,  Flight  Instructor,  Ground  Instructor,  and  Pilot  School  Certification  Rules . 

2120-AI86 

1910 

Requirement  for  Amateur  Rocket  Activities  . 

2120-AI88 

1911 

+Re-Registration  and  Renewal  of  Aircraft  Registration  . 

2120-AI89 

1912 

Activation  of  Ice  Protection  . 

2120-AI90 

1913 

Modification  of  Certain  Medical  Standards  and  Procedures  and  Duration  of  Certain  Medical  Certificates . 

2120-AI91 

1914 

+Automatic  Dependent  Surveillance — Broadcast  (ADS-B)  Equipage  Mandate  To  Support  Air  Traffic  Control  Serv- 

ice  . 

2120-AI92 

1915 

Engine  Control  System  Requirements . 

2120-AI94 

1916 

Ainworthiness  Standards;  Propellers  . . . 

212Q-AI95 

1917 

Rotorcraft  Turbine  Engines  One-Engine-Inoperative  (OEI)  Ratings,  Type  Certification  Standards . 

2120-AI96 

1918 

-KDualification,  Sen/ice,  and  Use  of  Crewmembers  and  Aircraft  Dispatchers  . 

2120-AJ00 

1919 

+Age  65  Upper  Age  Limit . 

2120-AJ01 

+  DOT-designated  significant  regulation 


Federal  Aviation  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1920 

Safe,  Efficient  Use  and  Preservation  of  the  Navigable  Airspace  . i.. 

2120-AH31 

1921 

Area  Navigation  (RNAV)  and  Miscellaneous  Amendments . 

2120-AH77 

1922 

Performance  and  Handling  Qualities  Requirements  for  Rotorcraft  . 

2120-AH87 

1923 

♦Revisions  to  Cockpit  Voice  Recorder  and  DigKal  Flight  Data  Recorder  Regulations  . 

2120-AH88 

1924 

♦Aging  Aircraft  Program  (Widespread  Fatigue  Damage)  . 

212&-AI05 

1925 

High-Intensity  Radiated  Fields  . 

2120-AI06 

1926 

Airplane  Performance  and  Handling  Qualities  in  Icing  Conditions . 

2120-AI14 

1927 

♦Flightdeck  Door  Monitoring  and  Crew  Discreet  Alerting.  System  . 

21 20-All  6 

1928 

♦Transport  Airplane  Fuel  Tank  Flammability  Reduction . . 

2120-AI23 

1929 

♦Enhanced  Ainworthiness  Program  for  Airplane  Systems  (EAPAS)  and  SFAR  88  . . 

2120-AI31 

1930  1 

Damage  Tolerance  Data  for  Repairs  and  Alterations . 

212&-AI32 

1931 

Passenger  Facility  Charge  Program,  Debt  Service,  Air  Carrier  Bankruptcy,  and  Miscellaneous  Changes  . 

2120-AI68 

1932 

Aircraft  Engine  Standards  for  Life-Limited  Parts . 

2120-AI72 

1933 

AinMorthiness  Standards:  Engine  Bird  Ingestion . 

2120-AI73 

1934 

Ainworthiness  Standards:  Safety  Analysis  . . . 

2120-AI74 

1935 

Fees  for  Certification  Services  and  Approvals  Performed  Outside  the  United  States . 

2120-AI77 

1936 

Direct  Final  Rule  Process  . . . 

2120-AI80 

1937 

Special  Federal  Aviation  Regulation  No.  XX — Mitsubishi  MU-2B  Series  Airplane  Special  Training,  Experience,  and 

Operating  Requirements . 

2120-AI82 

1938 

Inspection  Authorization  Two-Year  Renewal  . 

2120-AI83 

1939 

Changes  to  the  Definition  of  Certain  Light-Sport  Aircraft  . 

2120-AI97 

1940 

Change  in  Extinguishing  Agent  Container  Requirements . 

2120-AI99 

1941 

Nationality  and  Registration  Marks,  Non-Fixed-Wing  Aircraft . 

2120-AJ02 

+  DOT-designated  significant  regulation 

Federal  Aviation  Administration — Long-Term  Actions 

Sequence 

1  Title  i 

I 

Regulation 

Identifier 

Number  |  < 

i  _  __  ■ 

Number'  ‘ 

1942 

1  Part  95  Instrument  Flight  Rules  . 

2120-AA63 
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DOT 


Federal  Aviation  Administration — Long-Term  Actions  (Continued) 


— 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1943 

2120-AA64 

1944 

Standard  Instrument  Approach  Procedures . . . . . 

2120-AA65 

1945 

2120-AA66 

1946  . 

■•■Revisions  to  Digital  Flight  Data  Recorder  Regulations  for  B-737  Airplanes  and  for  Part  125  Operators  . 

2120-AG87 

1947  1 

■•■Washington,  DC,  Metropolitan  Area  Special  Right  Rules  Area  . 

21 20-All  7 

1948 

■•■Drug  Enforcement  Assistance . 

2120-AI43 

1949  ; 

■•■Special  Awareness  Training  for  the  Washington,  DC,  Metropolitan  Area . 

2120-AI63 

1950 

■•Congestion  Management  Rule  for  LaGuardia  Airport  . 

2120-AI70 

1951 

■•Commuter  Operations  in  Very  Light  Jets  (VLJs) . 

2120-AI84 

1952 

■•■Flight  Crewmember  Duty  Limitations  and  Rest  Requirements . r. . 

2120-AI93 

DOT-designated  significant  regulation 


Federal  Aviation  Administration — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1953 

■•■National  Air  Tour  Safety  Standards  . 

2120-AF07 

1954 

■•■Extended  Operations  (ETOPS)  of  Multi-Engine  Airplanes  . 

2120-AI03 

1955 

■•■Experimental  Permit  for  Suborbital  Reusable  Launch  Vehicles . 

2120-AI56 

1956 

■•■Human  Space  Flight  Requirements  for  Crew  and  Space  Flight  Participants  . 

2120-AI57 

1957 

Fire  Penetration  Resistance  of  Thermal  Acoustic  Insulation  Installed  on  Transport  Category  Airplanes . 

2120-AI75 

1958 

FAA  Approved  Child  Restraint  Systems  . 

2120-AI76 

1959 

_ I 

Amending  the  Congestion  and  Delay  Reduction  at  Chicago  O’Hare  International  Airport . 

2120-AI87 

+  OOT-designated  significant  regulation 


Federal  Highway  Administration — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1960 

Environmental  Review  of  Activities  That  Support  the  Deployment  of  ITS  Projects  . 

2125-AF15 

1961 

Indian  Reservation  Road  Bridge  Program  . 

2125-AF20 

1962 

Crash  Test  Laboratory  Requirements  for  FHWA  Roadside  Safety  Hardware  Acceptance  . 

2125-AF21 

Federal  Highway  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1963 

■•■National  Standards  for  Traffic  Control  Devices;  the  Manual  on  Uniform  Traffic  Control  Devices  for  Streets  and 
Highways;  Maintaining  Traffic  Sign  Retroreflectivity  . 

2125-AE98 

1964 

■♦■Projects  of  National  and  Regional  Significance . 

2125-AF08 

1965 

Temporary  Traffic  Control  Devices  . 

2125-AF10 

1966 

■•■Design-Build  Contracting . . . . . 

2125-AF12 

1967 

■•■Parks,  Recreation  Areas,  Wildlife  and  Waterfowl  Refuges,  and  Historical  Sites . 

2125-^F14 

t  DOT-designated  significant  regulation 

Federal  Highway  Administration — Long-Term  Actions 

Sequerx^ 

Number 

Title 

Regulation 

Identifier 

Number 

1968 


■•■Express  Lane  Demonstration  Project 


2125-AF07 
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DOT 


Federal  Highway  Administration — Long-Term  Actions  (Continued) 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1969 

+Real-Time  System  Management  Information  Program  . 

2125-AF19 

+  DOT-designated  significant  regulation 

Federal  Highway  Administration — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

rjumber 

1970 

1971 

1972 

1973 

1974 

1975 

-•-Metropolitan  Transportation  Planning  . 

Worker  Visibility . . . 

-•-Surface  Transportation  Project  Delivery  Pilot  Program  . 

Traffic  Control  Devices  on  Federal-Aid  and  Other  Streets  and  Highways:  Standards  . . 

Size  and  Weight  Enforcement  and  Regulations  . , . 

Construction  and  Maintenance  . ! . 

2125-AF09 

2125-AF11 

2125-AF13 

2125-AF16 

2125-AF17 

2125-AF18 

+  DOT-designated  significant  regulation 

Federal  Motor  Carrier  Safety  Administration — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1976 

1977 

1978 

1979 

1980 

1981 

1982 

1983 

1984 

1985 

-•-Unified  Registration  System . 

-•Certification  of  Safety  Auditors,  Safety  Investigators,  and  Safety  Inspectors  . 

-•-Hours  of  Service  of  Drivers;  Supporting  Documents . 

-•-Brokers  of  Household  Goods  Transportation  by  Motor  Vehicle . 

-•-Electronic  On-Board  Recorders  for  Hours-of-Service  Compliance  . 1 . 

-►National  Registry  of  Certified  Medical  Examiners  . 

-►Consumer  Complaint  Information  . 

-►Commercial  Driver’s  License  Testing  and  Commercial  Lqamer’s  Permit  Standards  . 

-►Railroad  Highway  Grade  Crossing  Safety  . . 

-►Minimum  Training  Requirements  for  Entry  Level  Commercial  Motor  Vehicle  Operations . 

2126-AA22 

2126-AA64 

2126-AA76 

2126-AA84 

2126-AA89 

2126-AA97 

2126-AB01 

2126-AB02 

2126-AB04 

2126-AB06 

*  DOT-designated  significant  regulation 

Federal  Motor  Carrier  Safety  Administration — Final  Rule  Stage 

Sequence 
Number  * 

Title 

Regulation 

Identifier 

Number 

1986 

1987 

1988 

1989 

1990 

General  Jurisdiction  Over  Freight  Fonwarder  Service . 

Amendments  To  Implement  Certain  Provisions  of  SAFETEA-LU  . 

-►Interstate  Van  Operations  . 

Parts  and  Accessories  Necessary  for  Safe  Operation;  Lamps  and  Reflective  Devices  . 

Parts  and  Accessories  Necessary  for  Safe  Operation;  Fire  Extinguisher  Exception  for  Driveaway-Towaway  Oper- 

2126-AA25 

2126-AA96 

2126-AA98 

2126~AB07 

2126-AB08 

DOT-designated  significant  regulation 

Federal  Motor  Carrier  Safety  Administration — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1991 

1992 

-►Medical  Certification  Requirements  as  Part  of  the  Commercial  Driver’s  License . 

-►Application  by  Certain  Mexico-Domiciled  Motor  Carriers  To  Operate  Beyond  U.S.  Municipalities  and  Commercial 
Zones  on  the  U.S.-Mexico  Border . . 

2126-AA10 

2126-AA34 
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Federal  Motor  Carrier  Safety  Administration — Long-Term  Actions  (Continued) 

Sequence 

Title 

Regulation 

Identifier 

Number 

Number 

1993 

♦Safety  Monitoring  System  and  Compliance  Initiative  for  Mexico-Domiciled  Motor  Carriers  Operating  in  the  United 

2126-AA35 

1994 

♦New  Entrant  Safety  Assurance  Process . 

2126-AA59 

1995 

♦Limitations  on  the  Issuance  of  Commercial  Driver  Licenses  With  a  Hazardous  Materials  Endorsement . 

2126-AA70 

1996 

♦Requirements  for  Intermodal  Equipment  Providers  and  Motor  Carriers  and  Drivers  Operating  Intermodal  Equip- 

2126-AA86 

1997 

♦Qualifications  of  Drivers;  Diabetes  Standard  . . 

2126-AA95 

1998 

Minimum  Levels  of  Financial  Responsibility  for  Motor  Carriers . .v . 

2126-AB05 

1999 

Unified  Carrier  Registration  Fees . 

2126-AB09 

+  DOT-designated  significant  regulation 


Federal  Motor  Carrier  Safety  Administration — Completed  Actions 


Sequence 

Number 

Title 

1 

Regulation 

Identifier 

Number 

2000 

♦Federally  Approved  Safety  Inspection  Program  and  Decal  To  Verify  Compliance  With  Safety  and  Operating  Au- 

thority  Regulations  . 

2126-AA72 

2001 

♦Parts  and  Accessories  Necessary  for  Safe  Operations;  Surge  Brake  Requirements  . 

2126-AA91 

2002 

Intrastate  Operations  of  Interstate  Motor  Carriers  . 

2126-AB03 

+  DOT-designated  significant  regulation 


National  Highway  Traffic  Safety  Administration — Prerule  Stage 


Sequence 

Number 

!  ^ 

Title 

Regulation 

Identifier 

Number 

2003 

2004 

Review:  Side  Impact  Protection  . 

Review;  Redesigned  Air  Bags  . 

2127-AF54 

2127-AH13 

National  Highway  Traffic  Safety  Administration — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2005 

♦Roof  Crush  Resistance  . 

2127-AG51 

2006 

FMVSS  213,  Addition  of  10-Year  Old  Test  Dummy  . 

2127-AJ44 

2007 

FMVSS  No.  403  Platform  Lift  Systems  Control  Lighting,  Illumination,  and  Testing  Requirements . 

2127-AJ93 

2008 

Insurer  Reporting  Requirements  Update  to  Appendices  A,  B,  and  C . 

2127-AJ98 

+  DOT-designated  significant  regulation 


National  Highway  Traffic  Safety  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

^2009 

♦Rear  Convex  Cross-View  Mirrors  . 

2127-AG41 

2010 

Vehicles  Built  in  Two  or  More  Stages — Standard  201  . 

2127-AI93 

2011 

♦Definitions,  Designated  Seating  Position  . 

2127-AI94 

2012 

♦Side  Impact  Protection  Upgrade — FMVSS  No.  214  . 

2127-AJ10 

2013 

♦Reduced  Stopping  Distance  Requirements  for  Truck  Tractors . 

2127-AJ37 

2014 

♦Subpart  T  Hybrid  III-10C  Dummy,  10-Year-Old  Child  . 

2127-AJ49 

2015 

Cargo  Carrying  Capacity  of  Motor  Home  and  Travel  Trailers . 

2127-AJ57- 

2016 

FMVSS  No.  208  CRS  Installation  Procedure  for  LATCH-Equipped  Seats  . 

2127-AJ59 

2017 

Administrative  Rewrite  of  FMVSS  No.  108;  Lamps,  Reflective  Devices,  and  Associated  Equipment . . 

2127-AJ75 
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DOT 


National  Highway  Traffic  Safety  Administration — Final  Rule  Stage  (Continued) 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2018 

2019 

2020 

FMVSS  No.  138  Tire  Pressure  Monitoring  Systems  (TPMS)  Phase-in:  Response  to  Petitions  for  Reconsideration 

Early  Warning  Reporting  (EWR)  Clarifying  Amendments . . . 

Confidential  Business  Information . 

2127-AJ90 

2127-AJ94 

2127-AJ95 

2021 

2022 

FMVSS  No.  202  Reconsideration  of  Technical  Issues  (Part  2  of  2) . 

Federal  Motor  Vehicle  Theft  Prevention  Standard  Update  to  Appendix  A . . 

2127-AJ96 

2127-AJ97 

+  DOT-designated  significant  regulation 

National  Highway  Traffic  Safety  Administration — Completed  Actions 

Sequence 

Number 

1 

Title 

Regulation 

Identifier 

Number 

2023 

S024 

2025 

2026 

2027 

♦Upgrade  Door  Retention  Performance  . : . . . 

Incorporation  of  EuroSID  II  Dummy . 

Incorporation  of  SID-lls  Side  Impact  Crash  Test  Dummy  . 

Buses  Manufactured  in  Two  or  More  Stages;  Certification  of  Buses  Manufactured  in  More  Than  One  Stage  . 

♦Electronic  Stability  Control  (ESC)  . 

2127-AH34 

2127-AI89 

2127-AJ16 

2127-AJ56 

2127-AJ77 

DOT-designated  significant  regulation 

Federal  Railroad  Administration — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2028 

2029 

2030 

2031 

2032 

2033 

♦Amendments  to  Design  Standards  for  Pressurized  Railroad  Tank  Cars  . 

Passenger  Equipment  Safety  Standards;  Front-End  Strength  of  Multiple-Unit  Locomotives  and  Cab  Cars . 

Miscellaneous  Amendments  to  the  Federal  Railroad  Administration’s  Accident/Incident  Reporting  Requirements  .... 

Locomotive  Sanders . 

♦Regulatory  Relief  for  Electronically  Controlled  Pneumatic  Brake  System  Implementation . 

Hours  of  Service  Recordkeeping  . .' . 

2130-AB69 

2130-AB80 

2130-AB82 

2130-AB83 

2130-AB84 

2130-AB85 

DOT-designated  significant  regulation 

Federal  Railroad  Administration — Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

1  Number 

2034 

2035 

i 

2130-AB72 

j  Railroad  Operating  Rules:  Program  of  Operational  Tests  and  Inspections:  Railroad  Operating  Practices:  Handling 

2130-AB76 

+  DOT-designated  significant  regulation 


Federal  Railroad  Administration — Long-Term  Actions 


Sequertce 

Title 

Regulation 

Identifier 

Number 

Number 

- 1 

2036 

♦Grant  Program  for  Local  Rail  Line  Relocation  and  Improvement  Projects  . 

2130-AB74 

+  DOT-designated  significant  regulation 
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Federal  Railroad  Administration — Completed  Actions 


Sequence 

Number 

i 

Title 

Regulation 

Identifier 

Number 

2037 

Revisions  to  Civil  and  Criminal  Penalties:  Penalty  Guidelines . 

2130-AB70 

2038 

Track  Safety  Standards;  Inspection  of  Joints  in  Continuous  Welded  Rail  (CWR) . 

2130-AB71 

2039 

Proposed  Direct  Final  Rulemaking  Procedures . 

213C-AB77 

2040 

Establishment  of  an  Emergency  Relief  Docket  and  Procedures  for  Handling  Petitions  for  Emergency  Waiver  Relief 
From  the  Federal  Regulations . 

2130-AB79 

Federal  Transit  Administration — Prerule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2041 

Project  Management  Oversight . . 

2132-AA92 

Federal  Transit  Administration — Proposed  Rule  Stage 

Sequence 

Number 

2042 

2043 

2044 

2045 

Title 

Regulation 

Identifier 

Number 

♦Major  Capital  Investment  Projects — New/Small  Starts . 

Charter  Bus  Operations  . : . 

Revisions  to  the  Joint  FTA/FHWA  NEPA  Regulation . 

National  Transit  Database  Rural  Reporting  Requirements . 

2132-AA81 

2132-AA85 

2132-AA87 

2132-AA94 

DOT-designated  significant  regulation 

Federal  Transit  Administration — Final  Rule  Stage 

Sequence 

Number 

r 

Title 

Regulation 

Identifier 

Number 

2046 

2047 

♦Protection  of  Parks,  Wildlife  and  Waterfowl  Refuges,  and  Historical  Sites . 

2132-AA83 

2132-AA84 

♦Public  Transportation  Security  Grants — SAFETEA-LU  . 

DOT-designated  significant  regulation 


Federal  Transit  Administration — Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2048 

Buy  America  Requirements  and  Waiver  Procedures  . 

2132-AA90 

Federal  Transit  Administration — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2049 

♦Metropolitan  and  Statewide  Transportation  Planning  . 

2132-AA82 

2050 

Medical  T ransportation  Demonstration  Grant  Program  . 

2132-AA88 

2051 

Emergency  Procedures  for  Public  Transportation  Systems  . 

2132-AA89 

2062 

Clean  Fuels  Grant  Program . 

2132-AA91 

DOT-designated  significant  regulation 
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Saint  Lawrence  Seaway  Development  Corporation — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2053 

Seaway  Regulations  and  Rules:  Inflation  Adjustment  of  Civil  Monetary  Penalty . 

2135-AA23 

2054 

Seaway  Regulations  and  Rules;  Periodic  Update,  Various  Categories  . 

2135-AA24 

2055 

Tariff  of  Tolls  . 

2135-AA25 

Pipeline  and  Hazardous  Materials  Safety  Administration — Proposed  Rule  Stage 


Sequence 

Number 

Title 

1  Regulation 
Identifier 
Number 

2056 

-•-Hazardous  Materials;  Enforcement  Regulations . i . 

2137-AE13 

2057 

-•-Pipeline  Safety:  Distribution  Integrity  Management . 

2137-AE15 

2058 

Hazardous  Materials:  Fuel  Cells  Transported  by  Passenger  Aircraft  in  Carry-On  Baggage  . 

2137-AE19 

2059 

Hazardous  Materials;  Revision  of  Requirements  for  Emergency  Response  Telephone  "Numbers . 

2137-AE21. 

2060 

Hazardous  Materials:  Miscellaneous  Cargo  Tank  Motor  Vehicle  and  Cylinder  Issues;  Petitions  for  Rulemaking  . 

2137-AE23 

+  DOT-designated  significant  regulation 


Pipeline  and  Hazardous  Materials  Safety  Administration — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2061 

Hazardous  Materials:  Miscellaneous  Packaging  Amerrdments  . 

2137-AD89 

2062 

Hazardous  Materials;  Revision  of  Requirements  for  Authorization  of  Use  of  International  Standards . 

2137-AE01 

2063 

-•-Transportation  of  Lithium  Batteries  . 

2137-AE05 

2064 

Pipeline  Safety:  Integrity  Management  Program  Modifications  and  Clarifications  . 

2137-AE07 

2065 

Pipeline  Safety:  Design  and  Construction  Requirements  To  Reduce  Internal  Corrosion  in  Gas  Transmission  Pipe- 

2137-AE09 

2066 

Hazardous  Materials;  Miscellaneous  Amendments  . 

2137-AE10 

2067 

Registration  and  Fee  Assessment  Program" . 

2137-AE11 

2068 

Pipeline  Safety:  Partial  Relief  From  Public  Awareness  Regulations  for  Certain  Small  Operators  . 

2137-AE17 

2069 

Hazardous  Materials;  Revisions  to  the  List  of  Hazardous  Substances  and  Reportable  Quantities  . 

2137-AE24 

-•-  DOT-designated  significant  regulation 

Pipeline  and  Hazardous  Materials  Safety  Administration — Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2070 

Hazardous  Materials;  Security  Requirements  for  Motor  Carriers  T ransporting  Hazardous  Materials  . 

2137-AD70 

2071 

-•-Pipeline  Safety:  Protecting  Unusually  Sensitive  Areas  From  Rural  Onshore  Hazardous  Liquid  Gathering  Lines 

and  Low-Stress  Lines  . 

2137-AD98 

2072 

-•-Hazardous  Materials:  Enhancing  Rail  Transportation  Safety  and  Security  for  Hazardous  Materials  Shipments . 

2137-AE02 

2073 

-•-Hazardous  Materials:  Requirements  for  Storage  of  Explosives  During  Transportation . 

2137-AE06 

2074 

Hazardous  Materials:  Revision  of  Requirements  for  Security  Plans . 

2137-AE22 

DOT-designated  significant  regulation 


Pipeline  and  Hazardous  Materials  Safety  Administration — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2075 

2076 

-•-Hazardous  Materials;  Transportation  of  Oxygen  Cylinders  and  Oxygen  Generators  Aboard  Aircraft . . 

-^Hazardous  Materials;  Transportation  of  Lithium  Batteries . 

2137-AD33 

2137-AD48 
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Pipeline  and  Hazardous  Materials  Safety  Administration — Completed  Actions  (Continued) 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2077 

Hazardous  Materials  Safety:  Harmonization  With  the  United  Nations  Recommendations,  International  Maritime 
Dangerous  Goods  Code,  and  International  Civil  Aviation  Organization’s  Technical  Instructions  . 

2137-AE16 

+  DOT-designated  significant  regulation 

Maritime  Administration — Final  Rule  Stage 

Sequence 

Number 

1  ■  Title 

Regulation 

Identifier 

Number 

2078 

Launch  Barge  Waiver  Program . 

2133-AB67 

Maritime  Administration — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2079 

Maintenance  and  Repair  Reimbursement  Pilot  Program  . 

2133-AB68 

Research  and  Innovative  Technologies  Administration — Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2080 

Submission  of  Aviation  Data  via  the  Internet . 

2139-AA11 

Department  of  Transportation  (DOT)  '  Prerule  Stage 

Office  of  the  Secretary  (OST) 


1881.  •  -t-OVERSALES  AND  DENIED 
BOARDING  COMPENSATION 

Priority:  Other  Significant 

Legal  Authority:  49  USC  401;  49  USC 
411;  49  USC  413;  49  USC  417 

CFR  Citation:  14  CFR  250 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  whether  the  Department  of 
Transportation  (Department)  should 
amend  its  rules  relating  to  oversales 
and  denied  boarding  compensation  to 
cover  flights  operated  with  aircraft 
seating  30  to  60  passengers,  which  are 
currently  exempt  ft'om  the  rule.  It 


would  also  address  whether  the 
Department  should  increase  the 
maximum  required  compensation  and 
make  other  changes.  OST  originally 
scheduled  a  NPRM  for  publication  on 
July  5,  2007.  Its  has  now  determined 
that  an  ANPRM  is  necessary. 

Timetable; 

Action  Date  FR  Cite 

ANPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments; 

dms.dot.gov 

Agency  Contact:  Blane  A  Workie, 
Attorney,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9342 
TDD  Phone:  202  755-7687 
Fax:  202  366-7152 
Email:  blane.workie@ost.dot.gov 

RIN:  2105-AD63 
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Department  of  Transportation  (DOT)  Proposed  Rule  Stage 

Office  of  the  Secretary  (OST) 


1882.  ••■ACCESSIBIUTY  OF 
PASSENGER  VESSELS  TO 
INDIVIDUALS  WITH  DISABILITIES 

Priority:  Other  Significant 

Legal  Authority:  42  USC  12101  et  seq; 
PL  101-336,  Americans  with 
Disabilities  Act 

CFR  Citation:  49  CFR  37 
Legal  Deadline:  None 

Abstract:  The  Department’s  Americans 
with  Disabilities  Act  (ADA)  final  rule, 
published  September  6,  1991,  reserved 
portions  of  the  rule  concerning 
passenger  vessels.  The  ADA  covers 
passenger  vessels,  but  issuing 
accessibility  requirements  for  vessels 
involves  complex  issues  unlike  those 
affecting  land  transportation.  This 
rulemaldng  would  address  these  issues 
and  propose  feasible  requirements  to 
make  passenger  vessels  accessible  to, 
and  usable  by,  individuals  with 
disabilities. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  11/26/04  69  FR  69246 

ANPRM  Comment  03/28/05 

Period  End 

NPRM  01/23/07  72  FR  28333 

NPRM  Comment  04/23/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  C  Asl.by, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AB87 

1883.  SHORT-TERM  LENDING 
PROGRAM  (STLP) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  332 
CFR  Citation:  49  CFR  22 


Legal  Deadline:  None 

Abstract:  This  rule  would  provide 
guidelines  for  the  Short-Term  Lending 
Program  (STLP)  designed  for 
disadvantaged  business  enterprises 
(DBEs)  involved  in  transportation- 
related  contracts.  In  response  to  the 
developmental  needs  of  DBEs,  the 
Office  of  Small  ^d  Disadvantaged 
Business  Utilization  and  Minority 
Resource  Center  developed  the  STLP  to 
guarantee  short-term  revolving  lines  of 
credit  for  certified  DBEs. 

Timetable:. 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Tanika  Davis, 

Program  Analyst,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-0509 
Email:  tanika.davis@ost.dot.gov 

RIN:  2105-AD50 

1884.  GRANTS  TO  INSTITUTIONS  OF 
HIGHER  EDUCATION,  HOSPITALS 
AND  OTHER  NONPROFIT 
ORGANIZATIONS  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322(a) 

CFR  Citation:  49  CFR  18;  49  CFR  19 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  Department  of  Transportation 
regulations  on  uniform  administrative 
requirements  for  grants  and  agreements 
with  Institutions  of  Higher  Education, 
Hospitals,  and  other  Nonprofit 
Organizations.  Specifically,  the  DOT 
proposes  making  requirements  for  these 
grants  and  agreement  consistent  with 
the  uniform  administrative 
requirements  for  grants  and  cooperative 
agreements  to  State  and  local 
governments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Nilza  F. 
Velazquez,  Attorney,  Office  of  the 
General  Counsel  (C-10),  400  Seventh 
Street  SW.,  Washington,  DC  20590,  202 
366-9164,  202  366-9170, 
nilza.velazquez@dot.gov 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ellen  Shields, 

Program  Analyst,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.  M-60, 
Washington,  DC  20590 
Phone:  202  366-4268 
Email:  ellen.shields@dot.gov 

RIN:  2105-AD60 

1885.  PROCEDURES  FOR 
REIMBURSEMENT  OF  GENERAL 
AVIATION  OPERATORS  AND  SERVICE 
PROVIDERS  IN  THE  WASHINGTON, 

DC  AREA 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-115, 119  Stat 
2396 

CFR  Citation:  14  CFR  331 
Legal  Deadline:  None 

Abstract:  This  rulemaking  Would 
establish  procedures  to  implement 
section  185  of  the  Transportation, 
Treasury,  Housing  and  Urban 
Development,  the  Judiciary,  the  District 
of  Columbia,  and  Independent  Agencies 
Appropriation  Act  (November  30, 

2005).  Section  185  is  intended  to 
compensate  certain  fixed-based  general 
aviation  operators  or  providers  of 
general  aviation  ground  support 
services  at  five  airports  in  the 
Washington,  DC  metropolitan  area  for 
direct  and  incremental  losses  due  to  the 
actions  of  the  Federal  Government  to 
close  airports  to  general  aviation 
operations  following  the  terrorist 
attacks  of  September  11,  2001. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 
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DOT— OST 

- 

Proposed  Rule  Stage 

Government  Levels  Affected;  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments; 

dms.dot.gov 

Agency  Contact:  James  R.  Dann, 

Deputy  Assistant  General  Counsel, 
Department  of  Transportation,  Office  of 

the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 

Phone:  202  366-9167 

RIN:  2105-AD61 

Department  of  Transportation  (DOT)  Final  Rule  Stage 

Office  of  the  Secretary  (OST) 


1886.  -i-USE  OF  OXYGEN  BY  AIR 
CARRIER  PASSENGERS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  41705 
CFR  Citation:  14  CFR  382 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  the  carriage  and  use  of  certain 
respiratory  devices  (i.e.,  ventilators, 
respirators,  continuous  positive  airway 
pressure  (CPAP)  machines  and  certain 
portable  oxygen  concentrators)  by 
passengers  aboard  commercial  aircraft. 

It  would  also  address  difficulties 
experienced  by  passengers  needing 
supplemental  oxygen  on  airline  flights, 
including  costs  associated  with  in-flight 
medical  oxygen. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 

Final  Rule 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Blane  A  Workie, 
i\ttomey.  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9342 
TDD  Phone;  202  755-7687 
Fax:  202  366-7152 
Email:  blane.workie@ost.dot.gov 

RIN:  2105-AC29 


1887.  +NONDISCRIMINATION  ON  THE 
BASIS  OF  DISABILITY  IN  AIR  TRAVEL 

Priority:  Other  Significant 

Legal  Authority:  14  USC  41702;  14 
USC  41705;  14  USC  41712 

CFR  Citation:  14  CFR  382 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  add 
coverage  under  the  Air  Carrier  Access 
Act  to  foreign  air  carriers  and 
comprehensively  update  and  revise  14 
CFR  part  382.  It  would  also  clarify  or 
propose  new  provisions  in  such  areas  ' 
as  movable  aisle  armrests,  preboarding 
announcements,  and  accessibility  of 
carrier  Web  sites. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 

Final  Rule 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AC97 


1888.  REVIEW  OF  DATA  FILED  BY 
CERTIFICATED  OR  COMMUTER  AIR 
CARRIERS  TO  SUPPORT 
CONTINUING  FITNESS 
DETERMINATIONS  INVOLVING 
CITIZENSHIP  ISSUES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  401;  49  USC 
411;  49  USC  417 

CFR  Citation:  14  CFR  399;  14  CFR  204 

Legal  Deadline:  None 

Abstract:  The  pcul  of  this  rulemakiiig 
that  would  have  clarified  policies  that 
may  be  used  during  initial  and 
continuing  fitness  reviews  of  U.S. 
carriers  when  citizenship  is  at  issue 
were  withdrawn.  It  would  have  added 
a  new  section  to  14  CFR  part  399  that 
clarifies  how  the  Department  would 
interpret  actual  control  of  a  U.S.  air 
carrier  during  fitness  reviews.  The  only 
remaining  issues  are  minor 
amendments  to  14  CFR  part  204  to 
update  existing  language  in  part  204. 
Thus,  this  rulemaking  has  been 
reclassified  as  nonsignificant  and  will 
not  appear  on  next  month’s  report. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  07/30/03  68  FR  44675 

ANPRM  Comment  09/29/03 

Period  End 

NPRM  11/07/05  70  FR  67389 

NPRM  Comment  01/06/06 

Period  End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Bill  Bertram, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-1062 


09/07/05  70  FR  53108 
10/21/05  70  FR  61241 

11/07/05 

01/30/06 

12/00/07 


11/04/04  69  FR  64364 
01/28/05  70  FR  4058 

02/02/05 

03/04/05 

12/00/07 
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DOT — OST  Final  Rule  Stage 


Email:  bill.bertram@ost.dot.gov 
RIN:  2105-AD25 

1889.  ^PROCEDURES  FOR 
TRANSPORTATION  WORKPLACE 
DRUG  AND  ALCOHOL  TESTING 
PROGRAMS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  102;  49  USC 
301;  49  USC  322;  49  USC  5331;  49  USC 
20140;  49  USC  31306;  49  USC  45101 

CFR  Citation:  49  CFR  40 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  certain  provisions  of  its  drug 
and  alcohol  testing  procedures  to 
change  instructions  to  laboratories,  • 
medical  review  officers,  and  employers 
with  respect  to  adulterated,  substituted, 
diluted,  and  invalid  specimen  results. 
This  action  would  create  consistency 
with  specimen  validity  requirements 
established  by  the  U.S.  Department  of 
Health  and  Human  Services  and  modify 
some-  measures  taken  in  other 
rulemaking  actions.  Also,  this 
rulemaking  would  include  rulemaking 
action  specified  in  RINs  2105-AD47 
and  2105-AD55. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  05/25/03  68  FR  31 624 

Interim  Final  Rule  05/28/03 

Effective 

Interim  Final  Rule  08/26/03 

Comment  Period 
End 

Final  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments:  • 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AD26 


1890.  ^ACCOMMODATIONS  IN  AIR 
TRAVEL  FOR  DEAF, 
HARD-OF-HEARING,  AND 
DEAF-BLIND  INDIVIDUALS 

Priority:  Other  Significant 

Legai  Authority:  49  USC  41705;  49 
USC  41310;  49  USC  41702;  49  USC 
41712 

CFR  Citation:  14  CFR  382 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
expand  accommodations  provided  to 
deaf,  hard-of-hearing,  and  deaf-blind  air 
travelers  under  the  Air  Carrier  Access 
Act.  The  purpose  of  this  rulemaking 
would  be  to  improve  access  for  air 
travelers  who  are  deaf,  hard-of-hearing 
and  deaf-blind  during  all  phases  of  air 
travel,  from  the  airport  to  the  flight 
itself.  This  rule  would  apply  to  certain 
foreign  and  domestic  air  carriers.  Also, 
the  rulemaking  action  would  respond 
to  a  petition  for  rulemaking. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/23/06  71  FR  9285 

NPRM  Comment  04/18/06  71  FR  19838 

Period  Extended 
NPRM  Comment  04/24/06 

Period  End 

Extended  NPRM  06/24/06 

Comment  Period 
End 

Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Pubiic  Comments: 

dms.dot.gov 

Agency  Contact:  Blame  A  Workie, 
Attorney,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9342 
TDD  Phone:  202  755-7687 
Fax:  202  366-7152 
Email:  blane.workie@ost.dot.gov 

RIN:  2105-AD41 


1891.  PARTICIPATION  BY 
DISADVANTAGED  BUSINESS 
ENTERPRISES  IN  AIRPORT 
CONCESSIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  47107;  42 
USC  2000d;  49  USC  322;  EO  12138 

CFR  Citation:  49  CFR  26;  49  CFR  23 

Legal  Deadline:  None 

Abstract:  This  action  would  amend  the 
business  size  standards  for  the 
Department  of  Transportation’s  airport 
concession  disadvantaged  business 
enterprise  (ACDBE)  program.  It  also 
would  address  issues  such  as 
additional  measures  to  combat  fraud 
and  abuse  in  the  program  and  to 
provide  additional  flexibility  for 
airports  in  implementing  the  program. 

Timetable: 

Action  Date  FR  Cite 

SNPRM  03/22/05  70  FR  14520 

SNPRM  Comment  06/20/05 

Period  End 

SNPRM  Comment  07/1 5/05  70  FR  40973 

Period  Extended 
Extended  SNPRM  08/19/05 

Comment  Period 
End 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AD51 

1892.  TRANSPORTATION  FOR 
INDIVIDUALS  WITH  DISABILITIES 
MISCELLANEOUS  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  42  USC 
12101  to  12213 

CFR  Citation:  49  CFR  37 
Legal  Deadline:  None 
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Final  Rule  Stage 


Abstract:  This  rulemaking  would 
propose  amendments  to  49  CFR  part  37 
in  several  areas:  Rail  station  platform 
standards,  reasonable  modifications  of 
policies  and  procedures,  pedestrian 
access,  and  codifying  existing  DOT 
procedures  for  issuing  interpretations 
and  guidance. 


1893.  +PROTECTION  OF  SENSITIVE 
SECURITY  INFORMATION 

Priority:  Other  Significant 

Legal  Authority:  46  USC  70102  to 
70106;  49  USC  114,  5103,  44901  to 
44907;  49  USC  44913  to  44914,  44916 
to  44918,  44935  to  44936;  49  USC 
44942,  46105 


1894.  •  PROCEDURES  FOR 
NON-EVIDENTIAL  ALCOHOL 
SCREENING  DEVICES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  102;  49  USC 
301;  49  USC  322;  49  USC  5331;  49  USC 
20140;  49  USC  31306;  49  USC  45101; 

49  CFR  40.245 


Timetable: 

Action 


NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Extended 
Extended  NPRM 
Comment  Period 
End 

Final  Action 


Date  FR  Cite 

02/27/06  71  FR  9761 
04/28/06 

05/01/06  71  FR  25544 
07/28/06 

09/00/07 


CFR  Citation:  49  CFR  15;  49  CFR  1520 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
publish  a  Final  Rule  addressing  the 
May  2004  Interim  Final  Rule  and 
respond  to  any  comments.  As  of 
January  31,  2007,  this  rulemaking  is  on 
hold  pending  the  receipt  of  additional 
information  for  DHS.  The  schedule 
cannot  be  further  updated  until  this 
information  is  received. 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov 


Timetable: 

Action  Date  FR  Cite 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone;  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AD54 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  I  Ross,  Office 
of  General  Counsel,  C-10,  Department 
of  Transportation,  Office  of  the 
Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-9156 
Fax:  202  366-9170 
Email:  bob.ross@ost.dot.gov 

RIN:  2105-AD59 


CFR  Citation:  49  CFR  40 
Legal  Deadline:  None 

Abstract:  This  IFR  would  amend  DOT 
alcohol  testing  procedures  to  include 
procedures  for  a  breath  testing  device 
recently  approved  by  NHTSA. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  01/11/07  72  FR  1298 

Interim  Final  Rule  02/12/07 

Comment  Period 
End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments; 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AD64 


Department  of  Transportation  (DOT)  Long-Term  Actions 

Office  of  the  Secretary  (OST) 


1895.  +AVIATION  DATA 
REQUIREMENTS  REVIEW  AND 
MODERNIZATION  PROGRAM 

Priority:  Other  Significant 

Legal  Authority:  49  USC  40101;  49 
USC  41101;  49  USC  41708;  49  USC 
41709;  49  USC  41301;  49  USC  41501; 
49  USC  41701 

CFR  Citation:  14  CFR  241;  14  CFR  250; 
14  CFR  298;  14  CFR  374a;  14  CFR  234 

Legal  Deadline:  None 


Abstract:  This  rulemaking  requested 
public  comments  ft’om  reporting 
carriers  and  aviation  data  users  on  the 
nature,  scope,  source,  and  means  for 
collecting,  processing,  and  distributing 
airline  traffic,  fare,  and  financial  data. 
Specifically,  it  invited  comments  on 
whether  existing  airline  traffic,  fare, 
and  financial  data  should  be  amended, 
supplemented,  or  replaced;  whether 
selected  forms  and  reports  should  be 
retained,  modified,  or  eliminated; 
whether  the  Department  should  require 


all  ^viation  data  to  be  filed 
electronically;  and  how  the  aviation 
data  system  should  be  reengineered  to 
enhance  efficiency  and  to  reduce  costs 
for  both  the  Department  emd  the  airline 
industry. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  07/15/98  63  FR  38128 

ANPRM  Comment  09/14/98 

Period  End 
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DOT— OST 

Long-Term  Actions 

Action 

Date 

FR  Cite 

Reply  Comment 

10/13/98 

Period  Erxl 

NPRM 

02/17/05 

70  FR  81 39 

NPRM  Comment 

04/18/05 

Period  End 

NPRM  Comment 

04/18/05 

70  FR  20098 

Period  Extended 

Extended  NPRM 

07/18/05 

Comment  Period 
End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected: 

Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Todd  Homan, 
Industry  Economist,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9605 
RIN:  2105-AC71 


1896.  MENTOR/PROTEGE  PROGRAM 
Priority:  Info./Admin./Other 
Legal  Authority:  PL  95-507 
CFR  Citation:  13  CFR  124;  49  CFR  26 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
provide  motivation  and  encouragement 
to  firms  to  assist  small  businesses  (SB), 
including  HUBZone  small  businesses 
(HUBZone),  small  disadvantaged 
businesses  (SDB),  and  small  women- 
owned  businesses  (WOSB),  in 
enhancing  their  business  operations  ^ 
and  increasing  their  capacities.  This 
action  would  assist  the  Department  of 
Transportation  in  meeting  its  mandated 
small  business  contracts  and 
subcontract  goals,  foster  the 
establishment  of  long-term  business 
relationships  between  these  entities  and 
prime  contractors,  and  increase  the 
overall  number  of  these  entities  that 
receive  DOT  contract  and  subcontract 
consideration  and  awards. 

Timetable:  Next  Action  Undetermined 
Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal, 
State 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ferguise  L  Mayronne, 
Senior  Program  Analyst,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-5341 

Email:  ferguise.mayronne@ost.dot.gov 

RIN:  2105-AD20 


1897.  DEBARMENT  AND  SUSPENSION 

(NONPROCUREMENT) 

REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  103-355,  sec  2455; 
108  Stat  3327;  31  USC  6101  note;  EO 
11738  (3  CFR  1973  Comp,  p  799);  EO 
12549  (3  CFR  1986  Comp,  p  189) 

CFR  Citation:  49  CFR  29 
Legal  Deadline:  None 

Abstract:  The  nonsignificant  NPRM 
would  amend  the  Department’s 
suspension  and  debarment  rule  by 
adopting  optional  lower  tier  coverage 
prohibiting  excluded  persons  from 
participating  in  subcontracts  at  lower 
tiers  below  the  first  tier  below  a 
covered  contract. 

Timetable: 

Action  .  Date  FR  Cite 

NPRM  io/05/05  70  FR  581 75 

NPRM  Comment  1 1/04/05 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Laura  Aguilar, 
Attorney,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-0365 

Fax:  202  366-9170 

Email:  laura.aguilar@ost.dot.gov 

RIN:  2105-AD46 


1898.  •  DISCLOSURE  TO 
CONSUMERS  REGARDING 
ON-DEMAND  AIR  TAXIS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Not  Yet  Determined 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  Department  of 
Transportation  (Department)  is  seeking 
input  from  interested  parties  on  the 
recommendation  of  the  National 
Transportation  Safety  Board  (Safety 
Board  or  NTSB)  that  customers  of  on- 
demand  air  taxi  services  be  advised,  at 
the  time  they  contract  for  a  flight,  of: 

(1)  -The  name  of  the  company  with 
operational  control  of  the  flight;  (2)  any 
“doing  business  as’’  names  contained 
in  such  company’s  Operations 
Specification;  (3)  the  name  of  the 
aircraft  owner;  and  (4)  the  name  of  any 
broker  involved  in  arranging  the  flight. 
The  NTSB  has  also  recommended  that 
customers  be  updated  thereafter  in  the 
event  such  information  changes.  The 
Department  will  evaluate  the  conunents 
to  determine  what,  if  any,  changes  to 
its  economic  rules  applicable  to  on- 
demand  air  taxi  operators  should  be 
made. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  01/26/07  72  FR  3773 

ANPRM  Comment  03/27/07- 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Blane  A  Workie, 
Attorney,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9342 
TDD  Phone:  202  755-7687 
Fax:  202  366-7152 
Email:  blane.workie@ost.dot.gov 

RIN:  2105-AD66 
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Department  of  Transportation  (DOT)  Completed  Actions 

Office  of  the  Secretary  (OST)  _ 


1899.  AMERICANS  WITH  DISABILITIES 
ACT  ACCESSIBILITY  STANDARDS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  552a 
CFR  Citation:  49  CFR  27 
Legal  Deadiine:  None 
Abstract:  The  Department  of 
Transportation  is  proposing  to  amend 
its  rules  implementing  the  Americans 
with  Disabilities  (ADA)  by  adopting  as 
its  standards  revised  accessibility 
guidelines  proposed  by  the  Access 
Board.  The  Access  Board  published  an 
NPRM  to  revise  and  update  the 
accessibility  guidelines  for  the  ADA 
and  Architectural  Barriers  Act  (ABA)  in 
the  November  16,  1999  issue  of  the 
Federal  Register,  and  published  final 
rules  in  July  2004.  The  Department’s 
final  rules  will  incorporate  the  new 
ADAAG  as  well  as  technical 
amendments  made  by  the  Access 
Board. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 
Final  Action  Effective 


08/08/00  65  FR  48444 
09/07/00 

10/29/06  71  FR63263 
11/29/06 


Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 


Government  Leveis  Affected:  None 


1900.  •  DOMESTIC  BAGGAGE 
LIABILITY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113,  41504, 
41510,  41702,  and  41707 

CFR  Citation:  14  CFR  254.6 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would,  in 
accordance  with  the  provisions  of  14 
CFR  254.6,  revise  the  minimum  limit 
on  domestic  baggage  liability  applicable 
to  air  carriers  to  reflect  inflation  since 
July  2004,  the  year  of  the  most  recent 
revision  to  the  liability  limit.  Section 
254.6  requires  that  the  Department 
periodicjilly  revise  the  limit  to  reflect 
changes  in  the  Consumer  Price  Index. 
The  rule  adjusts  the  minimum  limit  of 
liability  from  the  current  amount  of 
$2,800,  set  by  the  Department  in  2004, 
to  $3,000  to  take  into  account  the 
changes  in  consumer  prices  since  the 
prior  revision. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  01/29/07  72  FR  3942 

FinsU  Action  Effective  02/28/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 


1901.  •  STANDARD  TIME  ZONE 
BOUNDARY  IN  PULASKI  COUNTY, 
INDIANA 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  as  amended  by  the 
Uniform  Time  Act  of  1966  and  PL 
97—449;  secs  1  to  4,  40  Stat  450,  as 
amended;  sec  1,  41  Stat  1446,  as 
amended;  secs  2  to  7,  80  Stat  107,  as 
amended;  100  Stat  764;  Act  of  March 
19,  1918;  15  USC  260  to  267;  PL 
99-359;  PL  106-564;  15  USC  263,  114 
Stat  2811;  49  CFR  1.59(a) 

CFR  Citation:  49  CFR  71 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  serve 
the  convenience  of  commerce,  the 
statutory  standard  for  a  time  zone 
change,  and  is  taken  in  response  to  a 
petition  filed  by  the  Pulaski  County 
Commissioners  and  County  Council. 

Timetable: 

Action  Date  FR  Cite 

i^M  11/28/06  71  FR  68777 

NPRM  Comment  .  12/28/06 

Period  End 

Final  Action  02/09/07  72  FR  6170 

Final  Action  Effective  03/1 1  /07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  C  Ashby, 
Deputy  Assistant  General  Counsel  for 
Regulation  and  Enforcement, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-4723 
TDD  Phone:  202  755-7687 
Email:  bob.ashby@ost.dot.gov 

RIN:  2105-AC86 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Nicholas  Lowry, 
Senior  Attorney,  Department  of 
Transportation,  Office  of  the  Secretary, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9351 

Fax:  202  366-7152 

Email:  nick.lowry@ost.dot.gov 

RIN:  2105-AD62 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Judith  S.  Kaleta, 
Officfr  of  the  General  Counsel, 
Department  of  Transportation,  Office  of 
the  Secretary,  400  Seventh  Street  SW., 
Washington,  DC  20590 
Phone:  202  366-9283 
Email:  )udith.kaleta@dot.gov 

RIN:  2105-AD65 

BILLING  CODE  4910— 9X—S 


Department  of  Transportation  (DOT)  Proposed  Rule  Stage 

Federal  Aviation  Administration  (FAA) 


1902.  ^transponder  CONTINUOUS 
OPERATION 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  40119;  49  USC 


44701  to  44702;  49  USC  44705;  49  USC 
44709  to  44711;  49  USC  44713;  49  USC 
44716  to  44717;  49  USC  44722;  49  USC 
44901;  49  USC  44903  to  44904;  49  USC 
44912;  49  USC  45101  to  45105;  49  USC 
46105;  49  USC  44713 


CFR  Citation:  14  CFR  21 

Legal  Deadline:  None 

Abstract:  The  FAA  is  withdrawing  the 
NPRM  published  on  January  14,  2003, 
that  proposed  to  require  airplanes 
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operated  in  domestic,  flag,  and 
supplemental  operations  to  ensure 
immediate  activation  and  continuous 
transmission  of  the  designated  hijack 
alert  code  to  air  traffic  control  (ATC) 
during  a  hijack  situation.  After 
September  11,  2002,  the  increased 
threat  of  hijacking  and  realization  that 
a  plane  could  be  used  as  a  weapon 
became  the  basis  for  the  proposed  rule. 
The  intent  was  to  provide  the  flight 
crew  of  commercial  airplanes  with  the 
ability  to  initiate  an  immediate  national 
security  response  in  the  event  of  a 
hijacking.  The  overwhelming  majority 
of  comments  opposed  the  proposal  for 
several  reasons.  Because  of  the  reasons 
given,  including  completed  security 
enhancements  to  strengthen  flightdeck 
doors,  we  are  withdrawing  the 
proposal.  Current  regulations  ensure  an 
adequate  level  of  aviation  security. 

Timetable: 


Abstract:  This  rulemaking  would 
amend  the  regulations  for  repair 
stations  by  revising  the  system  of 
ratings  and  requiring  repair  stations  to 
establish  a  qudity  program.  This 
rulemaking  would  add  changes  critical 
to  maintaining  safety.  These  include: 
Requiring  a  repair  station  to  maintain 
a  capability  list;  requiring  a  repair 
station  to  designate  a  chief  inspector; 
requiring  permanent  housing  for  all 
repair  stations  for  their  facilities, 
equipment,  materials,  and  personnel; 
and  identifying  reasons  for  denying  a 
repair  station  certificate,  especially 
when  a  previously  held  certificate  has 
been  revoked.  In  addition,  the 
rulemaking  would  clarify  recent 
revisions  to  the  repair  station 
regulations.  This  action  is  necessary  to 
reflect  changes  in  aviation  technology 
and  repair  station  business  practices. 

Timetable: 


Action 


Date  FR  Cite  Action 


Date  FR  Cite 


NPRM  01/14/03  68  FR  1942 

NPRM  Comment  03/1 7/03 

Period  End 

To  Be  Withdrawn  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  This  is  a 
withdrawal  of  an  NPRM — there  are  no 
costs  associated  with  the  action. 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 


12/01/06  71  FR70253 
02/27/07  72  FR  8641 

03/01/07 

04/16/07 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 


Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Richard  Jennings, 
Aircraft  Certification  Service, 
Department  of  Transportation,  Federal 
Aviation  Administration,  1895  Phoenix 
Boulevard,  Suite  450,  Atlanta,  GA 
30349 

Phone:  770  703-6090 
RIN:  2120-AH67 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Herbert  E.  Daniel, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-3109 
Email:  herbert.e.daniel@faa.gov 

RIN:  2120-AI53 


1903.  -i-REPAIR  STATIONS— RATINGS 
AND  QUAUTY  SYSTEM 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  44701  to  44702; 

49  USC  44707;  49  USC  44709;  49  USC 
44717 

CFR  Citation:  14  CFR  145 
Legal  Deadline:  None 


1904.  SPECIAL  REQUIREMENTS  FOR 
SPECIAL  USE  TRANSPORT 
CATEGORY  AIRPLANES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  44701;  49  USC 
44702;  49  USC  44704 

CFR  Citation:  14  CFR  25 
Legal  Deadline:  None 


Proposed  Rule  Stage 


Abstract:  This  rulemaking  would 
amend  the  airworthiness  standards  for 
transport  category  airplanes  by  adding 
new  cabin  interior  criteria  for  operators 
of  private  use  airplanes.  These 
standards  may  be  used  instead  of  the 
specific  requirements  that  affect 
transport  category  airplcmes  operated  by 
air  carriers.  These  standards  would 
supplement  the  requirements  for 
operation  under  the  air  traffic  and 
general  operating  rules.  This 
rulemaking  is  intended  to  provide 
alternative  criteria  for  transport 
category  airplanes  that  are  operated  for 
private  use,  while  continuing  to 
provide  an  acceptable  level  of  safety  for 
those  operations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Alan  Sinclair, 
Airfirame  and  Cabin  Safety  Branch, 
Department  of  Transportation,  Federal 
Aviation  Administration,  1601  Lind 
Avenue  SW.,  Renton,  WA  98055 
Phone;  425  227-1320 
Fax:  425  227-1320 
Email:  alan.sinclair@faa.gov 

RIN:  2120-AI61 


1905.  +SECURITY-RELATED 
CONSIDERATIONS  IN  THE  DESIGN 
AND  OPERATION  OF  TRANSPORT 
CATEGORY  AIRPLANES 

Priority:  Other  Significant 

Legal  Authority:  49  USC  40113;  49 
USC  44701;  49  USC  44702;  49  USC 
44704;  49  USC  103(g) 

CFR  Citation:  14  CFR  121;  14  CFR  25 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
implement  certain  security  related 
requirements  governing  the  design  of 
transport  category  airplanes.  The 
requirements  would  provide  improved 
airplane  design  features  and  greater 
protection  of  the  cabin,  flightdeck,  and 
cargo  compartments  from  the 
detonation  of  explosive  or  incendiary 
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Depcirtment  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8361 

RIN:  2120-AI78 


1907.  FILTERED  FLIGHT  DATA 


Timetable: 


Action 

Date 

FR  Cite 

NPRM 

10/05/06 

71  FR  58913 

NPRM  Comment 

12/20/06 

71  FR  76224 

Period  Extended 

NPRM  Comment 

01/03/07 

Period  End 

Extended  NPRM 

02/05/07 

Comment  Period 

End 

Request  for 

02/14/07 

72  FR  6968 

Comments 

Comment  Period  End 

04/02/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 


Government  Levels  Affected:  None 


Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g];  49 
use  40113;  49  USC  40119;  49  USC 
44101;  49  USC  44701  to  44702;  49  USC 
44705;  49  USC  44709  to  44711;  49  USC 
44713;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912 
CFR  Citation:  14  CFR  121 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
amend  the  digital  flight  data  recorder 
(DFDR)  regulations  by  prohibiting 
certain  types  of  signal  filtering  for  a  set 
of  specified  recorded  parameters.  This 
rulemaking  is  based  on 
recommendations  issued  by  the 
National  Transportation  Safety  Board 
(NTSB).  The  rulemaking  is  intended  to 
improve  the  accuracy  and  quality  of  the 
data  recorded  on  DFDRs  and  used 
during  accident  and  incident 
investigations.  This  rulemaking  was 
downgraded  and  will  not  show  up  in 
next  month’s  report. 

Timetable: 


Date 


FR  Cite 


Action 

nFr1n/i  ~ 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


11/15/06  71  FR  66634 
02/06/07  72  FR  5366 

02/13/07 

04/16/07 


devices,  penetration  by  projectiles,  and 
intrusion  by  unauthorized  persons.  The 
FAA  would  also  require  operators  to 
establish  a  “least  risk  bomb  location” 
on  all  affected  airplanes  and  to 
incorporate  certain  information  into 
relevant  operators’  manuals.  This  rule 
would  adopt  several  International  Civil 
Aviation  Organization  standards  and 
harmonize  FAA  and  international 
regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/05/07  72  FR  629 

NPRM  Comment  04/05/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jeff  Gardlin,  Federal 
Aviation  Administration,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton,  WA  98055-4056 
Phone:  425  227-2136 
Email:  jeff.gardlin@faa.gov 
RIN:  2120-AI66 


1906.  PRODUCTION  AND 
AIRWORTHINESS  APPROVALS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40105;  49 
USC  40113;  42  USC  7572;  49  USC 
44701  to  44702;  49  USC  44704;  49  USC 
44707;  49  USC  44709;  49  USC  44711; 
49  USC  44713;  49  USC  44715;  49  USC 
45303;  49  USC  106(g) 

CFR  Citation:  14  CFR  21;  14  CFR  45 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
change  certification  procedures  and 
identification  requirements  for 
aeronautical  products  and  parts.  The 
proposed  chemges  address 
standardizing  requirements  for 
production  approval  holders;  requiring 
production  approval  holders  to  issue 
airworthiness  approvals  for  aircraft 
engines,  propellers,  and  other  aviation 
parts;  requiring  manufacturers  to  mark 
all  parts  and  components;  and  revising 
export  airworthiness  approval 
requirements  to  facilitate  global 


manufacturing.  The  intent  of  these 
proposed  changes  is  to  promote  safety 
by  ensuring  that  aircraft,  and  parts 
designed  specifically  for  use  in  aircraft, 
wherever  manufactured,  meet 
applicable  standards.  This  action  is  also 
necessary  to  update  our  regulations  to 
reflect  the  current  global  aircraft  and 
aircraft  parts  manufacturing 
environment. 


Additional  Information:  This  proposal 
would  result  in  significant  cost  savings 
for  many  production  approval  holders. 
FAA  has  evaluated  these  proposed 
changes  and  has  determined  there  is 
substantial  public  interest  in  the 
implementation  of  these  changes  with 
regard  to  public  safety  as  well  as 
support  of  the  aviation  industry.  In 
some  cases,  these  changes  have  been 
the  result  of  ARAC  recommendations 
and,  as  such,  should  provide  minimal 
controversy  when  implemented.  The 
majority  of  this  rulemaking  project  has 
been  an  ongoing  effort  for  more  than 
8  years  and  has  resulted  in  a  draft 
NPRM,  which  should  facilitate  a 
shortened  rulemaking  process. 

In  most  cases,  these  proposed  revisions 
have  little  or  no  impact  on  the  aviation 
industry  while  providing  significant 
safety  benefits,  providing 
standardization  to  the  certification 
process  and  increasing  FAA 
effectiveness  and  efficiency  in 
determining  and  resolving  unsafe 
conditions  at  the  earliest  possible 
opportunity. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Frank  P  Paskeiwicz, 
Production  and  Airworthiness  Division, 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Timothy  Shaver, 
Avionic  Systems  Branch,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  385-4686 
Email:  timothy.shaver@faa.gov 

RIN:  2120-AI79 
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1908.  •  PARACHUTE  EQUIPMENT 
AND  PACKING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  106(G);  49 
use  1155;  49  USC  40103;  49  USC 
40113;  49  USC  40113  to  40114;  49  USC 
40120;  49  USC  44101;  49  USC  44111; 

49  USC  44701;  49  USC  44701  to  44702; 
49  USC  44709;  49  USC  44711;  49  USC 
44712;  49  USC  44715;  49  USC  44716; 

49  USC  44717;  49  USC  44721;  49  USC 
44722;  49  USC  46306;  49  USC  46315; 

49  USC  46316;  49  USC  46504;  49  USC 
46506  to  46507;  49  USC  47122;  49  USC 
47508;  49  USC  47528  to  47531;  61  Stat 
1180  Articles  12  and  29 

CFR  Citation:  14  CFR  105;  14  CFR  91 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
extend  from  120  to  180  days  the 
packing  interval  for  certain  types  of 
parachutes.  This  rulemaking  is  based 
on  new  reliability  data  from  the 
parachute  industry  and  other  sources 
that  suggest  a  need  to  review  and  revise 
the  packing  requirements  for  certain 
types  of  parachutes  for  modern 
parachute  systems. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  This  rule  will 
result  in  zero  net  quantifiable  costs. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Kim  Barnette, 
AFS-350,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  493-4922 
Fax:  202  267-5115 
Email:  kim.a.barnette@faa.gov 

RIN:  2120-AI85 


1909.  •  REVISIONS  TO  THE  PILOT, 
FLIGHT  INSTRUCTOR,  GROUND 
INSTRUCTOR,  AND  PILOT  SCHOOL 
CERTIFICATION  RULES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  44701  to  44703; 


49  USC  44707;  49  USC  44709  to  44711; 
49  USC  45102  to  45103;  49  USC  45301 
to  45302 

CFR  Citation:  14  CFR  61 
Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  training,  qualification,  certification, 
and  operating  requirements  for  pilots, 
flight  instructors,  ground  instructors, 
and  pilot  schools.  These  changes  are 
needed  to  clarify,  update,  and  correct 
our  existing  regulations.  These  changes 
are  intended  to  ensure  that  flight 
crewmembers  have  the  training  and 
qualifications  to  enable  them  to  operate 
aircraft  safely. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/07/07  72  FR  5805 

NPRM  Comment  05/08/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  This  rule  will 
provide  costs  savings.  For  the  proposed 
revisions,  for  which  we  were  able  to 
quantify  the  cost  savings,  we  estimate 
this  proposal  to  generate  cost  savings 
of  $31.6  million  ($22.0  million, 
discounted)  and  $4.0  million  ($3.0 
million,  discounted)  of  costs  over  the 
2007  to  2016  time  period.  Therefore, 
this  proposal  is  estimated  to  generate 
a  net  cost  savings  of  $27.6  million 
($19.1  million,  discounted)  over  the 
same  10-year  period- and  is  cost- 
beneficial. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  D  Lynch.  Flight 
Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington, _DC  20591 
Phone:  202  267-3844 

RIN:  2120-AI86 


1910.  •  REQUIREMENT  FOR 
AMATEUR  ROCKET  ACTIVITIES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  70101  to 
79121 

CFR  Citation:  14  CFR  1;  14  CFR  101; 
14  CFR  400;  14  CFR  401 


Legal  Deadline:  None 

Abstract:  The  rulemaking  would 
introduce  new  regulations  to  preserve 
the  level  of  safety  associated  with 
amateur  rocketry.  In  addition  to 
addressing  safety,  this  rulemaking 
would  codify  current  practice  and 
clarify  current  regulations.  We  believe 
that  reasonable  safety  regulations  can 
preserve  safety  and  protect  an 
important,  growing  industry. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Charles  P  Brinkman, 
Flight  Standards  Ser\'ice,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20571 
Phone:  202  267-7715 
Email:  charles.brinkman@faa.gov 

RIN:  2120-AI88 


1911.  •  +RE-REGISTRATION  AND 
RENEWAL  OF  AIRCRAFT 
REGISTRATION 

Priority:  Other  Significant 

Legal  Authority:  49  USC  44111 
CFR  Citation:  14  CFR  47 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  requirements  concerning  the 
registration  of  aircraft.  The  rulemaking 
is  based  on  the  need  to  increase  and 
maintain  the  accuracy  of  aircraft 
registration  information  in  the  Civil 
Aviation  Registry.  This  rulemaking 
would  ensure  aircraft  owners 
periodically  provide  information 
regarding  changes  in  registration.  The 
rulemaking  would  respond  to  the 
concerns  of  law  enforcement  and  other 
government  agencies  and  would 
provide  more  accurate,  up-to-date 
aircraft  registration  information  to  all 
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users  of  the  Civil  Aviation  Registry 
database. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Mark  Lash,  Civil 
Aviation  Registry,  Department  of 
Transportation,  Federal  Aviation 
Administration,  6500  South  MacArthur 
Bouleveu’d,  Oklahoma  City,  OK  73169 
Phone:  405  954-^331 
Email:  mark.lash@faa.gov 

RIN:  2120-AI89 


1912.  •  ACTIVATION  OF  ICE 
PROTECTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  44701;  49  USC 
44702;  49  USC  44704 

CFR  Citation:  14  CFR  25 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  airworthiness  standards 
applicable  to  transport  category 
airplanes  certificated  for  flight  in  icing 
conditions.  The  standards  would 
require  a  means  to  ensure  timely 
activation  of  the  airframe  ice  protection 
system.  This  rulemaking  is  the  result 
of  information  gathered  fi’om  a  review 
of  icing  accidents  and  incidents,  and 
is  intended  to  improve  the  level  of 
safety  for  new  airplane  designs  when 
operating  in  icing  conditions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Kathi  Ishimaru, 
ANM-112,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton,  WA  98057-3356 
Phone;  425  227-2674 
Fax:  425  227-1320 
Email;  kathi.ishimaru@faa.gov 

RIN:  2120-AI90 


1913.  •  MODIFICATION  OF  CERTAIN 
MEDICAL  STANDARDS  AND 
PROCEDURES  AND  DURATION  OF 
CERTAIN  MEDICAL  CERTIFICATES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  44701;  49 
USC  44703;  subpart  III;  subtitle  VII, 
part  A 

CFR  Citation:  14  CFR  183;  14  CFR  61; 
14  CFR  65;  14  CFR  67 

Legal  Deadline:  None 

Abstract:  This  rule  would  extend  the 
duration  of  first-  and  third-  class 
medical  certificates  for  certain 
individuals.  A  first-class  medical 
certificate  is  required  when  exercising 
airline  transport  pilot  privileges  and  at 
least  a  third-class  medical  certificate 
when  exercising  private  pilot 
privileges.  Certain  conforming 
amendments  to  medical  certification 
procedures  and  some  general  editorial 
amendments  also  are  proposed.  The 
intent  of  this  action  is  to  improve  the 
efficiency  of  the  medical  certification 
program  and  service  provided  to 
medical  certificate  applicants. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/07  72  FR  18091 

NPRM  Comment  06/1 1/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additionaf  Information:  This  rule  will 
provide  costs  savings.  From  2007  to 
2016,  the  total  cost  savings  of  the  rule 
would  be  approximately  $85.0  million 
($59.7  million,  discounted). 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments; 


dms.dot.gov 

Agency  Contact:  Judi  Citrenbaum,- 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone;  202  267-9689 
Email:  judi.m.citrenbaum@faa.gov 

RIN:  2120- AI91 


1914.  •  •••  AUTOMATIC  DEPENDENT 
SURVEILLANCE— BROADCAST 
(ADS-B)  EQUIPAGE  MANDATE  TO 
SUPPORT  AIR  TRAFFIC  CONTROL 
SERVICE 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  1155;  49  USC 
40103;  49  USC  40113;  49  USC  40120; 
49  USC  44101;  49  USC  44111;  49  USC 
44701;  49  USC  44709;  49  USC  44711; 
49  USC  44712;  49  USC  44715;. 49  USC 
44716;  49  USC  44717;  49  USC  44722; 
49  USC  46306;  49  USC  46315;  49  USC 
46316;  49  USC  46504;  49  USC  46506 
to  46507;  49  USC  47122;  49  USC 
47508;  49  USC  47528  to  47531;  49  USC 
106(g);  Articles  12  and  29  of  61  stat 
1180 

CFR  Citation:  14  CFR  91 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
require  Automatic  Dependent 
Surveillance — Broadcast  (ADS-B)  Out 
equipment  on  aircraft  to  operate  in 
certain  classes  of  airspace  within  the 
United  States  National  Airspace 
System.  The  rulemaking  is  necessary  to 
accommodate  the  expected  increase  in 
demand  for  air  transportation,  as 
described  in  the  Next  Generation  Air 
Transportation  System  Integrated  Plan. 
The  intended  effect  of  this  rule  is  to 
provide  the  Federal  Aviation 
Administration  with  a  comprehensive 
surveillance  system  that  accommodates 
the  anticipated  increase  in  operations 
and  would  provide  a  platform  for 
additional  flight  applications  and 
services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  Cost  estimates 
are  not  yet  available.  They  will  be 
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included  when  draft  regulatory 
evaluation  is  completed. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Chris  Hillers, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  703  389-1785 
Email:  christopher.hillers@faa.gov 

RIN:  2120-AI92 


1915.  •  ENGINE  CONTROL  SYSTEM 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
use  44701  to  44702;  49  USC  44704; 

49  USC  106(g) 

CFR  Citation:  14  CFR  33 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
type  certification  standards  for  aircraft 
engine  control  systems.  This  rule 
change  reflects  current  practice  and 
harmonizes  FAA  standards  with  those 
recently  adopted  by  the  European 
Aviation  Safety  Agency. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/11/07  72  FR  18148 

NPRM  Comment  06/1 1/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
costs  are  not  applicable  since  this  is 
a  minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Pubiic  Comments: 

dms.dot.gov 

Agency  Contact:  Gary  Horan, 
Department  of  Transportation,  Federal 
Aviation  Administration,  12  New 
England  Executive  Park,  Burlington, 

MA  01803-5299 
Phone:  781  238-7164 
Fax:  781  238-7199 
Email:  gry.horan@faa.gov 

RIN:  2120-AI94 


1916.  •  AIRWORTHINESS 
STANDARDS:  PROPELLERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
USC  44701  to  44702;  49  USC  44704; 

49  USC  106(g) 

CFR  Citation:  14  CFR  23;  14  CFR  25; 

14  CFR  33;  14  CFR  35 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
airworthiness  standards  for  issuance  of 
original  amended  type  certificates  (TC) 
for  aircraft  propellers  to  address 
advances  in  technology  and  harmonize 
our  requirements  with  those  of  the 
European  Aviation  Safety  Agency. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/11/07  72  FR  18136 

NPRM  Comment  06/1 1/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
costs  are  not  applicable  since  this  is 
a  minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information 

■dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jay  Turnberg, 
Department  of  Transportation,  Federal 
Aviation  Administration,  12  New 
England  Executive  Park,  Burlington, 

MA  01803-5299 
Phone:  781  238-7116 
Fax:  781  238-7199 
Email:  jay.turnberg@faa.gov 

RIN:  2120-AI95 


1917.  •  ROTORCRAFT  TURBINE 
ENGINES 

ONE-ENGINE-INOPERATIVE  (OEI) 
RATINGS,  TYPE  CERTIFICATION 
STANDARDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
USC  44701;  49  USC  106(g) 

CFR  Citation:  14  CFR  1;  14  CFR  33 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  One-Engine-Inoperative  (OEI) 
rating  definitions  and  type  certification 


standards  for  30-second  OEI,  2-minute 
OEI,  and  30-minute  OEI  ratings  for 
rotorcraft  turbine  engines.  It  would 
revise  the  ratings’  standards  to  reflect 
recent  analyses  of  the  ratings’  usage 
and  lessons  learned  from  completed 
engine  certifications  and  service 
experience.  It  would  also  harmonize 
FAA  type  certification  standards  for 
these  ratings  with  the  European 
Aviation  Safety  Agency  in  the 
Certification  Specifications  for  Engines 
(CS-E)  and  with  proposed  requirements 
for  Transport  Canada  Civil  Aviation. 
The  changes  would  establish  nearly 
uniform  certification  standards  for 
ratings  for  rotorcraft  turbine  engines 
certificated  in  the  United  States  under 
part  33  and  in  European  countries 
under  CS-E,  thus  simplifying 
airworthiness  approvals  for  import  and 
export. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
costs  are  not  applicable  since  this  is 
a  minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lance  T  Gant,  Air 
Certification  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  2601  Meachum 
Boulevard,  Fort  Worth,  TX  76193-0110 
Phone:  817  222-5114 

RIN:  212Q-AI96 


1918.  •  ^QUALIFICATION,  SERVICE, 
AND  USE  OF  CREWMEMBERS  AND 
AIRCRAFT  DISPATCHERS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  40119;  49 
USC  40113;  49  USC  44101;  49  USC 
44701  to  44702;  49  USC  44705;  49  USC 
44709  to  44711;  49  USC  44713;  49  USC 
44716  to  44717;  49  USC  44722;  49  USC 
44901;  49  USC  44903  to  44904;  49  USC 
44912;  49  USC  46105;  49  USC  106(g) 

CFR  Citation:  14  CFR  119;  14  CFR  121; 
14  CFR  135;  14  CFR  142;  14  CFR  65 
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Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  regulations  for  crewmember 
and  dispatcher  training  programs  in 
domestic,  flag,  and  supplemental 
operations.  The  rulemaking  would 
enhance  traditional  training  programs 
by  requiring  the  use  of  flight  simulation 
training  devices  for  flight  crewmembers 
and  including  additional  training 
requirements  in  areas  that  are  critical 
to  safety.  The  rulemaking  would  also 
reorganize  and  revise  the  qualification 
and  training  requirements.  The  changes 
are  intended  to  contribute  significantly 
to  reducing  aviation  accidents. 
Timetable: 

Action  Date  FR  Cite 

NR^M  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Addttlonal  Information:  For  flight 
crewmember  information  contact 
Edward  Cook,  for  flight  attendant 
information  contact  Nancy  Lauck 
Claussen,  and  for  aircraft  dispatcher 
information  contact  David  Maloy,  Air 
Carrier  Training  Branch  (AFS-210), 
Flight  Standards  Service,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 


Washington,  DC  20591;  telephone  (202) 
267  8166. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Edward  Cook,  Flight 
Standanis  Service!  Department  of 
Transportation,  Federal  Aviation 
Administration,  1701  Columbia 
Avenue,  College  Park,  GA  30337 
Phone:  404  305-6100 

RIN:  2120-AJ00 


1919.  •  -i-AGE  65  UPPER  AGE  LIMIT 
Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  40119;  49  USC 
44101;  49  USC  44701  to  44702;  49'USC 
44705;  49  USC  44709  to  44711;  49  USC 
44713;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912;  49  USC  46105 

CFR  Citation:  14  CFR  121 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  raise 
the  upper  age  limit  for  pilots  serving 
in  air  carrier  operations  (14  CFR  part 
121)  to  age  65  as  long  as  the  other  pilot 
at  the  controls  is  under  age  60.  In 


addition,  and  to  conform  to  ICAO 
standards,  the  FAA  would  make  a 
minor  amendment  to  airmen 
certification  rules  to  require  that  air 
carrier  pilots  over  age  60  hold  an  FAA 
first-class  medical  certificate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Cost  estimates 
are  not  yet  available.  They  will  be 
included  when  the  draft  regulatory 
evaluation  is  completed. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Larry  Youngblut, 
Flight  Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20951 
Phone:  202  267-9360 
Email:  larry.youngblut@faa.gov 

RIN:  2120-AJ01 


Department  of  Transportation  (DOT)  Final  Rule  Stage 

Federal  Aviation  Administration  (FAA) 


1920.  SAFE,  EFFICIENT  USE  AND 
PRESERVATION  OF  THE  NAVIGABLE 
AIRSPACE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40103;  49  USC  40113  to  40114; 

49  USC  44502;  49  USC  44701;  49  USC 
44718 

CFR  Citation:  14  CFR  77 
Legal  Deadline:  None 

Abstract:  This  rule  would  amend  the 
regulations  governing  objects  that  may 
affect  the  navigable  airspace. 
Specifically,  the  FAA  is  proposing  to 
add  notification  requirements  and 
obstruction  standards  for 
electromagnetic  interference  and  amend 
the  obstruction  standards  for  civil 
airport  imaginary  surfaces  to  more 
closely  align  these  standards  with  FAA 
airport  design  and  instrument  approach 
procedure  criteria.  In  addition,  the  FAA 


is  proposing  to  increase  the  number  of 
days  in  which  notice  must  be  filed  with 
the  FAA  before  beginning  construction 
or  alteration;  add  and  amend 
definitions  for  terms  commonly  used 
during  the  aeronautical  evaluation 
process;  and  remove  the  provisions  for 
public  hearings  and  antenna  farms.  The 
FAA  is  also  proposing  to  retitle  the  rule 
and  reformat  it  into  sections  that 
closely  reflect  the  aeronautical  study 
process.  These  proposals  incorporate 
case  law  and  legislative  action,  and 
simplify  the  rule  language.  The 
intended  effect  of  these  proposed 
changes  is  to  improve  safety  and 
promote  the  efficient  use  of  the 
National  Airspace  System. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/13/06  71  FR  34028 


Action  Date  FR  Cite 

NPRM  Comment  09/11/06 

Period  End 

Final  Rule  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Project 
Number:  ATA-00-490. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ellen  Crum,  Air 
Traffic  Rules  Procedures  Branch, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8783 
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Email:  ellen.crum@faa.gov 
RIN:  2120-AH31 


1921.  AREA  NAVIGATION  (RNAV)  AND 
MISCELLANEOUS  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority.-' 49  USC  106(g):  49 
use  1155;  49  USC  40103  to  40105;  49 
USC  40113;  49  USC  40119  to  40120; 

49  USC  41706;  49  USC  44101;  49  USC 
44111;  49  USC  44113;  49  USC  44701 
to  44702;  49  USC  44705;  49  USC  44709 
to  44713;  49  USC  44715  to  44717;  49 
USC  44722;  49  USC  44901  to  44904; 

49  USC  44906;  49  USC  44912;  49  USC 
46105;  49  USC  46306;  49  USC  46315; 

49  USC  46316;  49  USC  46504;  49  USC 
46506  to  46507;  49  USC  47122;  49  USC 
47508;  49  USC  47528  to  47531 

CFR  Citation:  14  CFR  l;  14  CFR  91; 

14  CFR  97;  14  CFR  121;  14  CFR  129; 

14  CFR  135 

Legal  Deadline:  None 

Abstract:  The  FAA  is  amending  its 
regulations  to  reflect  technological 
advances  that  support  area  navigation 
(RNAV);  make  certain  terms  consistent 
with  those  of  the  International  Civil 
Aviation  Organization;  remove  the 
middle  marker  as  a  required  component 
of  instrument  landing  systems;  and 
clarify  airspace  terminology.  The 
changes  are  intended  to  facilitate  the 
transition  from  ground-based  navigation 
to  new  reference  sources,  enable 
advancements  in  technology,  and 
increase  efficiency  of  the  National 
Airspace  System. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Reopened 
NPRM  Comment 
Period  End 
Final  Action 


12/17/02  67  FR  77326 
01/31/03 

04/08/03  68  FR  16992 

07/07/03 

05/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 


Additional  Information:  Compliance 
cost  not  applicable  since  this  flnal  rule 
will  not  mandate  costs  on  aircraft 
operators  or  on  owners  of  ILS’s  with 
middle  markers.  This  rule  does  not 
require  any  changes  to  the  current 
navigation  systems,  nor  does  it  require 


decommissioning  middle  markers. 
However,  it  expands  the  options 
available  to  the  aircraft  operators  and 
allows  decommissioning  of  some 
middle  markers. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ernest  Skiver,  Flight 
Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue,  SW.,  Washington,  DC  20591 
Phone:  202  385-4586 
Email:  emie.skiver@faa.gov 

RIN:  2120-AH77 


1922.  PERFORMANCE  AND 
HANDLING  QUALITIES 
REQUIREMENTS  FOR  ROTORCRAFT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  44701  to  44702; 

49  USC  44704 

CFR  Citation:  14  CFR  27;  14  CFR  29 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
airworthiness  standards  for  normal  and 
transport  category  rotorcraft  to  address 
technological  advances  in  design  and 
operational  trends  in  normal  and 
transport  rotorcraft  performance  and 
handling  qualities.  The  changes  would 
enhance  the  safety  standards  for 
performance  and  handling  qualities  to 
reflect  the  evolution  of  rotorcraft 
capabilities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/25/06  71  FR  42221 

NPRM  Comment  10/23/06 

Period  End 

Final  Rule '  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Project 
Number:  ASW-95-223-A 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lance  T  Gant,  Air 
Certification  Service,  Department  of 
Transportation,  Federal  Aviation 


Administration,  2601  Meachum 
Boulevard,  Fort  Worth,  TX  76193-0110 
Phone:  817  222-5114 

RIN:  2120-AH87. 


1923.  ■►REVISIQNS  TQ  CQCKPIT 
VQICE  RECQRDER  AND  DIGITAL 
FLIGHT  DATA  RECQRDER 
REGULATIQNS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  100(g);  49 
USC  40113;  49  USC  40119;  49  USC 
41706;  49  USC  44101;  49  USC  44701 
to  44702;  49  USC  44705;  49  USC  44709 
to  44713;  49  USC  44715  to  44717;  49 
USC  44722;  49  USC  44901;  49  USC 
44903;  49  USC  44904;  49  USC  44912; 

49  USC  46105;  49  USC  44113 

CFR  Citation:  14  CFR  129;  14  CFR  23; 
14  CFR  25;  14  CFR  27;  14  CFR  29;  14 
CFR  91;  14  CFR  121;  14  CFR  125;  14  - 

CFR  135 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  cockpit  voice  recorder  (CVR)  and 
digital  flight  data  recorder  (DFDR) 
regulations  for  certain  air  carriers, 
operators,  and  aircraft  manufacturers. 
This  mlemaking  will  increase  the 
duration  of  CVR  and  flight  data 
recorder  (FDR)  recordings;  increase  the 
data  recording  rate  of  certain  DFDR 
parameters;  require  physical  separation 
of  the  DFDR  and  CVR;  improve  the 
reliability  of  the  power  supply  to  both 
the  CVR  and  DFDR;  and,  if  data-link 
communication  equipment  is  installed, 
require  that  all  data-link 
communications  received  by  an  aircraft 
be  recorded. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Final  Rule 


02/28/05  70  FR  9752 
04/27/05  70  FR  21688 

06/28/05 

09/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  On  December 
15,2005,  OMB  “cleared”  this 
rulemaking,  subject  to  minor  changes, 
mostly  editorial.  Actual  clearance 
should  date  from  January  12,  2006, 
when  the  revised  version  was 
resubmitted  to  OMB. 
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URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Timothy  Shaver, 
Avionic  Systems  Branch,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  $W.,  Washington,  DC  20591 
Phone:  202  385-4686 
Email:  timothy.shaver@faa.gov 
RIN:  2120-AH88 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Walter  Sippel, 
ANM-115,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton,  WA  98039-4056 
Phone:  425  227-2774 
Fax:  425  227-1232 
Email:  walter.sippel@faa.gov 

RIN:  2120-A105 


Phone:  425  917-6586 
Email:  dave.walen@faa.gov 

RIN:  2120-AI06 


1926.  AIRPLANE  PERFORMANCE  AND 
HANDLING  QUALITIES  IN  ICING 
CONDITIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  44701;  49  USC 
44702;  49  USC  44704 

CFR  Citation:  14  CFR  25 


1924.  +  AGING  AIRCRAFT  PROGRAM 
(WIDESPREAD  FATIGUE  DAMAGE) 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  40119;  49  USC 
41706;  49  USC  44101;  49  USC  44701 
to  44702;  49  USC  44705;  49  USC  44709 
to  44711;  49  USC  44713;  49  USC  44716 
to  44717;  49  USC  44722;  49  USC 
46105;  49  USC  1372;  PL  107-71  sec 
104; 

CFR  Citation:  14  CFR  121;  14  CFR  129 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  prevent 
widespread  fatigue  damage  by 
proposing  to  require  that  design 
approval  holders  establish  operational 
limits  on  transport  category  airplanes. 
Design  approval  holders  will  also  be 
required  to  determine  if  maintencmee 
actions  are  needed  to  prevent 
widespread  fatigue  damage  before  an 
airplane  reaches  its  operational  limit. 
Operators  of  any  affected  airplane  will 
be  required  to  incorporate  the 
operational  limit  and  any  necessary 
service  information  into  their 
maintenance  programs.  Operation  of  an 
affected  airplane  beyond  the 
operational  limit  will  be  prohibited, 
unless  an  operator  has  incorporated  an 
extended  operational  limit  and  any 
necessary  service  information  into  its 
maintenance  program. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
"  Final  Rule 


04/18/06  71  FR  19927 
07/17/06  71  FR  38540 

09/18/06 

05/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


1925.  HIGH-INTENSITY  RADIATED 
FIELDS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  44701;  49  USC 
44704 

CFR  Citation:  14  CFR  23;  14  CFR  25; 

14  CFR  27;  14  CFR  29 

Legal  Deadline:  None 
Abstract:  The  FAA  will  add 
certification  standards  for  aircraft 
electrical  and  electronic  systems 
because  of  their  increased  use  in 
aircraft  and  vulnerability  to  high- 
intensity  radiated  fields  (HIRF).  The 
rule  will  define  specific  HIRF 
certification  requirements  to  provide 
protection  against  HIRF  effects  that  will 
apply  to  any  applicant  seeking  issuance 
of  a  type  certificate,  amended  type 
certificate,  or  supplemental  type 
certificate  for  the  initial  approval  of  a 
new  type  of  aircraft  design  or  a  change 
in  aircraft  type  design. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/01/06  71  FR  5553 

NPRM  Comment  05/02/06 
Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dave  Walen, 
ANM-llON,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton,  WA  98055 


Legal  Deadline:  None 

Abstract:  The  FAA  will  amend  the 
airworthiness  standards  for  transport 
category  airplanes  to  introduce  new 
requirements  to  evaluate  airplane 
performance  and  handling 
characteristics  in  icing  conditions.  The 
rule  will  revise  the  requirements 
related  to  ice  protection  systems  on 
these  airplanes,  and  will  harmonize  the 
U.S.  airworthiness  standards  with  the 
European  Joint  Aviation  Requirements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/04/05  70  FR  67278 

NPRM  Comment  02/02/06 
Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments:  ^ 

dms.dot.gov 

Agency  Contact:  Don  Stimson,  Aircraft 
Certification  Service,  Depeurtment  of 
Transportation,  Federal  Aviation 
Administration,  Northwest  Mountain 
Region  1601  Lind  Avenue  SW.,  Renton, 
WA  98055-4056 
Phone:  425  227-1129 
Fax:  425  227-1320 
Email:  don.stlmson@faa.gov 

RIN:  2120-AI14 


1927.  +FLIGHTDECK  DOOR 
MONITORING  AND  CREW  DISCREET 
ALERTING  SYSTEM 

Priority:  Other  Significant 

Legal  Authority:  49  USC  44709  to 
44711;  49  USC  44713;  49  USC  44716 
to  44717;  49  USC  44722;  49  USC 
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46105;  49  USC  106(g):  49  USC  40113; 
49  USC  40119;  49  USC  41706;  49  USC 
44101;  49  USC  44701  to  44702;  49  USC 
44705; 

CFR  Citation:  14  CFR  121 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  require 
passenger-carrying  transport  category 
airplanes  used  in  domestic,  flag,  and 
supplemental  operations  to  have  a 
means  to  allow  the  flightcrew  to 
visually  monitor  the  door  area  outside 
the  flightdeck.  This  will  allow  the 
flightcrew  to  identify  persons 
requesting  entry  into  the  flightdeck  and 
to  detect  suspicious  behavior  or 
potential  threats.  Second,  this 
rulemaking  will  amend  FAA 
regulations  so  that,  for  operations 
requiring  the  presence  of  flight 
attendants,  the  flight  attendants  have  a 
means  to  discreetly  notify  the 
flightcrew  of  suspicious  activity  or 
security  breaches  in  the  cabin.  This 
final  rule  will  address  standards 
adopted  by  the  International  Civil 
Aviation  Organization  following  the 
September  11,  2001,  terrorist  attacks. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/21/05- 70  FR  55491 

NPRM  Comment  11/21/05 

Period  End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Joe  Keenan,  Air 
Carrier  Operations  Branch,  Flight 
Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-8166 
Fax:  202  267-9579 
Email:  joe.keenan@faa.gov 

RIN:  2120-AI16 


1928.  ^TRANSPORT  AIRPLANE  FUEL 
TANK  FLAMMABILITY  REDUCTION 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  106(g);  49  • 
USC  40113;  49  USC  44701  to  44702; 

49  USC  44704 

CFR  Citation:  14  CFR  91;  14  CFR  121; 
14  CFR  125;  14  CFR  129 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  require 
that  flammability  reduction  means  be 
incorporated  into  existing  airplanes, 
newly  manufactured  airplanes,  and 
new  designs.  It  establishes  new  design 
standards  for  future  and  pending 
applications  for  type  certification  as 
well  as  new  operating  rules  for 
retrofitting  existing  airplanes. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Final  Rule 


11/23/05  70  FR  70922 
03/21/06  71  FR  14122 

05/08/06 

10/00/07 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 


Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Mike  Dostert,  Federal 
Aviation  Administration,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton,  WA  98055^056 
Phone:  425  227-2132 
Fax:  425  227-1320 
Email:  mike.dostert@faa.gov 

RIN:  2120-AI23 


1929.  -(-ENHANCED  AIRWORTHINESS 
PROGRAM  FOR  AIRPLANE  SYSTEMS 
(EAPAS)  AND  SFAR  88 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  1155;  49  USC  1372;  49  USC 
40103;  49  USC  40119;  49  USC  40120; 
49  USC  40113;  49  USC  41706;  49  USC 
4401;  49  USC  44111;  49  USC  44701  to 
44705;  49  USC  44709  to  44713;  49  USC 
44715  to  44717 


CFR  Citation:  14  CFR  1;  14  CFR  25; 

14  CFR  91;  14  CFR  121;  14  CFR  125; 

14  CFR  129 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  change 
wiring  system  and  fuel  tank  system 
requirements  for  transport  category 
airplanes.  It  will  organize  and  clarify 
design  requirements  for  wire  systems 
by  moving  existing  regulatory 
references  to  wiring  into  a  single 
section  of  the  regulations  specifically 
for  wiring  and  adding  new  certification 
rules  to  address  aging  issues  in  wire 
systems.  This  rulemaking  will  require 
holders  of  type  certificates  for  certain 
transport  category  airplanes  to  conduct 
analyses  and  make  necessary  changes 
to  existing  Instructions  for  Continued 
Airworthiness  (ICA)  to  improve 
maintenance  procedures  for  wire 
systems.  It  will  require  operators  to 
incorporate  those  ICA  for  wiring  into 
their  maintenance  or  inspection 
programs.  It  will  also  clarify 
requirements  of  certain  existing 
operational  rules  for  operators  to 
incorporate  ICA  for  fuel  tank  systems 
into  their  maintenance  or  inspection 
programs.  The  intent  of  this  rulemaking 
is  to  help  ensure  the  continued  safety 
of  commercial  airplanes  by  improving 
the  design,  installation,  and 
maintenance  of  their  electrical  wiring 
systems,  as  well  as  by  aligning  those 
requirements  as  closely  as  possible 
with  the  requirements  for  fuel  tank 
system  safety. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/06/05  70  FR  58507 

NPRM  Comment  02/03/06 
Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Stephen  M  Slotte, 
Aircraft  Certification  Service, 
Department  of  Transportation,  Federal 
Aviation  Administration,  1601  Lind 
Avenue  SW.,  Renton,  WA  98055-2315 
Phone:  425  227-2315 

RIN:  2120-AI31 
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1930.  DAMAGE  TOLERANCE  DATA 
FOR  REPAIRS  AND  ALTERATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  44701;  49  USC 
44702;  49  USC  44704;  49  USC  40119; 

49  USC  41706;  49  USC  44101;  49  USC 
44705;  49  USC  44709  to  44711;  49  USC 
44713;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912;  49  USC  45101 
to  45105;  49  USC  46105;  49  USC 
46301;  49  USC  1372;  PL  107-17,  sec 
104 

CFR  Citation:  14  CFR  25;  14  CFR  121; 
14  CFR  129 

Legal  Deadline:  None 

Abstract:  This  action  will  require 
holders  of  design  approvals  to  make 
available  to  operators  damage  tolerance 
data  for  repairs  and  alterations  to 
fatigue  critical  airplane  structure.  This 
rulemaking  is  needed  to  support 
operator  compliance  with  the 
requirement  to  include  damage 
tolerance  inspections  and  procedures  in 
their  maintenance  programs,  and  to 
enable  operators  to  take  into  account 
the  possible  adverse  effects  of  repairs 
and  alterations  on  fatigue  critical 
structure.  The  intended  effect  of  this 
rulemaking  is  to  ensure  the  continued 
airworthiness  of  fatigue  critical  airplane 
structure  by  requiring  design  approval 
holders  to  support  operator  compliance 
with  specified  damage  tolerance 
requirements. 

Timetable: 


Action 


Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 

Final  Rule 


04/21/06  71  FR20574 
07/07/06  71  FR  38541 

07/20/06 

09/18/06 

10/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Greg  Schneider, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 


Aviation  Administration,  1601  Lind 
Avenue  SW.,  Renton,  WA  98055 
Phone:  425  227-2116 
Fax:  425  227-1181 
Email:  greg.schneider@faa.gov 

RIN:  2120-AI32 


1931.  PASSENGER  FACILITY  CHARGE 
PROGRAM,  DEBT  SERVICE,  AIR 
CARRIER  BANKRUPTCY,  AND 
MISCELLANEOUS  CHANGES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40116  to 
40117;  49  USC  47106;  49  USC  47111 
to  47116;  49  USC  47524;  49  USC 
47526;  49  USC  106(g) 

CFR  Citation:  14  CFR  158 
Legal  Deadline:  None 

Abstract:  This  rulemaking  is  intended 
to  change  the  passenger  facility  charge 
program  to  add  more  eligible  uses  for 
revenue,  protect  such  revenue  in 
bankruptcy  proceedings,  and  eliminate 
charges  to  passengers  on  military 
charters.  These  actions  respond  to 
Vision  100 — Century  of  Aviation 
Reauthorization  Act.  In  addition,  the 
action  would  revise  current  reporting 
requirements  to  reflect  technological 
improvements;  promulgate  some 
existing  practices  and  policies  into 
current  regulations;  and  clarify  and 
update  existing  references  and 
regulations.  This  would  further 
streamline  the  existing  policies  of  the 
passenger  facility  charge  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/01/06  71  FR  5188 

NPRM  Comment  04/03/06 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Sheryl  Scarborough, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8825 
Fax:202  267-5302  hi 


Email:  sheryl.scarborough@faa.gov 
RIN:  2120-AI68 


1932.  AIRCRAFT  ENGINE 
STANDARDS  FOR  LIFE-LIMITED 
PARTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
USC  44701  to  44702;  49  USC  44704; 

49  use  106(g) 

CFR  Citation:  14  CFR  33 

Legal  Deadline:  None 

Abstract:  This  rule  will  amend  the 
certification  standards  for  original  and 
amended  type  certificates  for  aircraft 
engines  by  modifying  the  standards  for 
engine  life  limited  parts.  The  rule  will 
establish  new  and  uniform  standards 
for  the  design  and  testing  of  life  limited 
parts  for  aircraft  engines  certificated  by 
the  FAA,  the  European  Aviation  Safety 
Agency  (EASA),  and  the  Joint  Aviation 
Authorities  (JAA),  and  will  add  new 
standards  for  the  design  of 
reciprocating  engine  turbocharger 
rotors.  The  rule  will  also  harmonize  14 
CFR  part  33  requirements  with  EASA 
and  JAA  requirements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/02/06  71  FR  5770 

NPRM  Comment  05/03/06 
Period  End 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  The  proposed 
rule  clarifies  requirements  and  is 
expected  to  either  reduce  costs  or 
impose  no  new  costs  on  airdfaft  engine 
manufacturers. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Tim  Mouzakis, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  781  238-7114 
Email:  timoleon.mouzakis@faa.gov 

RIN:  2120-AI72 
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1933.  AIRWORTHINESS  STANDARDS: 
ENGINE  BIRD  INGESTION 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
use  44702;  49  USC  44704;  49  USC 

106(g) 

CFR  Citation:  14  CFR  33 
Legal  Deadline:  None 
Abstract:  The  FAA  will  amend  the 
aircraft  turbine  engine  type  certification 
standards  to  reflect  recent  analysis  of 
the  threat  flocking  birds  present  to 
turbine  engine  aircraft.  These  changes 
also  harmonize  FAA,  Joint  Aviation 
Authority  (JAA),  and  European 
Aviation  Safety  Agency  (EASA)  bird 
ingestion  standards  for  aircraft  turbine 
engines  type  certificated  by  the  United 
States  and  the  JAA/EASA  countries, 
and  simplify  airworthiness  approvals 
for  import  and  export.  These  changes 
are  necessary  to  establish  uniform 
international  standards  that  provide  an 
adequate  level  of  safety  for  aircraft 
turbine  engines  with  respect  to  the 
current  large  flocking  bird  threat. 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/20/06  71  FR  41 184 

NPRM  Comment  09/1 8/06 
Period  End 

Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Project  No. 

ANE-01-206-A 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Marc  Bouthiller, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  781  238-7196 
Email:  marc.bouthiller@faa.gov 

RIN:  2120-AI73 


1934.  AIRWORTHINESS  STANDARDS: 
SAFETY  ANALYSIS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
USC  44701  to  44702;  49  USC  44704; 

49  use  106(g) 


CFR  Citation:  14  CFR  33 
Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  safety  analysis  type  certification 
standard  for  turbine  aircraft  engines. 
This  action  will  harmonize  FAA’s  type 
certification  standard  for  safety  analysis 
with  the  corresponding  standards  of  the 
Joint  Aviation  Authorities  (JAA)  and 
the  European  Aviation  Safety  Agency 
(EASA).  This  action  will  establish  a 
nearly  uniform  safety  analysis  standard 
for  turbine  aircraft  engines  certified  in 
the  United  States  under  part  33  of  title 
14  of  the  Code  of  Federal  Regulations 
(14  CFR  part  33)  and  in  European 
countries  under  Joint  Aviation 
Requirements-Engines  (JAR-E)  and 
Certification  Specifications-Engines 
(CS-E),  thereby  simplifying 
airworthiness  approvals  for  import  and 
export. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/18/06  71  FR  40675 

NPRM  Comment  1 0/1 6/06 

Period  End 

Finai  Ruie  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Project  No. 
ANE-99-011-A 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ann  Azevedo, 

Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  781  238-7117 
Email:  ann.azevedo@faa.gov 
RIN:  2120-AI74 


1935.  FEES  FOR  CERTIFICATION 
SERVICES  AND  APPROVALS 
PERFORMED  OUTSIDE  THE  UNITED 
STATES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  31 
USC  9701;  49USC  40104  to  40105;  49 
USC  44709  to  44711;  49  USC  45102 
to  45103;  49  USC  45301  to  45302;  49 
USC  106(g);  49  USC  40109 


CFR  Citation:  14  CFR  187;  14  CFR  61; 
14  CFR  63;  14  CFR  65 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  regulations  pertaining  to  payment 
of  fees  to  the  FAA  for  certification 
services  performed  outside  the  United 
States.  Until  now,  fees  could  be  paid 
by  check,  money  order,  wire  transfer, 
or  draft,  payable  in  U.S.  currency  and 
drawn  on  a  U.S.  bank.  Fees  for  certain 
aircraft  flights  transiting  U.S.-controlled 
airspace  can  also  be  paid  by  credit 
card.  The  rule  amends  the  regulations 
to  allow'  payment  by  credit  card  for 
certification  services  performed  outside 
the  U.S.  Additionally,  this  rule  amends 
the  regulations  where  it  is  unclear  that 
fees  for  airmen  certification  services 
apply  to  all  applicants  located  outside 
the  United  States,  regardless  of 
citizenship.  This  action  is  necessary  to 
provide  consistency  within  FAA 
regulations. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Additional  Information:  This  rule  is 
being  revised  to  allow  the  use  of  credit 
cards  for  certification  services  and 
some  minor  clarifications.  No 
regulatory  evaluation  will  be  done 
except  a  summary. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Emily  A  White, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  385-8073 
Fax:  202  493-5888 
Email:  emily.white@faa.gov 

RIN:  2120-AI77 


1936.  DIRECT  FINAL  RULE  PROCESS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  40101;  49 
USC  40103;  49  USC  40105;  49  USC 
40109;  49  USC  40113;  49  USC  44110; 

49  USC  44502;  49  USC  44701  to  44702;*' 
49  USC  44711;  49  USC  46102;  49  USC 

106(g) 
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CFR  Citation:  14  CFR  11 
Legai  Deadiine:  None 

Abstract:  This  rulemaking  would 
amend  FAA  regulations  that  define  a 
direct  final  rule  and  how  it  is 
processed.  It  would  allow  the  FAA  to 
dispose  of  the  adverse  comments  it 
receives  during  the  direct  final  rule 
comment  period  in  subsequent 
rulemaking  actions.  This  change  would 
streamline  our  process,  creating  a  more 
efficient  process  while  providing  a 
better  service  to  the  aviation  industry 
and  the  flying  public. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Timothy  Adams, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8033 
Fax:  202  267-5075 
Email:  timothy.r.adams@faa.gov 

RIN:  2120-AI80 


1937.  SPECIAL  FEDERAL  AVIATION 
REGULATION  NO.  XX— MITSUBISHI 
MU-2B  SERIES  AIRPLANE  SPECIAL 
TRAINING,  EXPERIENCE,  AND 
OPERATING  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  1155;  49  USC 
40103;  49  USC  40113;  49  USC  40120; 
49  USC  41706;  49  USC  44101;  49  USC 
44111;  49  USC  44113;  49  USC  44701 
to  44703;  49  USC  44705;  49  USC 
44707;  49  USC  44709  to  44713;  49  USC 
44715;  49  USC  44715  to  44717;  49  USC 
44722;  49  USC  44722;  49  USC  45102 
to  45103;  49  USC  45301  to  45302;  49 
USC  46306;  49  USC  46315;  49  USC 
46316;  49  USC  46504;  49  USC  46506 
to  46507;  49  USC  47122;  49  USC 
47508;  49  USC  47528  to  47531;  49  USC 


106(g);  Articles  12  and  29  of 
Convention  on  International  Civil 
Aviation  (61  Stat  1) 

CFR  Citation:  14  CFR  61;  14  CFR  91; 

14  CFR  135 

Legal  Deadline:  None 

Abstract:  This  rule  would  create  new 
pilot  training,  experience,  and 
operating  requirements  in  a  Special 
Federal  Aviation  Regulation  applicable 
to  the  Mitsubishi  MU-2B  series 
airplane.  Following  an  increased 
accident  and  incident  rate  in  the  MU- 
2B  airplane,  the  Federal  Aviation 
Administration  (FAA)  conducted  a 
safety  evaluation  of  the  MU-2B  series 
airplane  and  found  that  changes  in  the 
training  and  operating  requirements  for 
that  airplane  are  needed.  These 
regulations  would  improve  pilot 
training  for  the  MU-2B  airplane. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

09/28/06 

71  FR  56905 

NPRM  Comment 

10/30/06 

Period  End 

Supplemental  NPRM 

01/03/07 

72  FR  55 

Supplemental  NPRM 

02/03/07 

Comment  Period 

End 

Final  Rule 

06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Pete  Devaris, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-5094 
Email:  peter.devaris@faa.gov 

RIN:  2120-AI82 


1938.  INSPECTION  AUTHORIZATION 
TWO-YEAR  RENEWAL 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  40113;  49 
USC  44701  to  44703;  49  USC  44707; 

49  USC  44709  to  44711;  49  USC  45102 
to  45103;  49  USC  45301  to  45302;  49 
USC  49  USC  106(g) 

CFR  Citation:  14  CFR  65 

Legal  Deadline:  None  ;i,>. 


Abstract:  This  rulemaking  will  amend 
the  regulations  for  the  Inspection 
Authorization  (LA)  renewal  period. 
Originally,  the  regulation  allowed  for  a 
1-year  renewal.  This  rulemaking 
changes  that  requirement  to  a  2-year 
renewal  period. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  01/23/07  72  FR  4399 

Comment  Period  End  03/01/07 
Direct  Final  Rule  03/01/07 

Effective 

Disposition  of  04/00/07 

Comments 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  By  changing 
the  renewal  period  from  1  year  to  2 
years,  the  FAA  reduces  the  renewal 
administrative  costs  by  50  percent. 
Both  the  FAA  and  the  mechanic 
holding  the  lA  will  realize  this  cost 
reduction. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Kim  Barnette, 
AFS-350,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  493-4922 
Fax:  202  267-5115 
Email:  kim.a.barnette@faa.gov 

RIN:  2120-AI83 


1939.  •  CHANGES  TO  THE 
DEFINITION  OF  CERTAIN 
LIGHT-SPORT  AIRCRAFT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  44701;  49 
USC  40113;  49  USC '106(g) 

CFR  Citation:  14  CFR  1 
Legal  Deadline:  None 

Abstract:  This  rulemaking  will  amend 
the  definition  of  a  Light-Sport  Aircraft 
(LSA),  which  was  originally  published 
in  the  Federal  Register  on  July  27, 
2004,  in  the  “Certification  of  Aircraft 
and  Airmen  for  the  Operation  of  Light- 
Sport  Aircraft”  final  rule.  This 
correction  will  permit  development  of 
ligljter-than-air  (LTA)  Light-Sport 
Aircraft  and  allow  retractable  landing 
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gear  for  LSA  intended  for  operation  on 
water. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Minimal 
compliance  cost. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Larry  Werth, 
Department  of  Transportation,  Federal 
Aviation  Administration,  901  Locust, 
Kansas  City,  MO  64106 
Phone:  816  329-4147 
Email:  larry.werth@faa.gov 

RIN:  2120-AI97 


1940.  •  CHANGE  IN  EXTINGUISHING 
AGENT  CONTAINER  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant  ‘ 

Legal  Authority:  49  USC  40113;  49 
use  40119;  49  USC  41706;  49  USC 
44101;  49  USC  44113;  49  USC  44701 
to  44702;  49  USC  44705;  49  USC  44709 
to  44711;  49  USC  44713;  49  USC 
44715;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912;  49  USC  45101 
to  45105;  49  USC  46105;  49  USC 
46301;  49  USC  106(g) 

CFR  Citation;  14  CFR  121;  14  CFR  135 

Legal  Deadline:  None 

Abstract:  This  action  aligns  the 
operational  and  certification  safety 
requirements  regarding  over¬ 
pressurization  of  airplane  extinguishing 
agent  containers  or  fire  bottles  to 
prevent  bursting;  and  it  removes  an 
obsolete  section  reference  from  part 


135.  This  action  eliminates  the 
requirement  for  an  over-pressurized  fire 
bottle  to  discharge  extinguishing  agent 
outside  an  airplane  to  prevent  bursting, 
because  newer  non-corrosive 
extinguishing  agents  can  now  be 
discharged  inside  an  airplane  without 
degrading  an  airframe. 

Timetable; 

Action  Date  FR  Cite 

Direct  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  is  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Joel  Schlossberg, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue,  SW, 
Washington,  DC  20591 
Phone:  202-267-8908 
Fax:  202-267-5115 
Email:  joel.schlossberg@faa.gov 

RIN:  2120-AI99 


1941.  •  NATIONALITY  AND 
REGISTRATION  MARKS, 
NON-FIXED-WING  AIRCRAFT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40103;  49  USC  40113  to  40114; 

49  USC  44101  to  44105;  49  USC  44107 
to  44108;  49  USC  44109;  49  USC  44110 
to  44111;  49  USC  44504;  49  USC 
44701;  49  USC  44708  to  44709;  49  USC 
44711  to  44713;  49  USC  44725;  49  USC 
45302  to  45303;  49  USC  46104;  49  USC 
46306;  49  USC  47122;  49  USC  46304 


CFR  Citation:  14  CFR  45 
Legal  Deadline:  None 

Abstract:  This  direct  final  rule  will 
permit  operators  of  U.S. — registered 
powered  parachute  and  weight-shift- 
control  aircraft  to  display  their 
nationality  and  registration  marks  in 
other  than  a  horizontal  orientation  and 
in  varying  locations,  either  on  the 
exterior  fuselage  or  on  a  structural 
component,  of  the  aircraft.  It  also 
clarifies  the  size  requirements  for  these 
marks.  This  action  provides  a  solution 
to  the  challenges  faced  by  some 
operators  in  complying  with  current 
regulations  that  require  these  marks  to 
be  displayed  horizontally.  This  rule 
also  eliminates  the  need  for  affected 
operators  to  petition  for  an  exemption 
fi'om  current  nationality  and 
registration  marks  requirements. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Compliance 
cost  is  not  applicable  since  this  is  a 
minimal  impact  rule  not  requiring  a 
regulatory  evaluation. 

URL  For  More  Information: 

dms.dot.gov  , 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Grant  Schneemann, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8473 
Fax:  202  267-5580 
Email:  grant.schnemann@faa.gov 

RIN:  2120-AJ02 


Department  of  Transportation  (DOT)  Long-Term  Actions 

Federal  Aviation  Administration  (FAA) 


1942.  PART  95  INSTRUMENT  FLIGHT 
RULES 

Priority:  Routine  and  Frequent 

Legal  Authority:  49  USC  40120;  49 
USC  44502;  49  USC  44514;  49  USC 
44719;  49  USC  44721;  49  USC  106(g); 


49  USC  40103;  49  USC  40106;  49  USC 
40113;  49  USC  40114 

CFR  Citation:  14  CFR  95 
Legal  Deadline:  None 

Abstract:  This  is  a  nonsignificant  body 
of  regulations  which  prescribes 


altitudes  governing  the  operation  of 
aircraft  under  Instrument  Flight  Rules 
(IFR)  on  Air  Traffic  System  (ATS) 
routes,  or  other  direct  routes  which 
have  a  designated  Minimum  Enroute  • . 
Altitude  (MEA).  In  addition,  it 
designates  mountainous  areas  and 
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changeover  points  as  they  relate  to 
route  altitudes.  These  regulations  are  an 
established  body  of  technical 
requirements  that  are  issued  routinely 
and  frequently  to  maintain  operational 
efficiency.  Total  actions  expected — 270. 
10/00/2006  -  10/00/2007. 

Timetable: 

Action  Date  FR  Cite 

Actions  Will  Continue  04/00/08 
Through 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  McGraur, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 

Washington,  DC  20591 
Phone:  202  267-4586 
Email:  john.mcgraw@faa.gov 

RIN:  2120-AA63 


1943.  AIRWORTHINESS  DIRECTIVES 

Priority:  Routine  and  Frequent 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  44701 

CFR  Citation:  14  CFR  39 

Legal  Deadline:  None 

Abstract:  This  rule  would  issue 
Airworthiness  Directives  (AD)  as 
needed  to  address  any  unsafe  condition 
in  a  type  certificated  product,  if  that 
unsafe  condition  is  likely  to  exist  or 
develop  in  products  of  the  same  type 
design.  Airworthiness  Directives  are 
legally  enforceable  rules  that  apply  to 
the  following  type  certificated  products: 
Aircraft,  aircreift  engines,  propellers, 
and  appliances.  Part  39  of  title  14 
requires  each  operator  of  a  product 
affected  by  an  AD  and  to  comply  with 
the  terms  of  the  AD,  to  continue  to 
o’perate  that  product.  The  AD  may 
mandate  operational  limitations, 
maintenance,  or  alterations  for  the 
affected  product.  The  vast  majority  of 
routine  and  frequent  ADs  are 
nonsignificant.  Total  actions  expected — 
550.  10/00/2006  -  11/00/2007. 


Timetable: 

Action  Date  FR  Cite 

Actions  Will  Continue  04/00/08 
Through 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Linda  Walker, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-9592 

RIN:  2120-AA64 


1944.  STANDARD  INSTRUMENT 
APPROACH  PROCEDURES 
Priority:  Routine  and  Frequent 

Legal  Authority:  49  USC  40103;  49 
USC  40106;  49  USC  40113  to  40114; 

49  USC  40120;  49  USC  44502;  49  USC 
44514;  49  USC  44701;  49  USC  44719; 

49  USC  44721  to  44722;  49  USC  106(g) 
CFR  Citation:  14  CFR  97 
Legal  Deadline:  None 
Abstract:  Standard  Instrument 
Approach  Procedures  (SIAP)  provide 
for  instrument  letdown  to  airports  in 
the  United  States.  They  are  a 
nonsignificant  body  of  regulations  that 
are  complex  and  technical  in  nature 
and  require  routine  and  frequent 
rulemaking  to  maintain  efficiency.  The 
FAA  issues,  revises,  and  cancels  SIAPs 
by  adopting  amendments  that  are 
incorporated  into  14  CFR  part  97. 
Contemporaneously  with  publication  in 
the  Federal  Register,  the  SIAPs  are 
made  available  to  the  Aeronautical 
Charting  and  Cartography  Office  in  the 
FAA  and  other  publishers  of 
aeronautical  charts  where  they  are 
published  as  approach  procedure  charts 
or  “approach  plates.”  These  charts  are 
made  available  to  the  members  of  the 
aviation  community  for  use  by  pilots 
in  making  instrument  approaches.  Total 
actions  expected — 3300.  10/00/2006- 
10/00/2007. 

Timetable: 

Action  Date  FR  Cite 

Actions  Will  Continue  04/00/08 
Through 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  McCraw, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-4586 
Email:  john.mcgraw@faa.gov 

RIN:  2120-AA65 


1945.  AIRSPACE  ACTIONS 
Priority:  Routine  and  Frequent 

Legal  Authority:  49  USC  106(g);  49 
USC  40103;  49  USC  40113;  49  USC 
40120;  EO  10854 

CFR  Citation:  14  CFR  71;  14  CFR  73; 

14  CFR  75 

Legal  Deadline:  None 

Abstract:  Rulemaking  airspace  actions 
are  used  to  designate,  modify,  or  revoke 
airways,  routes,  terminal  airspace,  and 
special  use  airspace  (SUA)  within  the 
United  States  and  its  territories.  These 
actions  require  routine  and  frequent 
rulemaking  to  designate  or  modify 
controlled  airspace  of  SUA,  as  needed, 
to  ensure  the  safe  and  efficient  use  of 
the  National  Airspace  System  and  to 
accommodate  Department  of  Defense 
operations.  The  vast  majority  of 
airspace  actions  are  nonsignificant. 

Timetable: 

Action  Date  FR  Cite 

Actions  Will  Continue  04/00/08 
Through 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Edith  V  Parish, 
Manager  of  Airspace  and  Rules, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
.Washington,  DC  20951 
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Phone:  202  267-8783 
Email;  edith.parish@faa.gov 

RIN:  2120-AA66 


1946.  +REVISIONS  TO  DIGITAL 
FLIGHT  DATA  RECORDER 
REGULATIONS  FOR  B-737 
AIRPLANES  AND  FOR  PART  125 
OPERATORS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  40119;  49  USC 
44101;  49  USC  44701  to  44702;  49  USC 
44705;  49  USC  44709  to  44711;  49  USC 
44713;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912;  49  USC 
46105;  49  USC  1155;  49  USC  40103; 

49  USC  40120;  49  USC  44111;  49  USC 
44711;  49  USC  44712;  49  USC  44715; 

49  USC  46306;  49  USC  46316;  49  USC 
46504;  49  USC  46506  to  46507;  49  USC 
47122;  49  USC  47508;  49  USC  47528 
to  47531 

CFR  Citation:  14  CFR  121;  14  CFR  125; 
14  CFR  91 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  digital  flight  data  recorder 
(DFDR)  regulations  for  transport 
category  airplanes  to  add  a  requirement 
for  all  Boeing  737  (B-737)  series 
airplanes  to  record  additional  flight 
data  parameters.  It  is  based  on  safety 
recommendations  issued  by  the 
National  Transportation  Safety  Board 
(NTSB)  following  the  investigation  of 
the  1994  USAir  Flight  427  accident. 
This  rulemaking  is  significant  because 
of  substantial  public  interest.  A  final 
rule  had  been  scheduled  for  August  11, 
2000.  Since  publication  of  the  NPRM, 
the  FAA  has  mandated  significant 
changes  to  the  rudder  system  on  737s. 
Accordingly,  the  proposed  rule  would 
apply  to  a  different  set  of  airplanes 
than  originally  anticipated.  The  FAA 
has  requested  comment  on  this  change 
in  applicability  and  updated  economic 
information  about  the  installation  of  the 
proposed  monitoring  equipment. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 
Comment  Period  End 


11/18/99  64  FR  63139 
12/20/99 

09/05/06  71  FR  52381 
12/04/06 


Next  Action  Undetermined 


Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Project 
Number:  AIR-99-272R. 

ANALYSIS:  Regulatory  Evaluation, 
11/18/99,  64  FR  63139 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Timothy  Shaver, 
Avionic  Systems  Branch,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  385-4686 
Email:  timothy.shaver@faa.gov 

RIN:  2120-AG87 


1947.  -t-WASHINGTON,  DC, 
METROPOLITAN  AREA  SPECIAL 
FLIGHT  RULES  AREA 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  40103;  49  USC  40106;  49  USC 
40109;  49  USC  40113;  49  USC  44502; 

CFR  Citation:  14  CFR  93 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
codify  -restrictions  for  certain  aircraft 
operations  in  the  Washington,  DC, 
Metropolitan  Area.  This  action  is 
necessary  because  of  the  ongoing  threat 
of  terrorist  attacks.  The  FAA  intends 
by  this  action  to  help  the  Department 
of  Homeland  Security  and  the 
Department  of  Defense  protect  national 
assets  in  the  National  Capital  region. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

08/04/05 

70  FR  45249 

NPRM  Comment 

08/04/05 

Period  End 

NPRM  Comment 

11/07/05 

70  FR  67388 

Period  Extended 

Extended  NPRM 

02/06/06 

Comment  Period 
End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
URL  For  More  Information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ellen  Crum,  Air 
Traffic  Rules  Procedures  Branch, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8783 
Email:  ellen.crum@faa.gov 

RIN:  2120-AI17 


1948.  -t-DRUG  ENFORCEMENT 

ASSISTANCE 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113  to  40114;  49  USC  44101 
to  44108;  49  USC  44110  to  44111 

CFR  Citation:  14  CFR  47;  14  CFR  61; 

14  CFR  63;  14  CFR  65 
Legal  Deadline:  Final,  Statutory, 
September  18,  1989,  Final  Rule. 
Abstract:  This  rule  would  amend 
airmen  certification  and  aircraft 
registration  requirements.  Two  years 
after  the  final  rule  becomes  effective, 
paper  pilot  certificates  would  no  longer 
be  used  to  exercise  piloting  privileges. 
Five  years  after  the  final  rule  becomes 
effective,  certain  other  paper  airmen 
certificates,  such  as  those  of  flight 
engineers  and  mechanics,  would  no 
longer  be  used  to  exercise  the  privileges 
authorized  by  those  certificates.  To 
exercise  the  privileges  after  those 
respective  dates,  the  airmen  would 
have  to  hold  upgraded,  counterfeit- 
resistant  plastic  certificates.  Student 
pilots  would  not  be  affected.  In 
addition,  those  who  transfer  ownership 
of  U.S.-registered  aircraft  'vould  have 
5  days  ft’om  the  transaction  to  notify 
the  FAA  Aircraft  Registry.  Those  who 
apply  for  aircraft  registration  would 
have  to  include  their  printed  or  typed 
name  with  their  signature.  These 
changes  are  responsive  to  concerns 
raised  in  the  FAA  Drug  Enforcement 
Assistance  Act.  The  purpose  of  the 
changes  is  to  upgrade  the  quality  of 
data  and  documents  to  assist  Federal, 
State,  and  local  agencies  to  enforce  the 
Nation’s  drug  laws. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/05/07  72  FR  489 

NPRM  Comment  03/06/07 

Period  End 

Next  Action  Undetermined 
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Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov  ' 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Mark  Lash^  Civil 
Aviation  Registry,  Department  of 
Transportation,  Federal  Aviation 
Administration,  6500  South  MacArthur 
Boulevard,  Oklahoma  City,  OK  73169 
Phone:  405  954-4331 
Email:  mark.lash@faa.gov 

RiN:  2120-A143 


1949.  -•-SPECIAL  AWARENESS 
TRAINING  FOR  THE  WASHINGTON, 
DC,  METROPOLITAN  AREA 

Priority:  Other  Significant 

Legai  Authority:  49  USC  40103;  49 
use  40113;  49  USC  40120;  49  USC 
44101;  49  USC  44111;  49  USC  44701 
to  44103;  49  USC  44707;  49  USC  44709 
to  44711;  49  USC  44711;  49  USC 
44712;  49  USC  44716;  49  USC  44717; 
49  USC  44722;  49  USC  45102  to  45103; 
49  USC  45301  to  45302;  49  USC  46306; 
49  USC  46315;  49  USC  46316;  49  USC 
46504;  46506  to  46507;  49  USC  47122; 
49  USC  47508;  49  USC  47528  to  47531; 
49  USC  106(g);  Articles  12  and  29  of 
Convention  on  International  Civil 
Aviation  (6lStat  1180);  49  USC  44715; 
49  USC  1155 

CFR  Citation:  14  CFR  61;  14  CFR  91 
Legai  Deadiine:  None 

Abstract:  This  rulemaking  would 
establish  training  requirements  for  any 
pilot  who  flies  under  visual  flight  rules 
within  100  nautical  miles  of  Ronald 
Reagan  Washington  National  Airport’s 
omni-directional  range/distance 
measuring  equipment.  The  training 
primarily  focuses  on  the  procedures  for 
flying  in  and  around  Washington,  DC’s 
Special  Flight  Rules  Area  and  Flight 
Restricted  Zone. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/05/06  71  FR  381 18 

NPRM  Comment  09/05/06 

Period  End 

Next  Action  Undetermined 


Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  D  Lynch,  Flight 
Standards  Service,  Department  of 
Transportation,  Feder^  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-3844 

RIN:  2120-AI63 


1950.  -t-CONGESTION  MANAGEMENT 
RULE  FOR  LAGUARDIA  AIRPORT 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  106(g);  49 
USC  40103;  49  USC  40106;  49  USC 
40109;  49  USC  40113;  49  USC  44502; 
49  USC  44514;  49  USC  44701;  49  USC 
44719;  49  USC  46301 

CFR  Citation:  14  CFR  93 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
provide  a  long-term  solution  to 
increased  congestion  and  delay  at  New 
York’s  LaGuardia  Airport  (LaGuardia). 
The  rulemaking,  if  adopted,  would 
establish  an  operational  limit  on  the 
number  of  aircraft  landing  and  taking 
off  at  the  airport.  To  offset  the  effect 
of  this  limit,  the  rulemaking  would 
increase  utilization  of  the  airport  by 
encouraging  the  use  of  larger  aircraft 
through  implementing  an  airport-wide, 
average  aircraft  size  requirement 
designed  to  increase  the  number  of 
passengers  that  may  use  the  airport 
within  the  overall  proposed  operational 
limits. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Extended  NPRM 
Comment  Period 
End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


08/29/06  71  FR51359 
10/24/06  71  FR62217 

10/30/06 

12/29/06 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  OMB  has 

indicated  they  will  need  the  full  90 


days  to  review  this  NPRM.  Therefore, 
it  will  be  a  challenge  to  publish  a  final 
rule  before  the  HDR  expires  at 
LaGuardia.  Options  are  available  for 
how  to  proceed  if  this  final  rule  does 
not  publish  by  December  31,  2006. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Molly  W  Smith, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-3344 
Email:  molly.w.smith@faa.gov 

RIN:  2120-AI70 


1951.  -•-COMMUTER  OPERATIONS  IN 
VERY  LIGHT  JETS  (VLJS) 

Priority:  Other  Signj/icant 

Legal  Authority:  49  USC  106(g);  49 
USC  1155;  49  USC  40103;  49  USC 
40113;  49  USC  40119;  49  USC  40120; 
49  USC  44101;  49  USC  44111;  49  USC 
44701  to  44702;  49  USC  44705;  49  USC 
44709  to  44711;  49  USC  44711;  49  USC 
44712;  49  USC  44713;  49  USC  44715; 
49  USC  44716  to  44717;  49  USC  44722; 
49  USC  44901;  49  USC  44903  to  44904; 
49  USC  44912;  49  USC  46105;  49  USC 
46306;  49  USC  46316;  49  USC  46504; 
49  USC  46506  to  46507;  49  USC  47122; 
49  USC  47508;  49  USC  47528  to  47531 

CFR  Citation:  14  CFR  1;  14  CFR  119; 

14  CFR  121;  14  CFR  125;  14  CFR  135; 
14  CFR  21;  14  CFR  23;  14  CFR  27;  14 
CFR  29;  14  CFR  61;  14  CFR  91 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
change  the  certification  and  operation 
regulations  to  accommodate  the  entry 
into  the  airspace  system  of  very  light 
jets.  These  changes  are  necessary 
because  of  the  introduction  of  a  new 
type  of  airplane  as  a  result  of 
significant  changes  in  the  aviation 
industry.  The  rulemaking  resulted,  in 
part,  ft'om  recommendations  ft-om  the 
Aviation  Rulemaking  Advisory 
Committee  for  parts  14  CFR  135  and 
125.  The  rulemaking  would  cover 
aircraft  certification,  pilot  crew, 
equipment,  training,  and  dispatch 
requirements  for  the  safe  operation  of 
this  new  type  of  airplane. 
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Timetable: 

Action  Date  FR  'Cite 

NP^”  ~  07/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  Federal 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ida  Klepper,  Federal 
Aviation  Administration,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-9677 
Email:  ida.klepper@faa.gov 

RIN:  2120-A184 


1952.  •  +FLIGHT  CREWMEMBER 
DUTY  LIMITATIONS  AND  REST 
REQUIREMENTS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 


Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  40119;  49  USC 
44101;  49  USC  44701;  49  USC  44705; 

49  USC  44709  to  44711;  49  USC  44712; 
49  USC  44713;  49  USC  44715;  49  USC 
44716  to  44717;  49  USC  44722;  49  USC 
44901;  49  USC  44903  to  44904;  49  USC 
44912 

CFR  Citation:  14  CFR  121;  14  CFR  135 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  regulations  on  duty  period 
limitations,  flight  time  limitations,  and 
rest  requirements  for  flight 
crewmembers  engaged  in  air 
transportation.  The  changes  would 
respond  to  the  need  to  ensure  that  the 
rules  will  continue  to  provide  the 
minimum  level  of  safety.  This 
rulemaking  responds  to  public  and 
congressional  interest  in  regulating 
flight  crewmember  rest  requirements, 
NTSB  Safety  Recommendations, 
petitions  for  rulemaking,  and  scientific 
data.  This  action  is  considered 
significant  because  of  substantial  public 
interest.  The  FAA  is  considering 
proposing  additional  changes  in 


response  to  comments  received  on  the 
NPRM. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Additional  Information:  This 
rulemaking  was  inadvertently 
withdrawn  in  the  fall  2005  agenda  as 
RIN  2120-AF63. 

ANALYSIS:  Regulatory  Evaluation, 
12/20/95,  60  FR  65951 

URL  For  More  Information: 

d_ms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Larry  Youngblut, 
Flight  Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-8166 

RIN:  2120-AI93 


Department  of  Transportation  (DOT)  Completed  Actions 

Federal  Aviation  Administration  (FAA) 


1953.  +NATIONAL  AIR  TOUR  SAFETY 
STANDARDS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  44709;  49 
USC  44711;  49  USC  44712;  49  USC 
44713;  49  USC  44715;  49  USC  44716; 
49  USC  106(g);  49  USC  40103;  49  USC 
40113;  49  USC  40120;  49  USC  44101; 
49  USC  44111;  49  USC  44701;  49  USC 
44702;  49  USC  44705 

CFR  Citation:  14  CFR  91;  14  CFR  135; 
14  CFR  61;  14  CFR  119;  14  CFR  121; 

14  CFR  136;  14  CFR  119;  14  CFR  121; 
14  CFR  136;  14  CFR  61 

Legal  Deadline:  None 

Abstract:  This  rulemaking  imposes 
new  regulations  for  air  tour  and 
sightseeing  operations  that  have  been 
allowed  to  operate  under  less  stringent 
regulations  than  those  applied  to  other 
types  of  commercial  operations.  Hot  air 
balloons  and  gliders  are  not  be 
included  in  this  amendment. 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/23/03  68  FR  60571 

NPRM  Comment  .  ’  04/19/04  69  FR  2529 

Period  End 

Final  Action  02/13/07  72  FR  6883 

Final  Rule  Effective  03/1 5/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  Project 
Number:  AFS-91-012R.  RIN  2120-AF61, 
which  was  proposed  as  a  new  item  for 
this  agenda,  was  a  duplicate  of  this 
rulemaking  and  has  been  terminated. 
This  rulemaking  was  previously  titled 
“Sightseeing  Operations.” 

ANALYSIS:  Regulatory  Evaluation, 
07/00/2003 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact:  Alberta  Brown,  Air 
Transportation  Division,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-8321 

RIN:  2120-AF07 


1954.  +EXTENDED  OPERATIONS 
(ETOPS)  OF  MULTI-ENGINE 
AIRPLANES 

Priority:  Other  Significant 

Legal  Authority:  49  USC  106(g);  49 
USC  40113;  49  USC  40119;  49  USC 
41706;  49  USC  44101  to  44702;  49  USC 
44704;  49  USC  44709;  49  USC  44712; 
49  USC  44715  to  44717;  49  USC  44722; 
49  USC  46105 

CFR  Citation:  14  CFR  1;  14  CFR  21; 

14  CFR  25;  14  CFR  33;  14  CFR  121; 

14  CFR  135 

Legal  Deadline:  None 

Abstract:  This  rule  governs  the  design, 
maintenance,  and  operation  of 
airplanes  and  engines  for  flights  that 
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go  certain  long  distances  beyond  an 
adequate  airport.  This  rule  extends  - 
some  requirements  that  previously 
applied  only  to  two-engine  airplanes  to 
airplanes  with  more  than  two  engines. 
This  rule  implements  existing  best 
practices  and  policy,  industry 
recommendations  and  international 
standards  to  assure  that  long-range 
flight  will  operate  safely. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Correction' 

Final  Rule  Effective 


11/14/03  68  FR  64730 
05/15/04  69FR551 

01/16/07  72  FR  1807 
02/15/07  72  FR  7346 
02/15/07 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Timetable: 

Action  Date  FR  Cite 

NPRM  03/31/06  71  FR  16251 

NPRM  Comment  05/30/06 

Period  End 

Final  Rule  04/06/07  72  FR  17001 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Randy  Repcheck, 
Flight  Standards  Service,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  Washington,  DC  20591 
Phone:  202  267-8760 
Email:  randy.repcheck@faa.gov 

RIN:  2120-AI56 


1956.  -t-HUMAN  SPACE  FLIGHT 
REQUIREMENTS  FOR  CREW  AND 
SPACE  FLIGHT  PARTICIPANTS 


Agency  Contact:  Robert  Reich, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-7262 
Email:  robert.reich@faa.gov 

RIN:  2120-AI03 


1955.  ^EXPERIMENTAL  PERMIT  FOR 
SUBORBITAL  REUSABLE  LAUNCH 
VEHICLES 

Priority:  Other  Significant 

Legal  Authority:  49  USC  70101;  49 
use  70103  to  70105;  49  USC  70121 

CFR  Citation:  14  CFR  461 

Legal  Deadline:  NPRM,  Statutory, 
December  23,  2005. 

Final,  Statutory,  June  23,  2006. 

Abstract:  This  rulemaking  will 
establish  application  requirements  for 
an  operator  of  a  manned  or  unmanned 
reusable  suborbital  rocket  to  obtain  an 
experimental  permit.  A  permit  provides 
an  alternative  to  licensing  for  operators 
of  reusable  suborbital  rockets.  The 
rulemaking  will  also  establish  operating 
requirements  and  restrictions  on  launch 
and  reentry  of  reusable  suborbital 
rockets  operated  under  a  permit. 


Priority:  Other  Significant 

Legal  Authority:  49  USC  70101  to 
70121 

CFR  Citation:  14  CFR  401;  14  CFR  431; 
14  CFR  432;  14  CFR  440;  14  CFR  450; 

14  CFR  415;  14  CFR  435;  14  CFR  460 

Legal  Deadline:  NPRM,  Statutory, 
December  23,  2005. 

Final,  Statutory,  June  23,  2006. 

Abstract:  This  rule  establishes 
requirements  for  crew  qualifications, 
training,  and  notification.  It  also 
establishes  training  and  informed 
consent  requirements  for  space  flight 
participants.  The  requirements  are 
designed  to  provide  an  acceptable  level 
of  safety  to  the  general  public  and  to 
notify  individuals  on  board  of  the  risks 
associated  with  a  launch  or  reentry. 

The  rule  also  modifies  existing 
financial  responsibility  and  waiver  of 
liability  requirements  to  account-  for  the 
FAA’s  new  authority  to  regulate  space 
flight  participants  and  crew,  and  to 
issue  experimental  permits. 

Timetable: 

Action 
NPRM 

NPRM  Comment 
Period  End 
Final  Rule 


Date  FR  Cite 

1^9/05  70  FR  77261 
02/27/06 

12/15/06  71  FR  7561 5 


Action  Date  FR  Cite 

Final  Rule  Effective  02/1 3/07 
Correction  02/20/07  72  FR  7740 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ken  Wong, 
Department  of  Transportation,  Federal 
Aviation  Administration,  800 
Independence  Avenue  SW., 
Washington,  DC  20591 
Phone:  202  267-8465 
Email:  ken.wong@faa.gov 

RIN:  2120-AI57 


1957.  FIRE  PENETRATION 
RESISTANCE  OF  THERMAL 
ACOUSTIC  INSULATION  INSTALLED 
ON  TRANSPORT  CATEGORY 
AIRPLANES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:.49  USC  106(g);  49 
USC  40113;  49  USC  40119;  49  USC 
44101;  49  USC  44701  to  44702;  49  USC 
44705;  49  USC  44709  to  44711;  49  USC 
44713;  49  USC  44716  to  44717;  49  USC 
44722;  49  USC  44901;  49  USC  44903 
to  44904;  49  USC  44912;  49  USC  46105 

CFR  Citation:  14  CFR  121 
Legal  Deadline:  None 

Abstract:  This  rule  extends  the  date  for 
operators  to  comply  with  the  fire 
penetration  resistance  requirements  of 
thermal/acoustic  insulation  used  in 
airplanes  manufactured  after  September 
2,  2007.  The  extension  is  from 
September  2,  2007,  to  September  2, 
2009.  This  rule  is  needed  to  allow 
airframe  manufacturers  enough  time, 
after  finalizing  an  acceptable 
certification  test  facility,  to  select  and 
certificate  appropriate  installations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/03/06  71  FR  16677 

NPRM  Comment  06/02/06 
Period  End 

Final  Rule  01/12/07  72  FR  1438 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
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Completed  Actions 


Additional  Information:  A  2-year 
postponement  of  the  new  thermal 
acoustic  insulation  standards  would 
spare  manufacturers  an  added  setup 
cost  of  slightly  less  than  $60  million 
at  an  expected  societal  loss  of  $4 
million  in  benehts. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jeff  Gardlin,  Federal 
Aviation  Administration,  Department  of 
Transportation,  Federal  Aviation 
Administration,  1601  Lind  Avenue 
SW.,  Renton.  WA  98055-4056 
Phone:  425  227-2136 
Email:  jeff.gardlin@faa.gov 

RIN:  2120-AI75 


1958.  FAA  APPROVED  CHILD 
RESTRAINT  SYSTEMS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  106(g);  49 
use  40113;  49  USC  40119;  49  USC 
41706;  49  USC  44101;  49  USC  44701 
to  44702;  49  USC  44705;  49  USC  44709 
to  44711;  49  USC  44713;  49  USC  44716 
to  44717;  49  USC  44722;  49  USC 
44901;  49  USC  44903  to  44904;  49  USC 
44912;  49  USC  45101  to  45105;  49  USC 
46105;  49  USC  46301 
CFR  Citation:  14  CFR  121;  14  CFR  125; 
14  CFR  135;  14  CFR  91 

Legal  Deadline:  None 
Abstract:  On  July  14,  2006,  the  Federal 
Aviation  Administration  (FAA) 
amended  certain  operating  regulations 
to  allow  passengers  or  aircraft  operators 
to  furnish  and  use  more  types  of  Child 
Restraint  Systems  (CRS)  on  aircraft.  The 
rule  allowed  the  use  of  CRSs  that  the 
FAA  approves  under  the  aviation 
standards  of  Technical  Standard  Order 
C-lOOb,  Child  Restraint  Systems.  In 


addition,  the  rule  allowed  the  use  of 
CRS  approved  by  the  FAA  under  its 
certification  regulations  regarding  the 
approval  of  materials,  parts,  processes, 
and  appliances.  The  intended  effect  of  . 
the  rule  was  to  increase  the  number 
of  CRS  options  that  are  available  for 
use  on  aircraft,  while  maintaining  safe 
standards  for  certification  and  approval. 
This  action  is  a  summary  and 
disposition  of  comments  received  on 
the  July  14,  2006,  final  rule. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  07/1 4/06  71  FR  40003 

Comment  Period  End  08/14/06 
Final  Rule  Effective  08/1 4/06 
Correction  10/10/06  71  FR  59373 

Disposition  of  11/1 7/06  71  FR  66840 

Comments 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Nancy  L  Claussen, 
Federal  Aviation  Administration, 
Department  of  Transportation,  Federal 
Aviation  Administration,  2800  44th  N. 
Street,  Suite  450,  Phoenix,  AZ  85008 
Phone:  602  379-4864 
Email:  nancy.claussen@faa.gov 
RIN:  2120-AI76 


1959.  •  AMENDING  THE  CONGESTION 
AND  DELAY  REDUCTION  AT 
CHICAGO  O’HARE  INTERNATIONAL 
AIRPORT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  106(g);  49 
USC  40101;  49  USC  40103;  49  USC 


40106;  49  USC  40109;  49  USC  40113; 

49  USC  44502;  49  USC  44514;  49  USC 
44701;  49  USC  44719;  49  USC  46301 

CFR  Citation:  14  CFR  93 

Legal  Deadline:  None 

Abstract:  This  rule  revises  section 
93.25,  “Initial  assignment  of  Arrival 
Authorizations  to  U.S.  and  Canadian  air 
carriers  for  domestic  and  U.S./Canada 
transborder  service,”  to  direct  the  FAA 
to  assign  each  U.S.  and  Canadian 
conducting  scheduled  service  at  O’Hare 
by  January  27,  2007,  Arrival 
Authorizations  based  on  their 
permanent  holdings  as  of  the  7-day 
period  of  October  22  through  October 
28,  2006,  as  evidenced  by  the  FAA’s 
refcords. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  10/13/06  71  FR  60414 

Final  Rule  Effective  1 0/29/06 
Comment  Period  End  12/1 2/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Komal  Jain, 

AGC-240,  Department  of 
Transportation,  Federal  Aviation 
Administration,  800  Independence 
Avenue  SW.,  W'ashington,  DC  20591 
Phone:  202  267-3073 
Email:  komal.jain@faa.gov 

RIN:  2120-AI87 

BILLING  CODE  4910— 13— S 


Department  of  Transportation  (DOT) 
Federal  Highway  Administration  (FHWA) 


I960.  ENVIRONMENTAL  REVIEW  OF 
ACTIVITIES  THAT  SUPPORT  THE 
DEPLOYMENT  OF  ITS  PROJECTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Sec  6010  of  PL  109-59 

CFR  Citation:  23  CFR  771 

Legal  Deadline:  NPRM,  Statutory, 
August  10,  2006. 


Abstract:  Pursuant  to  SAFETEA-LU, 
this  rulemaking  would  establish 
categorical  exclusions  for  activities  that 
support  the  deployment  of  intelligent 
transportation  infrastructure  and 
systems  from  the  requirement  that  an 
environmental  assessment  or  an 
environmental  impact  statement  be 
prepared  under  section  102  of  the 
National  Environmental  Policy  Act  of 


Proposed  Rule  Stage 


1969  (NEPA)  in  compliance  with  the 
standards  for  categorical  exclusions 
established  by  NEPA. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information:  ' 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Carol  Braegelmann, 
Department  of  Transportation,  Federal 
Highway  Administration,. 400  Seventh 
Street  SW.,  Washington,  DC  29590 
Phone:  202  366-1701 
Email:  carol.braeglemann@dot.gov 

RIN:  2125-AF15 


1961.  •  INDIAN  RESERVATION  ROAD 
BRIDGE  PROGRAM 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  23  USC  202(d); 
SAFETEA-LU  sec  1119(g),  PL  109-59 

CFR  Citation:  23  CFR  661 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  allow 
funding  for  preliminary  engineering, 
construction  engineering,  and 
construction  for  the  replacement  or 
rehabilitation  of  structurally  deficient 
or  functionally  obsolete  IRR  bridges. 
This  rulemaking  would  also  add  certain 
definitions  and  restructure  23  CFR  part 
661. 


Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Tribal 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Russell  Garcia, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-9815 
Email:  russell.garcia@dot.gov 
RIN:  2125-AF20 


1962.  •  CRASH  TEST  LABORATORY 
REQUIREMENTS  FOR  FHWA 
ROADSIDE  SAFETY  HARDWARE 
ACCEPTANCE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  sec  1307,  PL  105-178; 
23  USC  109,  114,  and  314;  49  CFR 
1.48(b) 

CFR  Citation:  23  CFR  637 
Legal  Deadline:  None 


Abstract:  This  rulemaking  would  revise 
FHWA’s  regulations  that  establish  the 
general  requirements  for  quality 
assurance  procedures  for  construction 
on  all  Federal-aid  highway  projects  on 
the  National  Highway  System. 
Specifically,  this  rule  would  require 
accreditation  of  laboratories  that 
conduct  crash  tests  on  roadside 
hardware  and  provide  the  results  to  the 
FHWA  for  formal  hardware  acceptance. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Matt  Lupes, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-6994 
Email:  matt.lupes@dot.gov 

RIN:  2125-AF21 


Department  of  Transportation  (DOT)  Final  Rule  Stage 

Federal  Highway  Administration  (FHWA) 


1963.  -i-NATIONAL  STANDARDS  FOR 
TRAFFIC  CONTROL  DEVICES;  THE 
MANUAL  ON  UNIFORM  TRAFFIC 
CONTROL  DEVICES  FOR  STREETS 
AND  HIGHWAYS;  MAINTAINING 
TRAFFIC  SIGN  RETROREFLECTIVITY 

Priority;  Other  Significant 
Legal  Authority:  49  CFR  1.48(b);  23 
USC  101(a);  23  USC  104;  23  USC  105; 
23  OSC  109(d);  23  USC  114(a) 

CFR  Citation:  23  CFR  655;  49  CFR 
1.48(b) 

Legal  Deadline:  None 
Abstract:  This  action  would  update  the 
standards  for  retroreflectivity  of  traffic 
signs.  Section  406(a)  of  the  Department 
of  Transportation  and  Related  Agencies 
Appropriations  Act  of  1993  requires  the 
Secretary  of  Transportation  to  revise 
the  MUTCD  to  include  a  standard  for 
a  minimum  level  of  retroreflectivity 
that  must  be  maintained  for  traffic 
signs.  The  FHWA  is  interested  in 


establishing  standards  for  nighttime 
visibility  of  traffic  signs.  The  FHWA 
will  develop  these  standards  by 
considering  the  results  of  research, 
engineering  practices,  and  comments 
received  in  response  to  this  notice  of 
proposed  amendments. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

07/30/04 

69  FR  45623 

NPRM  Comment 
Period  Extended 

10/22/04 

69  FR  62007 

NPRM  Comment 
Period  End 

10/28/04 

Extended  NPRM 
Comment  Period 
End 

02/01/05 

Supplemental  NPRM 

05/08/06 

71  FR  2671 1 

Supplemental  NPRM 
Comment  Period 
End 

11/06/06 

Final  Rule 

11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  The  FHWA,  at 
the  request  of  the  American  Association 
of  State  Highway  and  Transportation 
Officials  (AASHTO)  and  the  National 
Committee  on  the  Uniform  Traffic 
Control  Devices  (NCUTCD),  extended 
the  comment  period  until  February  1, 
2005.  The  notice  announcing  the 
extension  of  the  comment  period  was 
published  in  the  Federal  Register  on 
October  22,  2004. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  Baxter, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-9198 
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Email:  john.baxter@fhwa.dot.gov 
RIN:  2125-AE98 


1964.  -i-PROJECTS  OF  NATIONAL  AND 
REGIONAL  SIGNIFICANCE 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU)  sec  1301 

CFR  Citation:  23  CFR  505 

Legal  Deadline:  Final,  Statutory, 
February  6,  2006,  Final  rule. 

Abstract:  This  rulemaking  would, 
pursuant  to  SAFETEA-LU,  establish  the 
manner  in  which  the  Secretary  will 
evaluate  and  rate  the  transportation 
infrastructure  projects  based  on  the 
results  of  preliminary  engineering, 
project  justification,  and  the  degree  of 
non-Federal  financial  commitment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/24/06  71  FR  41748 

NPRM  Comment  09/22/06 

Period  End 

Final  Rule  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ed  Strocko, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2997 
Email:  ed.strocko@dot.gov 

RIN:  2125-AF08 


1965.  TEMPORARY  TRAFFIC 
CONTROL  DEVICES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU)  sec  1110 

CFR  Citation:  23  CFR  655 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish,  pursuant  to  SAFETEA-LU, 
the  conditions  for  the  appropriate  use 
of,  and  expenditure  of  funds  for, 
uniformed  law  enforcement  officers, 
positive  protective  measures  between 
workers  and  motorized  traffic,  and 


installation  and  maintenance  of 
temporary  traffic  control  devices  during 
construction,  utility,  and  maintenance 
operations. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Final  Rule 


11/01/06  71  FR64173 
01/02/07 

12/19/06  71  FR  75898 

02/16/07 

09/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Linda  Brown, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2192 
Email:  linda.brown@fhwa.dot.gov 

RIN:  2125-AFlO 


1966.  +DESIGN-BUILD  CONTRACTING 
Priority:  Other  Significant 

Legal  Authority:  23  USC  112;  sec  1503 
of  PL  109-59 

CFR  Citation:  23  CFR  636 

Legal  Deadline:  NPRM,  Statutory, 
November  8,  2005. 

Abstract:  Pursuant  to  SAFETEA-LU, 
this  rulemaking  would  eliminate  the 
prohibition  on  States  issuing  requests 
for  proposals,  proceeding  with  awards 
of  design-build  contracts,  or  issuing 
notices  to  proceed  with  preliminary 
design  work  under  “design-build 
contracts  prior  to  compliance  with 
section  102  of  the  National 
Environmental  Policy  Act  of  1969 
(NEPA)  and  requiring  State 
Departments  of  Transportation  or  local 
transportation  agencies  to  receive 
approval  ftnm  the  Secretary  of 
Transportation  before  carrying  out  such 
activity.  This  rulemaking  would  also 
preclude  a  design-build  contractor  fi'om 
proceeding  with  final  design  or 
construction  of  any  permanent 
improvement  prior  to  completion  of  the 
section  102  NEPA  process. 


Timetable: 

Action  Date  FR  Cite 

NPRM  05/25/06  71  FR  30100 

NPRM  Comment  07/24/06 

Period  End 

Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jerry  Yakowenko, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-1562 
Email:  gerald.yakowenko@fhwa.dot.gov 

RIN:  2125-AF12 


1967.  -t-PARKS,  RECREATION  AREAS, 
WILDLIFE  AND  WATERFOWL 
REFUGES,  AND  HISTORICAL  SITES 

Priority:  Other  Significant 

Legal  Authority:  23  USC  138;  49  USC 
303;  PL  109-59  (sec  6009  of 
SAFETEA-LU) 

CFR  Citation:  23  CFR  771;  Z3  CFR  774; 
49  CFR  622 

Legal  Deadline:  NPRM,  Statutory, 
August  10,  2006. 

Abstract:  This  FHWA/FTA  joint 
rulemaking  would  clarify  the  factors  to 
be  considered  and  the  standards  to  be 
applied-in  determining  the  prudence 
and  feasibility  of  alternatives  under 
section  4(f)  (138  of  title  23,  U.S.  Code, 
and  section  303  of  title  49,  U.S.  Code). 
Section  4(f)  properties  include  certain 
parks,  recreation  areas,  wildlife  and 
waterfowl  refuges,  and  historic  sites 
described  in  section  4(f)  of  the 
Department  of  Transportation  Act  of 
1966  (Pub.L.  89-670).  Section  4(f) 
generally  prohibits  the  use  of  such 
properties  for  transportation  projects 
unless  the  Secretary  of  Transportation 
finds  there  is  no  feasible  and  prudent 
alternative  and  all  possible  planning  to 
minimize  the  harm  is  undertaken. 

Timetable: 

Action  Date  FR  Cite- 

NPRM  07/27/06  71  FR  42611 
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Action  Date  FR  Cite 


NPRM  Comment  09/25/06 

Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact:  Diane  M.  Mobley, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-1366 
Email:  diane.mobley@fhwa.dot.gov 

RIN:  2125-AF14 


Department  of  Transportation  (DOT)  Long-Term  Actions 

Federal  Highway  Administration  (FHWA) 


1968.  ^EXPRESS  LANE 
DEMONSTRATION  PROJECT 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU)  sec  1604 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  NPRM,  Statutory, 
February  6,  2006,  Complete  rulemaking. 

Abstract:  Pursuant  to  SAFETEA-LU, 
this  rulemaking  would  establish 
requirements,  standards,  or 
performance  specifications  for 
automated  toll  collection  systems 
implemented  under  the  Express  Lanes 
Demonstration  Project. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact:  Jeff  Paniati, 
Department  of  Trcmsportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-0408 
Email:  jeff.paniati@fhwa.dot.gov 

RIN:  2125-AF07 


1969.  •  +REAL-TIME  SYSTEM 
MANAGEMENT  INFORMATION 
PROGRAM 

Priority:  Other  Significant 

Legal  Authority:  sec  1201  of  PL 
109-59;  23  USC  315;  49  CFR  1.48 

CFR  Citation:  23  CFR  500 
Legal  Deadline:  None 

Abstract:  This  action  would  establish 
a  real-time  system  management 
information  program  to  provide,  in  all 
States,  the  capability  to  monitor,  in 
real-time,  the  traffic  and  travel 
conditions  of  the  major  highways  of  the 
United  States.  Section  1201  of  the  Safe, 
Accountable,  Flexible,  Efficient 
Transportation  Equity  Act:  A  Legacy  for 
Users  (SAFETEA-LU)  provides  that  the 


purpose  of  this  program  would  be  to 
improve  the  security  of  the  surface 
transportation  system,  to  address  the 
congestion  problems  facing  motorists, 
to  support  improved  response  to 
weather  events  and  surface 
transportation  incidents,  and  to 
facilitate  national  and  regional  highway 
traveler  information. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  Rupert, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2194 
Email:  robert.rupert@dot.gov 

RIN:  2125-AF19 


Department  of  Transportation  (DOT)  Completed  Actions 

Federal  Highway  Administration  (FHWA) 


1970.  +METROPOLITAN 
TRAfJSPORTATION  PLANNING 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU),  sec  3005;  23  USC  134; 
49  USC  5303 

CFR  Citation:  23  CFR  450;  49  CFR  613 

Legal  Deadline:  NPRM,  Statutory, 
February  6,  2006,  Final  Rule. 

Abstract:  This  rulemaking  would, 
pursuant  to  SAFETEA-LU,  set 
standards  for  the  annual  listing  of 
projects  for  which  Federal  funds  have 
been  obligated  in  the  preceding  year 
and  would  specify  the  types  of  data  to 


be  included  in  such  lists,  including 
sufficient  information  about  each 
project  to  identify  its  type,  location, 
and  amount  obligated. 

Timetable: 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Action 

f^RM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


Date  FR  Cite 

06/09/06  71  FR33510 
09/07/06 

02/14/07  72  FR  7224 
03/16/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 


Agency  Contact:  Larry  Anderson, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2374 
Email:  larry.anderson@fhwa.dot.gov 

RIN:  2125-AF09 


Government  Levels  Affected:  Local 
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Completed  Actions 


1971.  WORKER  VISIBILITY 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU)  sec  1402 

CFR  Citation:  23  CFR  635 

Legal  Deadline:  NPRM,  Statutory, 
August  10,  2006. 

Abstract:  Pursuant  to  SAFETEA-LU, 
this  regulation  would  require  workers 
whose  duties  place  them  on  or  in  close 
proximity  to  a  Federal-aid  Highway  to 
wear  high  visibility  garments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/24/06  71  FR  20925 

NPRM  Comment  06/23/06 

Period  End 

Finai  Action  11/24/06  71  FR  67792 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Hari  Kalla, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-5915 
Email:  hari.kalla@fhwa.dot.gov 

RIN:  2125-AFll 


1972.  +SURFACE  TRANSPORTATION 
PROJECT  DELIVERY  PILOT 
PROGRAM  . 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59 
(SAFETEA-LU  sec  6005) 

CFR  Citation:  23  CFR  773 

Legal  Deadline:  NPRM,  Statutory,  May 
8,  2006. 

Abstract:  This  rulemaking  would 
establish  requirements  relating  to 
information  required  to  be  contained  in 
any  application  of  a  State  to  participate 
in  the  Surface  Transportation  Project 
Delivery  Pilot  Program. 

Timetable: 

Action  Date  FR  Cite 

NP^  04/05/06  71  FR  17040 

NPRM  Comment  06/05/06 
Period  End 

Final  Rule  02/12/07  72  FR  6464 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ruth  Rentch, 
DepcUlment  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2034 
Email:  ruth.rentch@fhwa.dot.gov 

RIN:  2125-AF13 


1973.  TRAFFIC  CONTROL  DEVICES 
ON  FEDERAL-AID  AND  OTHER 
STREETS  AND  HIGHWAYS; 
STANDARDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  23  USC  lOl(a),  104, 
109,  114(a),  217,  315  and  402;  23  CFR 
1.32;  49  CFR  1 

CFR  Citation:  23  CFR  655 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
the  FHWA  regulations  that  prescribe 
procedures  for  obtaining  basic 
uniformity  of  traffic  control  devices  on 
Federal-aid  and  other  streets  and 
highways;  This  rulemaking  also  would 
make  some  nomenclature  changes, 
provide  clarification  on  the  meaning  of 
substantial  conformance  and  roads 
open  to  public  travel,  and  would 
remove  certain  outdated  references. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

04/25/06 

71  FR  23877 

NPRM  Comment 
Period  End 

06/26/06 

NPRM  Comment 
Period  Extended 

06/14/06 

71  FR  34297 

Extended  NPRM 
Comment  Period 
End 

07/21/06 

Final  Rule 

12/14/06 

71  FR75111 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact:  Linda  Brown, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-2192 
Email:  linda.brown@fhwa.dot.gov 

RIN:  2125-AF16 


1974.  SIZE  AND  WEIGHT 
ENFORCEMENT  AND  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59, 119  stat 
1144 

CFR  Citation:  23  CFR  657;  23  CFR  658 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
update  the  regulations  governing  the 
enforcement  of  commercial  vehicle  size 
and  weight  to  incorporate  provisions 
enacted  in  SAFETEA-LU,  remove  and 
correct  outdated  references,  and  clarify 
the  usage  of  the  terms  “recreational 
vehicles”  and  “nondivisible  vehicles  or 
loads.” 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/07/06  71  FR  2551 6 

NPRM  Comment  06/30/06 

Period  End 

Final  Rule  02/20/07  72  FR  7741 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  William  Mahorney, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington  ,  DC  20590 
Phone:  202  366-6817 
Email:  bill.mahorney@fhwa.dot.gov 

RIN:  2125-AF17 


1975.  CONSTRUCTION  AND 
MAINTENANCE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  23  USC  106(d),  106(f), 
112(b),  302,  307,  and  315;  49  CFR  18; 
sec  1904(a)(1)  of  PL  109-59;  23  USC 
106(d),  106(f),  112(b),  302,  307  a 

CFR  Citation:  23  CFR  627;  23  CFR  635 

Legal  Deadline:  None 
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Completed  Actions 


Abstract:  This  rulemaking  would  revise 
certain  provisions  in  23  CFR  part  635, 
subpart  D,  to  comply  with  section  5514 
of  the  Safe,  Accountable,  Flexible, 
Efficient  Transportation  Equity  Act:  A 
Legacy  for  Users  (SAFETEA-LU)  that 
requires  the  FHWA  to  ensure  that  the 
States  provide  for  competition  with 
respect  .to  the  specification  of 
alternative  types  of  culvert  pipes. 


Timetable: 

Action  Date  FR  Cite 

NPRM  ^04/17/06  71  FR  19667 

NPRM  Comment  06/16/06 

Period  End 

Final  Rule  11/15/06  71  FR  66450 

Regulatory  Flexibility  Analysis 
Required:  No  ^ 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 
URL  For  More  information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jerry  Yakowenko, 
Department  of  Transportation,  Federal 
Highway  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-1562 
Email:  gerald.yakowenko@fhwa.dot.gov 

RIN:  2125-AF18 

BILUNG  CODE  4910— 22— S 


Department  of  Transportation  (DOT) 

Federal  Motor  Carrier  Safety  Administration  (FMCSA) 


1976.  ■•■UNIFIED  REGISTRATION  Government  Levels  Affected:  Federal, 

SYSTEM  State 


Priority:  Other  Significant 

Legal  Authority:  PL  104-88;  109  Stat 
803,  888  (1995):  49  USC  13908;  sec 
4304  of  PL  109-159 

CFR  Citation:  49  CFR  360,  365,  366, 
368,  387,  and  390 

Legal  Deadline:  Final,  Statutory, 

August  10,  2006. 

Abstract:  This  rulemaking  would 
replace  three  current  identification  and 
registration  systems:  The  US  DOT 
number  identification  system,  the 
commercial  registration  system,  and  the 
financial  responsibility  system — with 
an  online  Federal  unified  registration 
system.  This  program  would  serve  as 
a  clearinghouse  and  depository  of 
information  on,  and  identification  of, 
brokers,  freight  forwarders,  and  others 
required  to  register  with  the 
Department  of  Transportation.  The 
Agency  is  revising  this  rulemaking  to 
address  amendments  directed  by 
SAFETEA-LU.  The  replacement  system 
for  the  Single  State  Registration  System, 
which  the  ICC  Termination  Act 
originally  directed  be  merged  under 
URS,  will  be  addressed  separately. 

Timetable: 


Action  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
.  Period  End 
NPRM 

NPRM  Comment 
Period  End 
Supplemental  NPRM 


08/26/96  61  FR  43816 
10/25/96 

05/19/05  70  FR  28990 
08/17/05  ' 

10/00/07 


Additional  Information:  Docket  No. 
FMCSA-97-2349. 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Valerie  Height, 
Transportation  Specialist,  Regulatory 
Development  Division,  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-5370 
Email:  fmcsaregs@dot.gov 

RIN:  2126-AA22 


1977.  ■►CERTIFICATION  OF  SAFETY 
AUDITORS,  SAFETY  INVESTIGATORS, 
AND  SAFETY  INSPECTORS 

Priority:  Other  Significant 
Legal  Authority:  sec  211,  PL  106-159; 
sec  350,  PL  107-87;  49  USC  31148 
CFR  Citation:  49  CFR  385 
Legal  Deadline:  Final,  Statutory, 
December  9,  2000. 

Abstract:  This  rulemaking  would 
require  that  any  safety  inspection, 
audit,  or  review  be  conducted  by  a 
certified  inspector,  auditor,  or 
investigator.  It  is  required  by  section 
211  of  the  Motor  Carrier  Safety 
Improvement  Act.  Based  on  comments 
to  the  IFR,  the  Agency  will  issue  an 
SNPRM  that  addresses  issues  not 
clarified  in  the  IFR. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 


Action  Date  FR  Cite 


Interim  Final  Rule  03/19/02  67  FR  12776 
(IFR) 


Proposed  Rule  Stage 


Action 

Date 

FR  Cite 

IFR  Comment  Period 
End 

05/20/02 

IFR  Effective  Date 
Delayed 

06/17/02 

67  FR41196 

IFR  Effective 

07/17/02 

IFR  Ext.  of  Statutory 
Compliance  Date 

07/28/03 

68  FR  44378 

Notice:  Environmental 
Assessment  (EA) 

EA  Comment  Period 
End 

10/02/03 

11/03/03 

68  FR  56863 

Notice:  Statutory 
Compliance  Date 
SNPRM 

12/23/03 

10/00/07 

68  FR  74287 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Local, 
State 

Additional  Information:  Docket  Nos. 
FMCSA-2001-11060  and  FMCSA-2003- 
15642. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Barbara  Rendler, 
Transportation  Specialist,  Department 
of  Transportation,  Federal  Motor 
Carrier  Safety  Administration,  400 
Seventh  Street  SW.,  Room  8305, 
Washington,  DC  20590 
Phone:  202  366-4844 
Email:  barbara.rendler@dot.gov 

RIN:  2126-AA64 

1978.  ■►HOURS  OF  SERVICE  OF 
DRIVERS;  SUPPORTING  DOCUMENTS 

Priority:  Other  Significant 

Legal  Authority:  PL  103-311,  sec  113; 

108  Stat  1673,  1676  (1994);  49  USC 


22940 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,--2007/ Unified  Agenda 


DOT— FMCSA 


Proposed  Rule  Stage 


Phone:  202  366-5541 
Email:  deborah.freund@dot.gov 

RIN:  2126-AA89 


1981.  +NATIONAL  REGISTRY  OF 
CERTIFIED  MEDICAL  EXAMINERS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  sec  4116  of  PL  109-59 
(2005) 

CFR  Citation:  49  CFR  390;  49  CFR  391 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
establish  training,  testing,  and 
certification  standards  for  medical 
examiners  responsible  for  certifying 
that  interstate  commercial  motor 
vehicle  drivers  meet  established 
physical  qualifications  standards; 
provide  a  database  (or  National 
Registry)  of  medical  examiners  that 
meet  the  prescribed  standards  for  use 
by  motor  Couriers,  drivers,  and  Federal 
and  State  enforcement  personnel  in 
determining  whether  a  medical 
examiner  is  qualified  to  conduct 
examinations  of  interstate  truck  and 
bus  drivers:  and  require  medical 
examiners  to  transmit  electronically  to 
FMCSA  the  name  of  drivers  and  a 
numerical  identifier  for  each  driver  that 
is  examined.  The  rulemaking  would 
also  establish  the  prpcess  by  which 
medical  examiners  that  fail  to  meet  or 
maintain  the  minimum  standards 
would  be  removed  from  the  National 
Registry.  This  action  is  in  response  to 
section  4116  of  SAFETEA-LU. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dr.  Mary  D.  Gunnels, 
Chief,  Physical  Qualifications  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 


Phone:  202  366-4001 
Email:  maggi.gunnels@dot.gov 

RIN:  2126-AA97 


1982.  -^CONSUMER  COMPLAINT 
INFORMATION 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  sec  4214  of  PL  109-59 
(2005) 

CFR  Citation:  49  CFR  375 

Legal  Deadline:  NPRM,  Statutory, 
August  10,  2006,  SAFETEA-LU  sec 
4214. 

Abstract:  The  rulemaking  would 
establish  a  system  and  a  database  for 
filing  and  logging  consumer  complaints 
relating  to  household  goods  motor 
carriers;  require  each  motor  carrier  of 
household  goods  to  submit  a  quarterly 
report  of  specific  identified 
information;  and  develop  a  procedure 
to  forward  a  complaint  to  the  motor 
carrier  and  to  the  appropriate  State 
authority.  This  rule  responds  to 
SAFETEA-LU. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dorothea  Grymes, 
Lead  Transportation  Specialist, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Virginia  Avenue  SW.,  Suite  600, 
Washington,  DC  20024 
Phone:  202  385-2405 
Email:  dorothea.grymes@dot.gov 

RIN:  2126-ABOl 


1983.  ^COMMERCIAL  DRIVER’S 
LICENSE  TESTING  AND 
COMMERCIAL  LEARNER’S  PERMIT 
STANDARDS 

Priority:  Other  Significant.  Major  under 
5  USC  801. 

Legal  Authority:  49  USC  31102  and 
31136;  PL  105-178,  112  Stat  414 
(1998);  PL  9^570,  title  Xll,  100  Stat 


3207  (1086);  sec  4007(a)(1)  of  PL 
102-240,  Stat  1914,  2151;  sec  4122  of 
PL  109-59  (2005) 

CFR  Citation:  49  CFR  380;  49  CFR  383; 
49  CFR  384 

Legai  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  revisions  to  the  commercial 
driver’s  license  knowledge  and  skills 
testing  standards  as  required  by  section 
4019  of  TEA-21,  implement  fraud 
detection  and  prevention  initiatives  at 
the  State  driver  licensing  agencies  as 
required  by  the  SAFE  Port  Act  of  2006, 
and  establish  new  minimum  Federal 
standards  for  States  to  issue 
commercial  learner’s  permits  (CLPs), 
based  in  part  on  the  requirements  of 
section  4122  of  SAFETEA-LU.  In 
addition  to  ensuring  the  applicant  has 
the  appropriate  knowledge  and  skills  to 
operate  a  commercial  motor  vehicle, 
this  rule  would  establish  the  minimum 
information  that  must  be  on  the  CLP 
document  and  the  electronic  driver’s 
record.  The  rule  would  also  establish 
maximum  issuance  and  renewal 
periods,  establish  a  minimum  age  limit, 
address  issues  related  to  a  driver’s  State 
of  Domicile,  and  incorporate  previous 
regulatory  guidance  into  the  Federal 
regulations.  This  rule  would  also 
address  issues  raised  in  the  SAFE  Port 
Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  State 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  James  Davis, 
Commerical  Driver’s  License  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-6406 
Email:  james.davis@dot.gov 

RIN:  2126-AB02 
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Proposed  Rule  Stage 


1984.  -•■RAILROAD  HIGHWAY  GRADE 
CROSSING  SAFETY 

Priority:  Other  Significant 

Legal  Authority:  Hazardous  Materials 
Transportation  Authorization  Act  of 
1994 

CFR  Citation:  49  CFR  392 

Legal  Deadline:  Final,  Statutory, 
February  16,  1995. 

Abstract:  This  rulemaking  would 
prohibit  operators  of  commercial  motor 
vehicles  (CMVs)  from  driving  onto  a 
railroad  grade  crossing  unless  there  is 
sufficient  space  to  drive  completely 
through  the  crossing  without  stopping. 
It  is  intended  to  reduce  the  incidence 
of  collisions  between  trains  and  CMVs. 
This  rulemaking  action  is  required  by 
the  Hazardous  Materials  Transportation 
Authorization  Act  of  1994.  This  action 
is  considered  significant  because  of 
substantial  public  interest  and  safety 
issues. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Local, 
State 

URL  For  More  Information: 

dms.dot.gov 


URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Larry  W.  Minor, 
Director,  Office  of  Bus  and  Truck 
Standards  and  Operations,  Department 
of  Transportation,  Federal  Motor 
Carrier  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-4009 
Email:  larry.minor4)dot.gov 

RIN:  2126-AB04 


1985.  •  -•-MINIMUM  TRAINING 
REQUIREMENTS  FOR  ENTRY  LEVEL 
COMMERCIAL  MOTOR  VEHICLE 
OPERATIONS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  31136  and 
31502;  49  CFR  1.73;  49  USC  31133, 
31136,  31307,  and  31502;  49  CFR  1.73 

CFR  Citation:  49  CFR  380;  49  CFR  383; 
49  CFR  384 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
require  behind-the-wheel  training  for 
persons  who  must  hold  a  commercial 
driver’s  license  to  operate  commercial 
motor  vehicles.  This  action  is  in 
response  to  the  U.S.  Court  of  Appeals 
for  the  District  of  Columbia  Circuit’s 
December  2005  decision  remanding  the 
May  21,  2004,  Final  Rule,  “Minimum 
Training  Requirements  for  Entry-Level 


Commercial  Motor  Vehicle  Operators’’ 
to  the  Agency  for  further  considej3tion. 
The  rulemaking  will  consider  the 
effectiveness  of  CMV  driver  training  in 
reducing  crashes,  the  appropriate  types 
and  levels  of  behind-the-wheel  training 
that  should  be  mandated,  and  related 
costs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entitles  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Thomas  Yager,  Driver 
and  Carrier  Operations  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9131 
Email:  tom.yager@dot.gov 

RIN:  2126-AB06 


Department  of  Transportation  (DOT)  Final  Rule  Stage 

Federal  Motor  Carrier  Safety  Administration  (FMCSA) 


1986.  GENERAL  JURISDICTION  OVER 
FREIGHT  FORWARDER  SERVICE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  13903 

CFR  Citation:  49  CFR  373 

Legal  Deadline:  None 

Abstract:  This  final  rule  would  require 
that  all  freight  forwarders,  not  just 
household  goods  freight  forwarders, 
provide  their  customers  with  either  a 
receipt  or  a  bill  of  lading. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/28/97  62  FR  4096 

NPRM  Comment  03/31/97 

Period  End 

Final  Rule  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Additional  Information;  Docket  No. 
FMCSA-1997-2290 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Loretta  Bitner, 
Commercial  Enforcement  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  385-2884 


Email:  loretta.bitner@dot.gov 
RIN:  2126-AA25 


1987.  AMENDMENTS  TO  IMPLEMENT 
CERTAIN  PROVISIONS  OF 
SAFETEA-LU 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59,  sec  4106, 
4114,  7112;  sec  4107  of  PL  109-59 
(2005);  sec  4124(c)  of  PL  109-59  (2005); 
sec  4130  of  PL  109-59  (2005);  sec  4132 
to  4133  of  PL  109-59  (2005);  sec  4202, 
4203,  4205,  4207,  4208,  and  4210  of 
PL  109-59  (2005);  sec  4102  of  PL 
109-59  (2005);  sec  4103  of  PL  109-59 
(2005);  sec  4130  to  4133  of  PL  109-59 
(2005);  sec  4147  of  PL  109-59  (2005);  . . 

sec  4202,  4205,  4207,  4208,  and  4210 
of  PL  109-59  (2005);  sec  7120  of  PL 
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109-59  (2005):  PL  109-59,  sec  4106, 
4114„,4204,  7112;  sec  4146  of  PL 
109-59  (2005) 

CFR  Citation:  49  CFR  350;  49  CFR  365; 
49  CFR  375;  49  CFR  385;  49  CFR  386; 
49  CFR  390;  49  CFR  383  to  384;  49 
CFR  395 

Legai  Deadiine:  None 

Abstract:  This  rulemaking  would  adopt 
regulations  implementing  statutory 
provisions  of  SAFETEA-LU  which  do 
not  require  a  notice  and  comment 
rulemaking  proceeding  prior  to 
implementation.  Specifically,  this  rule 
would  amend  the  regulations  related  to: 
Civil  penalties  for  violations  of  out-of- 
service  orders;  civil  penalties  for  motor 
carriers,  freight  forwarders,  smd  brokers 
that  deny  FMCSA  enforcement 
personnel  access  to  their  records  and 
facilities;  compliance  plans  for  State 
MCSAP  plans;  high-priority  activities 
and  new  entrant  audits;  intrastate 
operations  of  interstate  carriers:  hours- 
of-service  exemptions  for  operators  of 
vehicles  transporting  agricultural 
commodities  and  farm  supplies, 
operators  of  utility  service  vehicles, 
operators  of  vehicles  providing 
transportation  of  passengers  or  property 
to  movie  production  sites,  and 
operators  of  vehicles  transporting 
grapes  west  of  Interstate  81  in  the  State 
of  New  York:  exemption  of  drivers  of 
propane  service  or  pipeline  emergency 
vehicles  during  emergency  conditions 
requiring  immediate  response;  statutory 
dehnitions  for  and  applicability  of 
household  goods  transportation 
regulations:  household  goods  carriers 
payment  of  rates;  household  goods 
carrier  estimates:  household  goods 
carriers  limitations  of  liability  and 
released  rates;  household  goods  carriers 
arbitration  requirements;  penalties  for 
failing  to  relinquish  household  goods 
shipments;  unsatisfactory  safety  ratings 
of  operators  of  commercial  motor 
vehicles  transporting  hazardous 
materials:  and  civil  penalties  for 
violations  of  the  hazardous  materials 
transportation  statutes  and  regulations. 
Timetable: 

Action  Date  FR  Cite 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 


URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Frederic  Wood, 
Attorney,  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-8542 
Email;  frederic.wood@dot.gov 

RIN:  2126-AA96 


1988.  +INTERSTATE  VAN 
OPERATIONS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  sec  4136  of  PL  109-59 
(2005) 

CFR  Citation:  49  CFR  390  to  393;  49 
CFR  395  to  396 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  make 
the  requirements  concerning  driver 
qualifications;  driving  of  CMVs;  parts 
and  accessories  necessary  for  safe 
operations;  hours  of  service;  and 
inspection,  repair,  and  maintenance 
applicable  to  the  operation  of  vehicles 
designed  or  used  to  transport  between 
9  and  15  passengers  (including  the 
driver)  for  direct  compensation,  in  • 
interstate  commerce,  regardless  of  the 
distance  traveled.  Currently  the  safety 
regulations  apply  to  such  vans  when 
the  vehicle  is  operated  beyond  a  75  air- 
mile  radius  of  the  driver’s  work 
reporting  location.  This  action  is  in 
response  to  SAFETEA-LU. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jeffrey  Van  Ness, 
Division  of  Vehicle  and  Roadside 
Operations  (MC-PSV),  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 


Phone:  202  366-8802 
Email;  jeffTey.vanness@dot.gov 

RIN:  2126-AA98 


1989.  •  PARTS  AND  ACCESSORIES 
NECESSARY  FOR  SAFE  OPERATION; 
LAMPS  AND  REFLECTIVE  DEVICES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  CFR  1.73;  49  USC 
31136;  49  USC  31502 

CFR  Citation:  49  CFR  393 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  parts  and  accessories 
necessary  for  safe  operation 
requirements  of  the  Federal  Motor 
Carrier  Safety  Regulations  (FMCSRs)  as 
they  apply  to  lamps  and  reflective 
devices.  In  response  to  a  petition  for 
reconsideration  filed  by  the  Truck 
Manufacturers  Association,  this 
rulemaking  would  make  the  FMCSRs  as 
they  relate  to  the  number  and 
placement  of  lamps  and  reflective 
devices  on  the  cabs  of  commercial 
motor  vehicles  consistent  with  the 
National  Highway  Traffic  Safety 
Administration’s  Federal  Motor  Vehicle 
Safety  Standards. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact;  Jeffrey  Van  Ness, 
Division  of  Vehicle  and  Roadside 
Operations  (MC-PSV),  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-8802 
Email:  jeffrey.vanness@dot.gov 

RIN:  2126-AB07 
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1990.  •  PARTS  AND  ACCESSORIES 
NECESSARY  FOR  SAFE  OPERATION; 
FIRE  EXTINGUISHER  EXCEPTION  FOR 
DRIVEAWAY-TOWAWAY 
OPERATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  CFR  1.73;  49  USC 
31136;  49  USC  31502 
CFR  Citation:  49  CFR  393 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  August  15,  2005,  final  rule 
concerning  parts  and  accessories 
necessary  for  safe  operation  in  response 
to  a  petition  for  rulemaking  filed  by 


JHT  Holding,  Inc.  The  petitioner 
requested  reinstatement  of  the 
exception  previously  granted  excepting 
driveaway-towaway  operations  from 
supplying  each  power  unit  with  a  fire 
extinguisher.  This  rulemaking  w'ill 
correct  that  inadvertent  omission  in  the 
August  2005  final  rule. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jeffrey  Van  Ness, 
Division  of  Vehicle  and  Roadside 
Operations  (MC-PSV),  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-8802 
Email:  jeffrey.vanness@dot.gov 

RIN:  2126-AB08 


Department  of  Transportation  (DOT)  Long-Term  Actions 

Federal  Motor  Carrier  Safety  Administration  (FMCSA) 


1991.  -t-MEDICAL  CERTIFICATION 
REQUIREMENTS  AS  PART  OF  THE 
COMMERCIAL  DRIVER’S  LICENSE 

Priority:  Other  Significant 

Legal  Authority:  sec  215,  PL  106-159; 
113  Stat  1748,  1767  (1999);  49  USC 
31305  note  and  31502 

CFR  Citation:  49  CFR  383,  384,  and 
391 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
require  those  commercial  driver’s 
license  (CDL)  drivers  who  are  required 
to  obtain  a  Federal  medical  certification 
to  make  the  current  status  of  that 
certification  part  of  the  commercial 
driver’s  licensing  and  renewal  process, 
as  required  by  section  215  of  the  Motor 
Carrier  Safety  Improvement  Act. 
Incorporating  the  current  medical 
certification  status  information  into  the 
State-administered  Commercial  Driver’s 
License  Information  System  (CDLIS) 
driver  record  would  improve  highway 
safety  by  requiring  those  drivers  who 
are  required  hy  Federal  regulations  to 
obtain  a  medical  certificate  to  provide 
“proof’  of  that  medical  certification  in 
order  to  obtain  or  retain  a  CDL.  It 
would  enable  electronic  verification  of 
the  current  medical  certification  status 
as  part  of  existing  employer  and 
enforcement  programs.  It  would 
eliminate  the  requirement  for  those 
CDL  operators  who  are  required  hy 
Federal  regulations  to  obtain  a  medical 
certificate  to  carry  their  medical 
examiner’s  certificate  in  addition  to 
their  CDL  since  an  electronic  record 


would  verify  that  there  is  a  valid 
medical  certificate. 

Timetable: 

Action  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
Period  End 
NPRM 

NPRM  Comment 
Period  End 


07/15/94  59  FR  36338 
11/14/94 

11/16/06  71  FR66273 
02/14/07 


Next  Action  Undetermined 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  State 


Additional  Information:  Docket  No. 
FMCSA-97-2210. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dr.  Mary  D.  Gunnels, 
Chief,  Physical  Qualifications  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-4001 
Email:  maggi.gunnels@dot.gov 

RIN:  2126-AAlO 


1992.  -^APPLICATION  BY  CERTAIN 
MEXICO-DOMICILED  MOTOR 
CARRIERS  TO  OPERATE  BEYOND 
U.S.  MUNICIPALITIES  AND 
COMMERCIAL  ZONES  ON  THE 
U.S.-MEXICO  BORDER 

Priority:  Other  Significant 

Legal  Authority:  5  USC  553  and  559; 

16  USC  1456;  49  USC  13101,  13301, 
and  13901  et  seq;  49  USC  31138  and 
31144 

CFR  Citation:  49  CFR  365 
Legal  Deadline:  None 

Abstract:  This  rulemaking  changes 
FMCSA  regulations  to  govern 
applications  by  Mexican  carriers  to 
operate  beyond  municipalities  and 
commercial  zones  at  the  United  States- 
Mexico  border.  It  also  revises  the 
application  form,  OP-lMX,  to  be  filed 
by  these  Mexican  motor  carriers.  The 
revised  form  requires  additional 
information  about  the  applicant’s 
business  and  operating  practices  to 
allow  the  FMCSA  to  determine  if  the 
applicant  can  meet  the  safety  standards 
established  for  operating  in  interstate 
commerce  in  the  United  States.  Carriers 
that  had  previously  submitted  an 
application  would  have  to  submit  the 
updated  form.  These  changes  are 
needed  to  implement  part  of  the  North 
American  Free  Trade  Agreement 
(NAFTA).  On  January  16,  2003,  the 
Ninth  Circuit  Court  remanded  this  rule, 
along  with  two  other  NAFTA-related 
rules,  to  the  Agency,  requiring  a  full 
environmental  impact  statement  and  an  • 
analysis  required  by  the  Clean  Air  Act. 
On  June  7,  2004,  the  Supreme  Court 


22944 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


DOT— FMCSA 


Long-Term  Actions 


reversed  the  Ninth  Circuit  and 
remanded  the  case,  holding  that 
FMCSA  is  not  required  to  prepare  the 
environmental  documents  as  ruled  by 
the  Ninth  Circuit.  FMCSA  is  waiting 
for  Interim  Final  Rule  experience  after 
the  border  opens  before  deciding  what 
to  do  next  on  this  rulemaking.  FMCSA 
originally  planned  to  publish  a  final 
rule  by  November  20,  2003. 


Timetable: 

• 

Action 

Date 

FR  Cite 

NPRM 

05/03/01 

66  FR  22371 

NPRM  Comment 

07/02/01 

Period  End 

Interim  Final  Rule 

03/19/02 

67  FR  12702 

(IFR) 

IFR  Comment  Period 

04/18/02 

End 

IFR  Effective 

05/03/02 

Notice  of  Intent  to 

08/26/03 

68  FR  51 322 

prepare  2m  EIS 

EIS  Public  Scoping 

10/08/03 

68  FR  58162 

Meetings 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Joelle  Serot, 
Enforcement  and  Compliance  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-8577 
Email:  joelle.serot@dot.gov 

RIN:  2126-AA34 


1993.  +SAFETY  MONITORING  SYSTEM 
AND  COMPLIANCE  INITIATIVE  FOR 
MEXICO-DOMICILED  MOTOR 
CARRIERS  OPERATING  IN  THE 
UNITED  STATES 
Priority:  Other  Significant 

Legal  Authority:  sec  350,  PL  107-87; 

49  use  113,  504,  and  521(b)(5)(A);  49 
use  5113,  31136,  31144, and  31502 

CFR  Citation:  49  CFR  385 
Legal  Deadline:  None 

Abstract:  This  rule  would  implement 
a  safety  monitoring  system  and 
compliance  initiative  designed  to 
evaluate  the  continuing  safety  fitness  of 
all  Mexido-domiciled  carriers  within  18 


months  after  receiving  a  provisional 
Certificate  of  Registration  or  provisional 
authority  to  operate  in  the  United 
States.  It  also  would  establish 
suspension  and  revocation  procedures 
for  provisional  Certificates  of 
Registration  and  operating  authority, 
and  incorporate  criteria  to  be  used  by 
FMCSA  in  evaluating  whether  Mexico- 
domiciled  carriers  exercise  basic  safety 
memagement  controls.  The  interim  rule 
included  requirements  that  were  not 
proposed  in  the  NPRM  but  which  are 
necessary  to  comply  with  the  FY  2002 
DOT  Appropriations  Act.  On  January 
16,  2003,  the  Ninth  Circuit  Court  of 
Appeals  remanded  this  rule,  along  with 
two  other  NAFTA-related  rules,  to  the 
Agency,  requiring  a  full  environmental 
impact  statement  and  an  analysis 
required  by  the  Clean  Air  Act.  On  June 
7,  2004,  the  Supreme  Court  reversed 
the  Ninth  Circuit  and  remanded  the 
case,  holding  that  FMCSA  is  not 
required  to  prepare  the  environmental 
documents.  FMCSA  is  waiting  for 
Interim  Final  Rule  experience  after  the 
border  opens  before  deciding  what  to 
do  next  on  this  rulemaking.  FMCSA 
originally  planned  to  publish  a  final 
rule  by  November  28,  2003. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

05/03/01 

66  FR  22415 

NPRM  Comment 
Period  End 

07/02/01 

Interim  Final  Rule 
(IFR) 

03/19/02 

67  FR  12758 

IFR  Comment  Period 
End 

04/18/02 

IFR  Effective* 

05/03/02 

Notice  of  Intent  To 
Prepare  an  EIS 

08/26/03 

68  FR  51322 

EIS  Public  Scoping 
Meetings 

10/08/03 

68  FR  58162 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entitles  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  State 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

Additional  Information: . 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact:  Joelle  Serot, 
Enforcement  and  Compliance  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration,  ’ 
400  Seventh  Street  SW.,  Washington, 

DC  20590 

Phone:  202  366-8577 
Email:  joelle.serot@dot.gov 

RIN:  2126-AA35 

1994.  +NEW  ENTRANT  SAFETY 
ASSURANCE  PROCESS 

Priority:  Other  Significant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  PL  106-159,  sec  210; 
113  Stat  1748  (1999);  PL  107-87,  sec 
350;  49  USC  31144 

CFR  Citation:  49  CFR  385 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
change  the  New  Entrant  Safety 
Assurance  Process  by  raising  the 
standard  of  compliance  for  passing  the 
new  entrant  safety  audit.  It  also  would 
make  clarifying  changes  to  some  of  the 
existing  new  entrant  regulations.  The 
rule  also  proposes  a  separate 
application  procedure  and  safety 
oversight  system  for  non-North 
America-domiciled  motor  carriers.  The 
proposed  rule  would  improve  the 
Agency’s  ability  to  identify  at-risk  new 
entrant  carriers  and  would  ensure 
deficiencies  in  basic  safety  management 
controls  are  corrected  before  the  new 
entrant  is  granted  permanent 
registration.  These  changes  would  not 
impose  additional  operational 
requirements  on  any  new  entrant 
carrier.  All  new  entrants  would 
continue  to  receive  educational 
information  on  how  to  comply  with  the 
safety  regulations  and  be  given  an 
opportunity  to  correct  any  deficiencies 
found.  FMCSA  recognizes  many  new 
entrants  are  small  businesses  that  are 
unaware  of  these  requirements  and 
continue  to  need  our  assistance. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final  Rule 

05/13/02 

67  FR31978 

(IFR) 

IFR  Comment  Period 

07/12/02 

End 

IFR  Effective 

01/01/03 

NPRM 

12/21/06 

71  FR  76730 

NPRM  Comment 

02/20/07 

Period  End 

Next  Action  Undetermined 
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Long-Term  Actions 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  Docket  No. 
FMCSA-2001-11061 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Art  Ramirez, 
Enforcement  and  Compliance  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-3181 
Email:  arturo.ramirez@dot.gov 

RIN:  2126-AA59 


1995.  +LIMITATiONS  ON  THE 
ISSUANCE  OF  COMMERCIAL  DRIVER 
LICENSES  WITH  A  HAZARDOUS 
MATERIALS  ENDORSEMENT 

Priority:  Other  Significant 
Legal  Authority:  sec  1012,  PL  107-56; 
115  Stat  272  (2001);  49  USC  5103a 
CFR  Citation:  49  CFR  384;  49  CFR  383 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
prohibit  States  from  issuing,  renewing, 
transferring  or  upgrading  a  commercial 
driver’s  license  (CDL)  with  a  hazardous 
material^  endorsement,  unless  the 
Transportation  Security  Administration 
(TSA)  has  first  conducted  a  background 
check  on  the  applicant  and  determined 
the  applicant  does  not  pose  a  security 
risk  warranting  denial  of  the  hazardous 
materials  endorsement.  FMCSA  and 
TSA  simultaneously  published  interim 
final  rules.  FMCSA  has  published 
another  IFR  corresponding  to  TSA’s 
extension  of  compliance  date.  Since 
this  rulemaking  conforms  to  TSA’s 
rulemaking,  the  rulemaking  is 
dependent  upon  TSA  action.  This 
action  is  considered  significant  because 
of  substantial  public  and  congressional 
interest,  and  national  security. 

Timetable: 


Action 


Date  FR  Cite 


Interim  Final  Rule 
(IFR) 

IFR  Effective 
IFR  Comment  Period 
End 

Compliance  Date 
Delayed 


05/05/03  68  FR  23844 

05/05/03 

07/07/03 

11/07/03  68  FR  63030 


Action  Date  FR  Cite 

IFR  Comment  Period  01/06/04 
End 

Second  Delay  of  08/19/04  69  FR  51391 

Compliance  Date  to 
01/31/2005 

IFR  04/29/05  70  FR  22268 

Next  Action  Undetemiined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  State 

Additional  Information:  Docket  No. 
FMCSA-2001-11117 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Robert  Redmond, 
Senior  Transportation  Specialist, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-5014 
Email:  robert.redmond@dot.gov 

RIN:  2126-AA70 


1996.  -(-REQUIREMENTS  FOR 
INTERMODAL  EQUIPMENT 
PROVIDERS  AND  MOTOR  CARRIERS 
AND  DRIVERS  OPERATING 
INTERMODAL  EQUIPMENT 

Priority:  Other  Significant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  49  USC  31136  and 
31502;  49  USC  31151;  sec  4118,  PL 
109-59  (2005) 

CFR  Citation:  49  CFR  386,  392;  49  CFR 
385,  390,  393,  and  396 

Legal  Deadline:  Final,  Statutory, 
August  11,  2006. 

Abstract:  This  rulemaking  would 
require  entities  that  offer  intermodal 
container  chassis  for  transportation  in 
interstate  commerce  to:  File  a  Motor 
Carrier  Identification  Report  (Form 
MCS-150);  display  a  USDOT 
identification  number  on  each  chassis 
offered  for  such  transportation: 
establish  a  systematic  inspection, 
repair,  and  maintenance  program  to 
ensure  the  safe  operating  condition  of 
each  chassis  offered  for  transportation 
and  maintain  documentation  of  the 
program;  and  provide  a  means  for 
effectively  responding  to  driver  and 


motor  carrier  complaints  about  the 
condition  of  intermodal  container 
chassis.  The  rulemaking  is  considered 
significant  because  of  substantial 
industry  and  congressional  interest  and 
because  it  involves  other  departmental 
modes.  This  rulemaking  was  redrafted 
to  reflect  changes  made  by  recent 
reauthorization  legislation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/21/06  71  FR  76796 

NPRM  Comment  03/21/07 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Deborah  M  Freund, 
Senior  Transportation  Specialist, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Room  8301, 
Washington,  DC  20590 
Phone;  202  366-5541 
Email:  deborah.freund@dot.gov 

Related  RIN:  Related  to  2126-AA38 
RIN:  2126-AA86 


1997.  -►QUALIFICATIONS  OF 
DRIVERS;  DIABETES  STANDARD 

Priority:  Other  Significant.  Major  statue 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  SAFETEA-LU;  sec 
4129  of  PL  109-59  (2005) 

CFR  Citation:  49  CFR  391 
Legal  Deadline:  None 

Abstract:  This  rulemaking  action 
would  amend  FMCSA’s  medical 
qualification  standards  to  allow  drivers 
with  insulin-treated  diabetes  mellitus  to 
operate  commercial  motor  vehicles  in 
interstate  commerce,  without  seeking 
an  exemption  from  the  FMCSRs.  This 
action  is  in  response  to  section  4129 
of  the  Safe,  Accountable,  Flexible,  and 
Efficient  Transportation  Equity  Act:  A 
Legacy  for  Users  (SAFETEA-LU).  The 
diabetes  standard  is  in  review  with 
FMCSA’s  Medical  Review  Board. 


22946 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


DOT— FMCSA 


Long-Term  Actions 


Timetable: 

Action  Date  FR  Cite 

ANP^  03/17/06  71  FR  13801 

ANPRM  Comment  06/15/06 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Federalism:  Undetermined 

Additional  Information:  Docket  No. 
FMCSA-2005-23151 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dr.  Mary  D.  Gunnels, 
Chief,  Physical  Qualifications  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-^001 
Email:  maggi.gunnels@dot.gov 

RIN:  2126-AA95 


1998.  •  MINIMUM  LEVELS  OF 
FINANCIAL  RESPONSIBILITY  FOR 
MOTOR  CARRIERS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  PL  96-296,  sec  30,  94 
Stat  793;  PL  97-261,  sec  18,  96  Stat 
1121;  49  use  31138(c){l)  and 
31139(f)(1) 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
permit  FMCSA’s  financial 


responsibility  requirements  to  be 
satisfied  by  insurance  policies  issued 
by  a  Canadian  insxirance  company 
legally  authorized  to  issue  such  policies 
in  the  Province  or  Territory  of  Canada 
where  the  motor  carrier  has  its 
principal  place  of  business.  This 
rulemaking  would  also  change  the 
Forms  MCS-90  and  MCS-90B 
endorsements  to  clarify  that  language 
in  the  endorsements  imposing  liability 
for  negligence  occurring  on  any  route 
or  in  any  territory  authorized  to  be 
served  by  the  insured  or  elsewhere 
does  not  include  transportation  within 
Mexico.  This  action  is  in  response  to 
requests  firom  the  Government  of 
Canada  (Canada)  and  the  Property 
Casualty  Insurers  Association  of 
America  (PCI). 

Timetable: 

Action  Date  FR  Cite 

ANPRM  12/15/06  71  FR  75433 

ANPRM  Comment  02/13/07 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Thomas  Yager,  Driver 
and  Carrier  Operations  Division, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-9131 


Email:  tom.yager@dot.gov 
RIN:  2126-AB05 


1999.  •  UNIFIED  CARRIER 
REGISTRATION  FEES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  sec  4305  of  PL  109-59 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  set 
fee  brackets  and  amounts  for  motor 
carriers,  motor  private  ceuriers,  brokers, 
freight  forwarders,  and  leasing 
companies  who  will  be  required  to  pay 
fees  under  the  Unified  Carrier 
Registration  System  plan  and  agreement 
established  by  section  4305  of  the  Safe, 
Accountable,  Flexible,  Efficient 
Transportation  Equity  Act:  A  Legacy  for 
Users  (SAFETEA-LU). 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Greg  Parks,  Chief, 
Regulatory  Development  Division, 
MC-PRR,  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-5370 
Email:  fmcsaregs@dot.gov 

RIN:  2126-AB09 


Department  of  Transportation  (DOT)  Completed  Actions 

Federal  Motor  Carrier  Safety  Administration  (FMCSA) 


2000.  +FEDERALLY  APPROVED 
SAFETY  INSPECTION  PROGRAM  AND 
DECAL  TO  VERIFY  COMPLIANCE 
WITH  SAFETY  AND  OPERATING 
AUTHORITY  REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  sec  350,  PL  107-87; 

49  use  31136  and  31502;  sec  4137,  PL 
109-59  (2005) 


CFR  Citation;  49  CFR  350;  49  CFR  365; 
49  CFR  385;  49  CFR  393;  49  CFR  386; 
49  CFR  396 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  the  Federal  Motor  Carrier  Safety 
Regulations  to  1)  establish  a  Federally 
Approved  Safety  Inspection  program 
and  Federal  Standard  Inspection  (FSI) 
procedure  and  2)  supplement  existing 
requirements  concerning  inspection 


and  decal  display  for  Mexico-domiciled 
motor  carriers  that  have  been  granted 
authority  to  operate  beyond 
municipalities  and  commercial  zones 
along  the  United  States-Mexico  border. 
The  FSI  would  be  equivalent  to  the 
North  American  Standard  Inspection 
procedure  currently  used  by  Federal, 
State,  and  Provincial  enforcement 
agencies  conducting  commercial  motor 
vehicle  (CMV)  inspections  in  the 
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United  States  and  Canada.  The 
rulemaking  would  clarify  at  what  point 
the  inspection  must  be  conducted  if  the 
Mexico-domiciled  long-haul  CMV  lacks 
a  federally  approved  decal  and  ensure 
that  civil  penalties  applicable  to 
Mexico-domiciled  long-haul  motor 
carriers  are  the  same  whether  the 
carrier  holds  provisional  or  permanent 
operating  authority.  By  providing  for 
more  effective  enforcement  of  the 
inspection  and  decal  display 
requirements  applicable  to  Mexico- 
domiciled  long-haul  motor  carriers,  this 
rulemaking  would  help  ensure  these 
motor  carriers  operate  safe  CM  Vs  in  the 
United  States.  This  rulemaking  has 
been  terminated  and  the  issues  will  be 
addressed  in  other  rulemakings. 

Timetable: 

Action  Date  FR  Cite 

T  erm  inated  1 1  /09/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Deborah  M  Freund, 
Senior  Transportation  Specialist, 
Department  of  Transportation,  Federal 
Motor  Carrier  Safety  Administration, 
400  Seventh  Street  SW.,  Room  8301, 
Washington,  DC  20590 
Phone:  202  366-5541 
Email:  deborah.freund@dot.gov 

RIN:  2126-AA72 


2001.  +PARTS  AND  ACCESSORIES 
NECESSARY  FOR  SAFE 
OPERATIONS;  SURGE  BRAKE 
REQUIREMENTS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  31136(a)  and 
31502(b) 

CFR  Citation:  49  CFR  393 
Legal  Deadline:  None 


Abstract:  This  rulemaking  would 
amend  the  Federal  Motor  Carrier  Safety 
Regulations  (FMCSRs)  to  allow  the  use 
of  automatic  hydraulic  inertia  brake 
systems  (surge  brakes)  on  trailers 
operated  in  interstate  commerce,  in 
response  to  a  petition  for  rulemaking 
from  the  Surge  Brake  Coalition. 
Currently,  surge  brakes  are  not 
considered  by  FMCSA  to  comply  with 
the  requirements  that  all  brakes  on  a 
commercial  motor  vehicle  (CMV)  be 
capable  of  operating  at  all  times,  and 
that  a  single  valve  (or  brake  application 
control  mechanism)  apply  the  brakes 
on  the  towing  unit  and  trailer, 
simultaneously.  The  intent  of  this 
rulemaking  is  to  adopt  performance- 
based  brake  system  requirements  to 
allow  the  use  of  surge  brakes  on  certain 
combinations  of  CMVs,  based  upon 
engineering  test  data  submitted  by  the 
Siurge  Brake  Coalition. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/07/05  70  FR  58657 

NPRM  Comment  12/06/05 

Period  End 

Final  Rule  03/06/07  72  FR  9855 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  EntHies  Businesses 

Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Luke  Loy,  Office  of 
Bus  and  Truck  Standards  and 
Operations,  Department  of 
Transportation,  Federal  Motor  Carrier 
Safety  Administration,  400  Seventh 
Street,  SW.,  Washington,  DC  20590 
Phone:  202  366-0676 
Fax:  202  366-8842 
Email:  luke.loy@dot.gov 


2002.  INTRASTATE  OPERATIONS  OF 
INTERSTATE  MOTOR  CARRIERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  sec  4114  of  PL  109-59 
(2005) 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  allow 
FMCSA  to  use  intrastate  as  well  as 
interstate  accident  and  safety  data  to 
judge  the  fitness  of  CMV  operations. 
The  rule  adds  a  provision  that  prohibits 
owners/operators  of  CMVs  operating  in 
interstate  commerce  from  engaging  in 
transportation  that  affects  interstate 
commerce  until  the  Secretary 
determines  they  are  fit.  If  a  State  that 
receives  MCSAP  funds  determines  that 
an  owner/operator  is  imfit  to  operate, 
FMCSA  will  prohibit  the 
owner/operator  from  operating  in 
interstate  commerce  until  the  State 
determines  fitness.  A  rule  is  necessary 
to  alert  the  motor  carrier  industry  of 
these  new  requirements.  FMCSA  is 
terminating  this  rule  as  the  issues  will 
be  addressed  in  another  rulemaking 
action. 

Timetable: 

Action  Date  FR  Cite 

Terminated  02/01/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Nikki  McDavid, 

Office  of  Enforcement  and  Program 
Delivery,  Department  of  Transportation, 
Federal  Motor  Carrier  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-0831 
Email:  nikki.mcdavid@dot.gov 

RIN:  2126-AB03 

BILUNG  CODE  4910— EX— S 


RIN:  2126-AA91 


22948 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


Department  of  Transportation  (DOT)  Prerule  Stage 

National  Highway  Traffic  Safety  Administration  (NHTSA) 


2003.  REVIEW:  SIDE  IMPACT 
PROTECTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 

49  USC  30166 

CFR  Citation:  49  CFR  571.214 
Legai  Deadiine:  None 

Abstract:  Phase  2  will  evaluate  the 
change  in  side-impact  fatality  risk  after 
FMVSS  214  vs.  just  before  the  standard: 
for  all  cars,  by  car  type  (2-door  vs.  4- 
door),  by  type  of  vehicle  modification 
(structure  plus  padding  vs.  padding 
only),  and  as  a  function  of  how  much 
the  test  criterion  TTI(d)  was  reduced 
when  the  standard  was  implemented  in 
a  make-model. 


URL  For  More  information: 

dms.dot.gov 

URL  For  Pubiic  Comments: 

dms.dot.gov 

Agency  Contact:  Charles  J  Kahane, 
Chief,  Evaluation  Division,  Office  of 
Plans  and  Policy,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-2560 

Fax:  202  366-2559 

Email:  ckahane@nhtsa.dot.gov 

RIN:  2127-AF54 


2004.  REVIEW:  REDESIGNED  AIR 
BAGS 


Timetable: 


Action  Date  FR  Cite 


Begin  Review 
Phase  II  Evaluation 
Plan 

Technical  Report; 
Phase  I 

Comment  Period  End 
Summary  and 
Discussion  of  Public 
Comments  Sent  to 
Docket:  Phase  1 
End  Review 


10/01/94 

12/08/99  64  FR  68717 

12/08/99  64  FR  68717 

04/06/00 

08/11/00 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Leveis  Affected:  None 
Additionai  Information:  The  Phase  I 
evaluation  report  indicates  that  the  test 
injury  criterion  TTI(d)  has  a  statistically 
significant  association  with  fatality  risk 
in  actual  side-impact  crashes  on  the 
highway.  In  model  years  1981  to  1993 
cars,  models  with  low  TTI(d)  on  the 
Federal  motor  vehicle  safety  standard 
no.  214  test  tend  to  have  low  fatality 
risk,  http://dms.dot.gov 


Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 

49  USC  30166 

CFR  Citation:  49  CFR  571.208 
Legal  Deadline:  None 

Abstract:  This  standard  was 
temporarily  amended  to  make  the 
unbelted  test  for  vehicles  with  air  bags 
less  stringent  and,  in  effect,  make  it 
easier  for  manufactmers  to  quickly 
depower  their  air  bags.  Redesigned  air 
bags  are  likely  to  benefit  out-of-position 
occupants  and  reduce  drivers’  arm 
injuries,  but  they  might'tie  less  effective 
than  earlier  air  bags  for  some 
occupants.  This  regulation  was  selected 
for  review  because  of  public  interest, 
potential  benefits,  and  possibility  of  ’ 
higher  risk  for  some  vehicle  occupants. 
Timetable: 

Action  Date  FR  Cite 

Begin  Review  05/01/98 

Evaluation  Report  12/06/06  71  FR  70833 

Published 

End  Review  06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  The  first 
generation  of  frontal  air  bags  saved  the 
lives  of  thousands  of  adults  and 
teenagers,  but  they  harmed  occupants 
positioned  close  to  the  air  bag  at  the 
time  of  deployment,  especially  infants 
cmd  children.  In  1998  to  1999,  air  bags 
were  redesigned  to  make  deployments 
less  harmful  to  child  passengers  and 
other  out-of-position  occupants,  an 
interim  measure  before  advanced  air 
bags  were  phased  in  during  2003  to 
2006.  Compared  to  first-generation  air 
bags,  the  evaluation  report  indicates 
that  these  redesigned  air  bags  reduced 
fatalities  to  infants  and  children  by  83 
percent  and  to  out-of-position  drivers 
by  70  percent  in  low-to-moderate  speed 
crashes.  Yet  they  entirely  preserved  the 
overall  life-saving  benefits  of  first- 
generation  air  bags  for  belted  drivers 
and  for  passengers  age  13  and  up.  The 
report  may  be  accessed  at 
http://dmses.dot.gov/docimages/p88/ 
431569.pdf. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Charles  ].  Kahane, 
Chief,  Evaluation  Division,  Office  of 
Plans  and  Policy,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-2560 

Fax:  202  366-2559 

Email:  ckahane@nhtsa.dot.gov 

RIN:  2127-AH13 


Department  of  Transportation  (DOT)  Proposed  Rule  Stage 

National  Highway  Traffic  Safety  Administration  (NHTSA) 


2005.  ••■ROOF  CRUSH  RESISTANCE 

^Priority:  Other  Significant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  571.216 

Legal  Deadline:  Final,  Statutory,  July 
1.  2008. 


Abstract:  This  rulemaking  would 
upgrade  vehicle  roof  crush 
requirements.  It  is  part  of  the  Agency’s 
comprehensive  response  to  mitigate  the 
numbei:  of  fatalities  and  injuries 
resulting  from  vehicle  rollovers. 

Rollover  crashes  constitute  about  3 
percent  of  passenger  vehicle  crashes, 
but  about  one-third  of  the  fatalities. 

Light  trucks  are  more  prone  to  rollover,  . 


and  their  percentage  of  the  U.S.  fleet 
continues  to  increase.  This  crash  mode 
constitutes  a  disproportionate  and 
growing  segment  of  the  Nation’s 
highway  safety  problem.  This 
rulemaking  is  significant  because  of 
public  interest  in  vehicle  safety.  On  the 
last  report,  NHTSA  had  a  Final  Rule 
scheduled  for  August  31,2007.  The 
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Agency  has  now  decided  that  the  next 
stage  should  be  an  SNPRM. 

Timetable: 


Action 

Date 

FR  Cite 

Request  for 

10/22/01 

66  FR  53376 

Comments  (RFC) 

RFC  Comment  Period 

12/06/01 

66  FR  53376 

End 

NPRM 

08/23/05 

70  FR  49223 

NPRM  Comment 

11/21/05 

Period  End 

Supplemental  NPRM 

08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  OMB  cleared 
subject  to  NHTSA  making  changes  to 
the  regular  evaluation. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lori  Summers,  Chief, 
Light  Duty  Vehicle  Division, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-1740 
Email:  lori.summers@dot.gov 

Related  RIN:  Related  to  2127-AH74 
RIN:  2127-AG51 


2006.  FMVSS  213,  ADDITION  OF 
10-YEAR  OLD  TEST  DUMMY 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  30101  et  seq, 
PL  107-318 

CFR  Citation:  49  CFR  571.213 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  FMVSS  No.  213  to  incorporate 
the  Hybrid  III  10-year-old  dummy  for 
child  restraint  systems  rated  for 
children  up  to  80  pounds.  Previously, 
the  agency  extended  the  applicability 
of  FMVSS  No.  213  from  restraints 
recommended  for  children  up  to  50  lbs. 
to  restraints  recommended  for  children 
up  to  65  lbs.  The 'Agency  has  now 
determined  that  the  next  stage  should 
be  an  SNPRM. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/31/05  70  FR  51720 


Action  Date  FR  Cite 

NPRM  Comment  10/31/05 

Period  End 

Supplemental  NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Nathaniel  Beuse, 
Chief,  New  Car  Assessment  Division, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW-.  Washington, 
DC  20590 

Phone:  202  366-1740 
Email:  nathaniel.beuse@dot.gov 

RIN:  2127-AJ44 


2007.  FMVSS  NO.  403  PLATFORM 
LIFT  SYSTEMS  CONTROL  LIGHTING, 
ILLUMINATION,  AND  TESTING 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation:  49  CFR  571.403 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
respond  to  petitions  for  rulemaking 
ft-om  platform  lift  manufacturers 
(Maxon,  Ricon,  and  Lift-U)  requesting 
that  NHTSA  amend  portions  of  FMVSS 
No.  403,  “Platform  Lift  Systems  for 
Motor  Vehicles.”  The  petitions  request 
changes  to  requirements  related  to 
control  lighting,  threshold  warning 
beacon  location,  units  of  measurement 
for  threshold  warning  beacon 
illumination,  infrared  threshold 
warning  systems,  wheelchair  retention 
device  impact  testing,  and  platform 
illumination. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  William  Evans,  Safety 
Standards  Engineer  Office  of  Crash 
Avoidance  Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  Vehicle 
Controls  and  Adapted  Vehicle  Division, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-2272 

Fax:  202  366-4329 

Email:  wevans@nhtsa.dot.gov 

RIN:  2127-AJ93 


2008.  •  INSURER  REPORTING 
REQUIREMENTS  UPDATE  TO 
APPENDICES  A,  B,  AND  C 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  33112; 
Delegation  of  Authority  at  49  CFR  1.50 

CFR  Citation:  49  CFR  544 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
update  NHTSA’s  lists  in  Appendices  A, 
B,  and  C  of  part  544  of  passenger  motor 
vehicle  insurers  that  are  required  to  file 
reports  on  their  motor  vehicle  theft  loss 
experience.  Each  insurer  included  in 
any  of  these  appendices  would  be 
required  to  file  a  report  for  the  2004 
calendar  year  not  later  than  October  25, 
2007.  Further,  as  long  as  the  insurer 
remains  listed,  it  must  submit  reports 
by  each  subsequent  October  25. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/09/07  72  FR  17465 

NPRM  Comment  06/08/07 
Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Rosalind  Proctor, 
Division  Chief,  Consumer  Standards, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-0846 
Fax:  202  493-2290 

Email:  r'osalind.proctor@nhtsa.dot.gov 
RIN:  2127-AJ98 
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2009.  +REAR  CONVEX  CROSS-VIEW 
MIRRORS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  571.111 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
upgrade  the  rearward  visibility  of 
commercial  straight  trucks.  The  Agency 
believes  that  requiring  a  rear  detection 
system  will  reduce  fatalities,  injuries, 
and  property  damage  by  giving  truck 
operators  the  ability  to  detect  objects 
behind  the  truck.  Various  possible 
counter-measures  are  being  examined 
now  in  follow-up  testing,  including 
visual  and  non-visual  object  detection 
systems. 

Timetable: 

Action  Date  FR  Cite 

Request  for  06/17/96  61  FR  30586 

Comments 

Comment  Period  End  1 0/1 5/96 
ANPRM  11/27/00  65  FR  70681 

ANPRM  Comment  01/26/01 

Period  End 

NPRM  09/12/05  70  FR  53753 

NPRM  Comment  11/14/05 

Period  End 

Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Clarke  Harper,  Safety 
Engineer,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8525 
Email:  clarke.harper@dot.gov 

RIN:  2127-AG41 

*2010.  VEHICLES  BUILT  IN  TWO  OR 
MORE  STAGES— STANDARD  201 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  571.201 


Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
respond  to  a  petition  for  rulemaking 
requesting  the  Agency  to  consider  an 
amendment  to  FMVSS  No.  201 
Occupant  Protection  in  Interior  Impact 
as  the  requirements  apply  to  vehicles 
manufactured  in  two  or  more  stages. 

An  interim  final  rule  was  published  on 
June  18,  2002  (67  FR  41348),  that 
amended  the  schedule  for  compliance 
by  manufacturers  of  vehicles  built  in 
two  or  more  stages  with  the  upper 
interior  head  protection  requirements  of 
FMVSS  No.  201. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/24/06  71  FR  20932 

NPRM  Comment  •  06/23/06 
Period  End 

Compliance  Date  08/29/06  71  FR  51 132 

Delay 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lori  Summers,  Chief, 
Light  Duty  Vehicle  Division, 

Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 

DC  20590 

Phone:  202  366-1740 
Email:  lori.summers@dot.gov 

RIN:  2127-AI93 

2011.  ^DEFINITIONS,  DESIGNATED 
SEATING  POSITION 

Priority:  Other  Significant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  **9  USC  30115;  49  USC  30117; 

49  USC  30166 

CFR  Citation:  49  CFR  571.3 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  part  571.3  Definitions,  to 
redefine  the  term  “designated  seating 
position”  (DSP)  in  order  to  establish  an 
objective  criteria  that  is  more 
enforceable. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/22/05  70  FR  36094' 


Action  Date  FR  Cite 

NPRM  Comment  08/22/05 

Period  End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lori  Summers,  Chief, 
Light  Duty  Vehicle  Division, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-1740 
Email:  lori.summers@dot.gov 
RIN:  2127-AI94 

2012.  +SIDE  IMPACT  PROTECTION 
UPGRADE— FMVSS  NO.  214 
Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  571.214 

Legal  Deadline:  Final,  Statutory,  July 
1,  2008. 

Abstract:  This  rulemaking  would 
require  in  FMVSS  No.  214  a  vehicle- 
to-pole  oblique  impact  test  to  reduce 
the  number  of  fatal  and  serious  head 
injuries,  which  are  not  addressed  in 
FMVSS  No.  201.  Two  Federal  motor 
vehicle  safety  standards  (FMVSS) — No. 
201,  “Occupant  Protection  in  Interior 
Impact”  and  No.  214,  “Side  Impact 
Protection” — specify  requirements  for 
side  impact  protection.  At  present, 
FMVSS  No.  214  specifies  a  moving 
deformable  barrier  (MDB)  test 
addressing  mainly  the  chest  injury 
problem.  The  head  injury  reduction  is 
partially  addressed  in  FMVSS  No.  201. 
Timetable: 

Action  Date  FR  Cite 

NPRM  05/14/04  69  FR  27990 

NPRM  Comment  1 0/1 4/04 

Period  End 

NPRM  Comment  01/12/05  70  FR  2105 

Period  Extended 
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Final  Rule  Stage 


Action  Date  FR  Cite 

Extended  NPRM  04/12/05 

Comment  Period 
End 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Lori  Summers,  Chief, 
Light  Duty  Vehicle  Division, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-1740 
Email:  lori.summers@dot.gov 

Related  RIN:  Related  to  2127-AJ16, 
Related  to  2127-AI89 

RIN:  2127-AJlO 


2013.  ^REDUCED  STOPPING 
DISTANCE  REQUIREMENTS  FOR 
TRUCK  TRACTORS 

Priority:  Other  Significant 

Legal  Authority:  49  CFR  1.50;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 

49  USC  30166;  49  USC  322 

CFR  Citation:  49  CFR  571.121 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
reduce  stopping  distance  requirements 
for  truck  tractors  equipped  with  air 
brake  systems.  Advances  in  heavy 
vehicle  braking  systems  show  that 
improved  stopping  performance  is 
attainable  for  these  vehicles.  Such 
improvements  would  reduce  the 
stopping  distance  disparity  with  light 
vehicles,  and  would  result  in  fewer 
deaths  and  injuries  and  reduce  property 
damage  due  to  fewer  crashes  between 
truck  tractors  and  light  vehicles. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/15/05  70  FR  74270 

NPRM  Comment  04/14/06 
Period  End 

Final  Rule  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jeffrey  Woods,  Safety 
Standards  Engineer  Office  of  Crash 
Avoidance  Standards,  Depeutaient  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  Vehicle 
Dynamics  Division,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-2720 
Fax:  202  366-4329 

RIN:  2127-AJ37 


2014.  -t-SUBPART  T  HYBRID  IIMOC 
DUMMY,  10-YEAR-OLD  CHILD 

Priority:  Other  Significant 

Legal  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation:  49  CFR  1.50 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
incorporate  the  Hybrid  III  ten-year  old 
dummy  into  part  572  for  potential 
application  in  Federal  motor  vehicle 
safety  standards  (FMV'SS)  such  as 
FMVSS  No.  213,  Child  Restraint 
Systems.  Anton’s  Law,  signed  by  the 
President  on  December  4,  2002, 
specified  in  section  4  that  within  24 
months,  the  Secretary  of  Transportation 
shall  develop  and  evaluate  an 
anthropomorphic  test  device  that 
simulates  a  10-year-old  child  for  use  in 
testing  child  restraints  used  in 
passenger  motor  vehicles.  The 
evaluation  and  testing  of  such  a  device 
has  been  completed  by  NHTSA.  This 
rulemaking  would  include  rationale  for 
the  dummy  performance  response 
requirements:  detailed  dummy  design 
drawings  and  specifications;  and  a 
procedures  manual  for  the  dummy 
inspection,  assembly,  emd  disassembly. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/13/05  70  FR  40281 

NPRM  Comment  09/12/05 

Period  End 

Final  Rule  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov  - 


URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Stanley  Backaitis, 
Engineer,  Office. of  Crashworthiness 
Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-4912 
Fax:  202  366-4329 
Email:  sbackaitis@dot.gov 

RIN:  2127-AJ49 


2015.  CARGO  CARRYING  CAPACITY 
OF  MOTOR  HOME  AND  TRAVEL 
TRAILERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation:  49  CFR  571.120 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
respond  to  a  petition  for  rulemaking 
requesting  the  Agency  consider 
mandatory  consumer  information  in  the 
form  of  a  label  that  will  inform  the 
consumer  of  the  Cargo  Carrying 
Capacity  (CCC)  of  motor  homes,  travel 
trailers,  and  fifth  wheel  travel  trailers. 
Such  labeling  will  help  the  consumer 
make  informed  decisions  during  the 
purchasing  process  and  act  as  a 
reference  during  cargo  loading,  which 
in  turn  may  reduce  instances  of 
overloading  and  ultimately  injuries  and 
deaths  resulting  fi'om  crashes  related  to 
overloading.  This  rulemaking  initially 
was  a  new  proposed  regulation,  49  CFR 
575.102,  with  a  RIN  of  2127-AI50. 
However,  because  the  Agency  feels  that 
the  standard  would  be  more 
enforceable  if  it  is  part  of  the  FMVSS, 
it  is  now  an  amendment  to  FMVSS  No. 
120.  Before  publication  of  the.  NPRM, 
an  additional  section  relative  to  the 
FMVSS  No.  110  tire  placard/label  was 
added. 

Timetable: 


Action 

NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Extended 
Final  Rule 


Date  FR  Cite 

08/31/05  70  FR  51707 
10/31/05 

11/30/05  70  FR  62086 
08/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
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Final  Rule  Stage 


Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  William  Evans,  Safety 
Standards  Engineer  Office  of  Crash 
Avoidance  Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  Vehicle 
Controls  and  Adapted  Vehicle  Division, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-2272 

Fax:  202  366-4329 

Email:  wevans@nhtsa.dot.gov 

RIN:  2127-AJ57 


2016.  FMVSS  NO.  208  CRS 
INSTALLATION  PROCEDURE  FOR 
LATCH-EQUIPPED  SEATS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  30111;  49 
use  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation:  49  CFR  571.208 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  a  test  procedure  for  installing 
child  restraint  systems  with  LATCH- 
equipped  hardware  in  the  air  bag 
suppression  testing  required  by  FMVSS 
No.  208.  Currently,  the  list  of  child 
restraint  systems  in  Appendix  A  of 
FMVSS  No.  208  include  some  with 
LATCH-equipped  hardware.  However, 
the  air  bag  suppression  test  procedures 
of  FMVSS  No.  208  do  not  include 
specific  detail  for  attaching  the  LATCH 
hardware  to  the  vehicle.  The  purpose 
of  this  notice  is  to  establish  additional 
regulatory  text  in  the  sections  of 
FMVSS  No.  208  that  involve  installing 
LATCH-equipped  child  restraint 
systems. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

05/19/05 

70  FR  28878 

NPRM  Comment 
Period  Extended 

07/13/05 

70  FR  40280 

Extended  NPRM 
♦  Comment  Period 
End 

08/17/05 

70  FR  40280 

Compliance  Date 
Delay 

08/29/06 

71  FR  51129 

Final  Rule 

05/00/07 

Regulatory  Flexibility  Analysis 
Required:-No 

Small  Entities  Affe^ed:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Carla  Cuentas,  Safety 
Engineer,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-4583 
Email:  carla.cuentas@dot.gov 

RIN:  2127-AJ59 


2017.  ADMINISTRATIVE  REWRITE  OF 
FMVSS  NO.  108;  LAMPS,  REFLECTIVE 
DEVICES,  AND  ASSOCIATED 
EQUIPMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322;  Delegation  of 
authority  at  49  CFR  1.50 

CFR  Citation:  49  CFR  571.108 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
present  the  newly  organized  text  of 
FMVSS  No.  108,  including  importing 
referenced  requirements  from 
applicable  SAE  standards  directly  into 
the  text  of  FMVSS  No.  108.  Over  the 
last  few  decades,  FMVSS  No.  108  has 
been  modified  when  necessary  to 
account  for  changes  in  lighting 
technology.  The  Agency  has  also 
replied  to  hundreds  of  requests  for 
interpretation  regarding  FMVSS  No. 
108.  Comments  to  the  Agency  indicate 
that  this  approach  has  resulted  in 
confusion  eunong  regulated  parties.  In 
response  to  requests  from  industry  to 
organize  FMVSS  No.  108  in  a  more 
understandable  way,  the  Agency 
pursued  an  administrative  rewrite 
project  through  an  existing  contract 
with  Virginia  Tech  Transportation 
Institute. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/30/05  70  FR  77454 

NPRM  Comment  03/30/06 
Period  End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  David  Hines,  General 
Engineer  Office  of  Crash  Avoidance 
Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-2720 
Email:  dhines@nhtsa.dot.gov 

RIN:  2127-AJ75 


2018.  FMVSS  NO.  138  TIRE 
PRESSURE  MONITORING  SYSTEMS 
(TPMS)  PHASE-IN;  RESPONSE  TO 
PETITIONS  FOR  RECONSIDERATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  20166;  49 
USC  30111;  49  USC  30115;  49  USC 
30117;  49  USC  322;  Delegation  of 
Authority  at  49  CFR  1.50 

CFR  Citation:  49  CFR  571.138;  49  CFR 
585.66(g) 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
respond  to  a  second  round  of  petitions 
for  reconsideration  filed  in  response  to 
the  Federal  Motor  Vehicle  Safety 
Standard  No.  138,  Tire  Pressure 
Monitoring  Systems  (TPMS)  final  rule 
published  on  April  8,  2005  (70  FR 
18136),  and  subsequent  response  to 
petitions  for  reconsideration  published 
on  September  7,  2005  (70  FR  53079). 
The  final  rule  established  a  new  safety 
standard  requiring  installation  of  TPMS 
capable  of  detecting  significantly  low 
air  pressure  in  one  or  more  of  a 
vehicle’s  tires.  The  standard  is 
applicable  to  all  vehicles  with  a  gross 
vehicle  weight  rating  of  4,536  kilograms 
(10,000  pounds)  or  less,  except  vehicles 
with  dual  wheels  on  an  axle.  The 
standard  responded  to  a  mandate  in  the 
Transportation  Recall  Enhancement, 
Accountability,  and  Documentation 
(TREAD)  Act. 

The  second  round  of  the  final  rule, 
response  to  petitions  for 
reconsideration,  addresses  a  petition 
recommending  that  the  Agency  require 
spare  tires  to  be  compatible  with  the 
TTMS  and  also  addresses  a  request  that 
the  Agency  reduce  the  time  limit 
required  for  low  tire  pressure  detection. 
In  addition,  this  rule  responds  to  a 
petition  for  reconsideration  in  which 
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changes  to  the  operational  requirements 
of  the  TPMS  malfunction  telltale  are 
requested. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Samuel  Daniel, 
General  Engineer  Office  of  Crash 
Avoidance  Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-^921 
Email:  sdaniel@nhtsa.dot.gov 

Related  RIN:  Related  to  2127-AJ23, 
Related  to  2127-AJ70 

RIN:  2127-AJ90 


2019.  EARLY  WARNING  REPORTING 
(EWR)  CLARIFYING  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  30166 
CFR  Citation:  49  CFR  579 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  make 
several  definitional  and  other  minor 
changes  to  clarify  requirements  in  part 
579,  Early  Warning  Reporting,  based  on 
the  Agency’s  first  two  years  of 
experience  with  these  reports.  The 
Agency  is  conducting  a  thorough 
evaluation  of  EWR  reporting.  Should 
that  evaluation  indicate  the  need  for 
any  major  changes  in  the  rule,  NHTSA 
would  propose  such  changes  in  a 
separate  proceeding. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/01/06  71  FR  52040 

NPRM  Comment  1 0/31/06 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Christina  Morgan, 
Chief,  Early  Warning  Reporting, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-4238 
Email:  tina.morgan@dot.gov 

RIN:  2127-AJ94 


2020.  CONFIDENTIAL  BUSINESS 
INFORMATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  301 66;  49 

USC  30167;  49  USC  322;  49  USC 
32307;  49  USC  32505;  49  USC  32708; 

49  USC  32910;  49  USC  33116;  5  USC 
552;  Delegation  of  Authority  at  49  CFR 
1.50 

CFR  Citation:  49  CFR  512 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  create 
class  determinations  for  specific 
categories  of  information  provided  to 
the  Agency  and  would  clarify  certain 
submission  procedures. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/31/06  71  FR  63738 

NPRM  Comment  01/02/07 

Period  End 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Kido, 

NHTSA  Office  of  Chief  Counsel, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-5263 
Email:  mkido@nhtsa.dot.gov 

RIN:  2127-AJ95 


2021.  •  FMVSS  NO.  202 
RECONSIDERATION  OF  TECHNICAL 
ISSUES  (PART  2  OF  2) 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation:  49  CFR  571.202 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  the  remaining  petition  for 
reconsideration  issues  for  Federal 
Motor  Vehicle  Safety  Standard 
(FMVSS)  No.  202,  “Head  restraints.” 

On  December  14,  2004,  NHTSA 
published  in  the  Federal  Register  (69 
FR  74848)  a  final  rule  upgrading 
FMVSS  No.  202.  The  standard  was 
upgraded  to  establish  new  requirements 
for  height,  backset,  strength,  position 
retention,  and  energy  absorption  in 
order  to  ensure  that  head  restraints  do 
not  pose  a  risk  of  exacerbating 
whiplash  injuries.  The  upgraded 
provisions  were  designated  FMVSS  No. 
202a.  Eight  petitions  for  reconsideration 
in  response  to  the  final  rule  were 
submitted.  NHTSA  published  a 
response  to  the  request  for  additional 
lead  time  for  rear  seat  head  restraints 
on  March  9,  2006  (71  FR  12145).  This 
document  would  respond  to  the 
outstanding  issues. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dnt.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Louis  Molino,  Safety 
Standards  Engineer,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Room  5320, 
Washington,  DC  20590 
Phone:  202  366-1833 
Fax:  202  366-4329 

Related  RIN:  Related  to  2127-AH09, 
Related  to  2127-AJ84 

RIN:  2127-AJ96 
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2022.  •  FEDERAL  MOTOR  VEHICLE 
THEFT  PREVENTION  STANDARD 
UPDATE  TO  APPENDIX  A 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  49  USC  33101;  49 
USC  33102;  49  USC  33103;  49  USC 
33104;  49  USC  33105;  49  USC  33106; 
Delegation  of  Authority  at  49  CFR  1.50 

CFR  Citation:  49  CFR  541;  49  CFR  542; 
49  CFR  543 

Legal  Deadline:  None 


Abstract:  This  rulemaking  would 
update  the  regulation  to  amend 
Appendix  A  to  list  the  likely  high-theft 
light  duty  truck  lines  that  are  subject 
to  the  parts-marking  requirements  of 
the  theft  prevention  standard  and 
would  amend  Appendix  A-1  to  include 
vehicle  lines  that  are  exempted  from 
the  parts-marking  requirements 
beginning  with  model  year  2008. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Rosalind  Proctor, 
Division  Chief,  Consumer  Standards, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  202  366-0846 
Fax:  202  493-2290 

Email:  rosalind.proctor@nhtsa.dot.gov 
RIN:  2127-AJ97 


Department  of  Transportation  (DOT)  Completed  Actions 

National  Highway  Traffic  Safety  Administration  (NHTSA) 


2023.  +UPGRADE  DOOR  RETENTION 
PERFORMANCE 

Priority:  Other  Significant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  571.206 
Legal  Deadline:  Final,  Statutory, 
February  1,  2008. 

Abstract:  This  rulemaking  would 
upgrade  the  door  retention 
requirements,  add  test  requirements  for 
sliding  doors,  add  secondary  latch 
requirements  for  doors  other  than 
hinged  side  doors  and  back  doors,  and 
provide  a  new  test  procedure  for 
assessing  inertial  forces,  as  part  of  the 
Agency’s  comprehensive  approach  to 
rollover  and  to  harmonize  with  the  first 
global  technical  regulation.  This 
rulemaking  would  also  respond  to  the 
requirements  mandated  in  title  X, 
subtitle  C,  section  10301,  section  30128 
(c)  (2)  of  the  Safe,  Accountable, 
Flexible,  and  Efficient  Transportation 
Equity  Act  of  2005:  Legacy- for  Users 
(SAFETEA-LU). 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


12/15/04  69  FR  75020 
02/14/05 

02/06/07  72  FR  5385 
09/01/09 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


URL  For  More  Information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Maurice  Hicks, 
Special  Vehicles  and  Systems  Division, 
Department 'of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  7th  Street,  SW.,  Washington,  DC 
20590 

Phone:  202  366-6345 
Email:  maurice.hicks@dot.gov 

RIN:  2127-AH34 


2024.  INCORPORATION  OF  EUROSID 
II  DUMMY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30166 

CFR  Citation:  49  CFR  572 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
incorporate  the  EuroSID  II,  Side  Impact 
Crash  Test  Dummy,  into  part  572  to 
support  the  upgrade  of  FMVSS  214, 
Side  Impact  Regulation,  and  to  attain 
harmonization  of  crash  test  tools  on  a 
worldwide  basis.  The  EuroSID  is  one 
of  the  alternative  crash  test  tools  being 
evaluated  to  upgrade  FMVSS  214. 

Timetable: 


Action 

NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


Date  FR  Cite 

09/15/04  69  FR  55550 
11/15/04 

12/14/06  71  FR75303 
06/12/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No  . 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Stanley  Backaitis, 
Engineer,  Office  of  Crashworthiness 
Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-4912 
Fax:  202  366-4329 
Email:  sbackaitis@dot.gov 

RIN:  2127-A189 


2025.  INCORPORATION  OF  SID-IIS 
SIDE  IMPACT  CRASH  TEST  DUMMY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 

49  USC  30166; 

CFR  Citation:  49  CFR  1.50 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
initiate  incorporation  of  a  small  adult 
side  impact  crash  test  dummy  into  part 
572  to  support  an  upgrade  of  FMVSS 
No.  214.  Subsequent  to  NHTSA’s 
initiation  of  this  rulemaking  and  related 
FMVSS  No.  214  upgrade,  the  Safe, 
Accountable,  Flexible,  and  Efficient 
Transportation  Equity  Act  of  2005: 
t^egacy  for  Users  (SAFETEA-LU) 
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directed  NHTSA  to  complete 
rulemaking  on  FMVSS  No.  214  by  July 
1,  2008. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Stanley  Backaitis, 
Engineer,  Office  of  Crashworthiness 
Standards,  Department  of 
Transportation,  National  Highway 
Traffic  Safffty  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-4912 
Fax:  202  366-4329 
Email:  sbackaitis@dot.gov 

Related  RIN:  Related  to  2127-AJlO 
RIN:  2127-AJ16 


12/08/04  69  FR  70947 
03/08/05 

12/14/06  71  FR75342 
06/12/07 


2026.  BUSES  MANUFACTURED  IN 
TWO  OR  MORE  STAGES; 
CERTIFICATION  OF  BUSES 
MANUFACTURED  IN  MORE  THAN 
ONE  STAGE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  322;  49  USC 
30111;  49  USC  30115;  49  USC  30117; 
49  USC  30141;  49  USC  30146;  49  USC 
30166;  49  USC  30168;  49  USC  32502; 
49  USC  32504;  49  USC  33101  to  33104; 
49  USC  33108;  49  USC  33109; 
Delegation  of  Authority  at  49  CFR  1.50 

CFR  Citation:  49  CFR  567.5;  49  CFR 
586 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  part  567  to  require  that,  in 
addition  to  the  VIN,  additional 


information  be  recorded  on  the 
certification  that  identifies  the  bus  body 
manufacturer  and  various  vehicle 
attributes.  It  also  would  add  a  new  part 
586  to  require  that  hus  body 
manufacturers  of  buses  manufactured 
in  two  or  more  stages  obtain  a 
manufacturer’s  identifier  and  to  provide 
this  descriptive  information  to  NHTSA. 
This  rulemaking  is  being  withdrawn  in 
favor  of  an  alternate  approach,  utilizing 
the  Model  Minimum  Uniform  Crash 
Criteria  (MMUCC)  data  collection 
methodology. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/18/05  70  FR  48507 

NPRM  Comment  1 0/1 7/05 

Period  End 

Withdrawn  01/19/07  72  FR  2487 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Stephen  Wood, 
Director,  Rulemaking  Division, 
Department  of  Transportation,  National 
Highway  Traffic  Safety  Administration, 
400  Seventh  Street  SW.,  Washington, 
DC  20590 

Phone:  2Q2  366-2992 

Email:  steve.wood@nhtsa.dot.gov 

RIN:  2127-AJ56 


2027.  +ELECTRONIC  STABILITY 
CONTROL  (ESC) 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  30111;  49 
USC  30115;  49  USC  30117;  49  USC 
30166;  49  USC  322 

CFR  Citation;  49  CFR  571.126 

Legal  Deadline:  NPRM,  Statutory, 
October  1,  2006. 

Final,  Statutory,  April  1,  2009. 

In  the  Safe,  Accountable,  Flexible  and 
Efficient  Transportation  Equity  Act  of 


2005:  Legacy  for  Users  (SAFETEA-LU), 
Congress  directed  NHTSA  to  establish 
performance  criteria  to  reduce  the 
occurrence  of  rollovers  consistent  with 
stability  enhancing  technologies. 

Abstract:  This  rulemaking  would 
establish  a  new  Federal  motor  vehicle 
safety  standard  to  require  electronic 
stability  control  (ESC)  systems  on  all 
newly  manufactured  passenger  cars  and 
light  trucks.  The  vast  majority  of 
rollovers  occur  in  single-vehicle  crashes 
involving  loss  of  control.  Crash  data 
studies  by  NHTSA  and  other 
organizations  worldwide  show  that  ESC 
causes  a  dramatic  reduction  in  single¬ 
vehicle  crashes  by  assisting  drivers  in 
maintaining  control  in  critical  driving 
situations.  NHTSA  studies  show  a 
reduction  in  single-vehicle  crashes  of 
34  percent  to  59  percent  and  a 
reduction  in  single-vehicle  crashes  with 
rollover  of  over  70  percent.  The 
requirement  of  ESC  on  cars  and  trucks 
could  save  thousands  of  lives  annually. 

Timetable: 

Action  Date  '  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


09/18/06  71  FR  54711 
11/17/06 

04/06/07  72  FR  17235 
06/05/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Patrick  Boyd, 
Division  Chief,  NVS-123,  Department 
of  Transportation,  National  Highway 
Traffic  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-6346 

Fax:  202  366-7002 

Email:  pat.boyd@nhtsa.dot.gov 

RIN:  2127-AJ77 
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Federal  Railroad  Administration  (FRA) 


2028.  ^AMENDMENTS  TO  DESIGN 
STANDARDS  FOR  PRESSURIZED 
RAILROAD  TANK  CARS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  20155 
CFR  Citation:  49  CFR  179 

Legal  Deadline:  NPRM,  Statutory, 
February  10,  2007. 

Abstract:  This  rulemaking  would 
amend  the  existing  design  standards  for 
pressurized  tank  cars  pursuant  to 
section  9005  of  SAFEl'EA-LU. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Roberta  Stewart,  Trial 
Attorney,  Department  of 
Transportation,  Federal  Railroad 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  493-6027 

RIN:  2130-AB69 

2029.  PASSENGER  EQUIPMENT 
SAFETY  STANDARDS;  FRONT-END 
STRENGTH  OF  MULTIPLE-UNIT 
LOCOMOTIVES  AND  CAB  CARS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  49  USC  20103;  49 
USC  20107 

CFR  Citation:  49  CFR  238 
Legai  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  existing  regulations  by 
enhancing  strength  requirements  for  the 
front  end  of  multiple-unit  locomotives 
and  cab  cars.  These  enhancements 
would  include  the  addition  of 
deformation  and  energy  absorption 
requirements  specifred  in  revised 
Amerjcan  Public  Transportation 
Association  standards  for  front-end 
collision  posts  and  corner  posts  in  this 
equipment.  This  rulemaking  would  also 
make  miscellaneous  clarifying 
amendments  to  existing  regulations  for 
the  structural  strength  of  passenger 
equipment. 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email:  michael.masci@fra.dot.gov 

RIN:  2130-AB80 

2030.  MISCELLANEOUS 
AMENDMENTS  TO  THE  FEDERAL 
RAILROAD  ADMINISTRATION’S 
ACCIDENT/INCIDENT  REPORTING 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  103;  49  USC 
20103;  49  USC  20107;  49  USC  20901; 

49  USC  20902;  49  USC  21301;  49  USC 
21302;  49  USC  21311;  49  USC  322(a) 

CFR  Citation:  49  CFR  225 
Legal  Deadline:  None 

Abstract:  The  Federal  Railroad 
Administration  (FRA)  proposes  to 
amend  its  accident/incident  reporting 
regulations  to,  among  other  things, 
conform  certain  definitions  to  those  set 
forth  in  49  U.S.C.  20102,  as  amended; 
incorporate  provisions  allowing  for 
consolidated  accident/incident 
reporting  by  integrated  railroad 
systems;  allow  for  the  collection  of 
suicide  data;  clarify  ambiguous 
regulations;  and  enhance  the  quality  of 
information  available  for  railroad 
casualty  analysis.  In  addition  to 
proposing  revisions  to  its  regulations  in 
the  Code  of  Federal  Regulations  (CFR), 
FRA  is  proposing  revisions  to  its  Guide 
for  Preparing  Accident/Incident  Reports 
(FRA  Guide)  and  to  certain  applicable 
forms. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email:  michael.masci@fra.dot.gov 

RIN:  2130-AB82 

2031.  •  LOCOMOTIVE  SANDERS 
Priority:  Substantive,  Nonsignificant 
Legai  Authority:  49  USC  20107 
CFR  Citation:  49  CFR  229.131 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
the  existing  requirements  related  to 
Sanders  on  locomotives.  The  NPRM 
would  modify  the  existing  regulations 
by  permitting  additional  flexibility  in 
the  use  of  locomotives  with  inoperative 
Sanders.  The  proposal  would  provide 
railroads  the  ability  to  better  utilize  and 
manage  their  locomotive  fleets,  while 
ensuring  that  locomotives  are  equipped 
with  operative  senders  in  situations 
where  they  provide  the  most  benefit 
both  from  a  safety  and  operational 
perspective.  The  NPRM  would  also 
make  the  regulations  related  to 
operative  senders  more  consistent  with 
existing  Canadian  standards  related  to 
the  devices. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/06/07  72  FR  9904 

NPRM  Comment  05/07/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  EntKies  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email:  michael.masci@fra.dot.gov 

RIN:  2130-AB83 


Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


22957 


DOT— FRA 


Proposed  Rule  Stage 


2032.  •  ^REGULATORY  RELIEF  FOR 
ELECTRONICALLY  CONTROLLED 
PNEUMATIC  BRAKE  SYSTEM 
IMPLEMENTATION 

Priority:  Other  Significant 
Legal  Authority:  49  USC  20103;  49 
use  20107;  49  USC  20302;  49  USC 
20306;  49  USC  20701  to  20702;  49  USC 
21301  to  21302 

CFR  Citation:  49  CFR  229;  49  CFR  232 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  criteria  for  operating  trains 
equipped  with  Electronically 
Controlled  Pneumatic  Brake  System 
technology.  This  rulemaking  would  • 
also  provide  regulatory  relief,  when 
necessary,  to  promote  the  transition  to 
Electronically  Controlled  Brake  System 
technology  within  the  rail  industry. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email:  michael.masci@fra.dot.gov 

RIN:  2130-AB84 

2033.  •  HOURS  OF  SERVICE 
RECORDKEEPING 

Priority:  Substailtive,  Nonsignificant 

Legal  Authority:  49  USC  20103 
CFR  Citation:  49  CFR  228 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
the  hours  of  service  recordkeeping 
regulations  to  allow  for  the  use  of 
electronic  recordkeeping  systems.  It 
would  also  clarify  the  existing  hours 
of  service  recordkeeping  regulations  to 
ensure  that  they  are  applied 


consistently  to  both  paper  and 
electronic  records.  It  would  also  ensure 
that  all  records,  whether  created 
manually  or  electronically,  would  allow 
for  proper  enforcement  of  the  hours  of 
service  law. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dnls.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email:  michael.masci@fra.dot.gov 

RIN:  2130-AB85 


Department  of  Transportation  (DOT) 
Federal  Railroad  Administration  (FRA) 


Final  Rule  Stage 


2034.  -t-PASSENGER  TRAIN 
EMERGENCY  SYSTEMS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  20103,  20107 

CFR  Citation:  49  CFR  223;  49  CFR  238; 
49  CFR  239 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
promote  the  safety  of  passengers  and 
crew  members  in  passenger  train 
emergencies  by  enhancing  FRA’s 
regulations  for  passenger  train 
emergency  systems.  The  rulemaking 
would  address  passenger  train 
emergency  communication  systems 
(public  address  and  intercom  systems), 
emergency  evacuation  systems  (doors, 
emergency  window  exits,  rescue  access 
windqws,  and  emergency  roof  access 
locations),  and  marking  signage 
systems. 

Timetable: 


Action  Date  FR  Cite 

NPRM  Comment  10/23/06 

Period  End 

Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Anna  Winkle, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6053 
Email:  anna.winkle@fira.dot.gov 

RIN:  2130-AB72 


08/24/06  71  FR  50276 


2035.  RAILROAD  OPERATING  RULES: 
PROGRAM  OF  OPERATIONAL  TESTS 
AND  INSPECTIONS;  RAILROAD 
OPERATING  PRACTICES:  HANDLING 
EQUIPMENT,  SWITCHES,  AND 
DERAILS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  20103 

CFR  Citation:  49  CFR  218;  49  CFR  217 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  add 
requirements  to  the  handling  of  railroad 
equipment,  switches,  and  derails.  These 
requirements  would  prevent  accidents 
and  casualties  that  can  result  firom  the 
mishandling  of  equipment,  switches, 
and  derails,  and  would  be  minimum 
operating  rule  requirements.  This 
rulemaking  would  also  add 
requirements  for  qualifying  railroad 
testing  officers  and  ensure  that  each 
railroad’s  program  of  operational  tests 
and  inspections  are  focused  on 
reducing  the  number  of  human  factor-, 
caused  accidents. 


Jim  r.-’^  I  I  T*  % 
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Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 


10/12/06  71  FR  60372 
12/11/06 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 


Department  of  Transportation  (DOT) 
Federal  Railroad  Administration  (FRA) 


2036.  +GRANT  PROGRAM  FOR 
LOCAL  RAIL  LINE  RELOCATION  AND 
IMPROVEMENT  PROJECTS 


Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  PL  109-59 
CFR  Citation:  49  CFR  261 

Legal  Deadline:  Other,  Statutory,  April 
1,  2006,  Temporary  Rules. 

Final,  Statutory,  October  1,  2006,  Final 
Rule. 


Abstract:  This  rulemaking  would 
address  the  establishment  of  a  grant 
program  authorizing  the  Secretary  to 
provide  financial  assistance  to  States 
for  local  rail  line  relocation  and 
improvement  projects.  This  rulemaking 
would  create  a  new  part  to  title  49  of 
the  Code  of  Federal  Regulations; 
establish  regulations  governing 
financial  assistance  under  peirt  261, 


including  the  project  selection  criteria: 
and  solicit  applications  for  Capital 
Grants  for  Rail  Line  Relocation  Projects. 
This  rulemaking  is  required  by  section 
9002  of  the  Safe  Accountable,  Flexible, 
Efficient  Transportation  Act:  A  legacy 
for  Users  (SAFETEA-LU).  Section  9002 
authorizes,  but  does  not  appropriate, 
$350,000,000  per  year  for  each  of  the 
fiscal  years  (FY)  2006  through  2009  for 
the  purpose  of  funding  a  grant  program 
to  provide  financial  assistance  for  local 
rail  line  relocation  and  improvement 
projects.  Congress  has  not  appropriated 
any  funding  for  the  program  for  FY 
2006. 


Timetable: 


NPRM 

NPRM  Comment 
Period  End 


01/17/07  72  FR  1965 
03/05/07 


Next  Action  Undetermined 


Department  of  Transportation  (DOT) 
Federal  Railroad  Administration  (FRA) 


2037.  REVISIONS  TO  CIVIL  AND 
CRIMINAL  PENALTIES;  PENALTY 
GUIDELINES 


Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  5123 
CFR  Citation:  49  CFR  209 


Legal  Deadline:  None 


Abstract:  In  this  final  rule,  the  Federal 
Railroad  Administration  would  revise 
its  regulations  to  reflect  revisions  to  the 
penalty  provisiorls  in  the  Hazardous 
Materials  Transportation  Safety  and 
Security  Reauthorization  Act  of  2005 
(title  VII  of  the  Safe,  Accountable, 
Flexible,  Efficient  Transportation 
Equity  Act:  A  Legacy  for  Users), 
enacted  on  August  10,  2005,  and 
effective  on  October  1,  2005.  FRA 
would  also  revise  baseline  assessments 
for  several  categories  of  violations. 


including  those  related  to  training  and 
security  plans,  in  our  Civil  Penalty 
Assessment  Guidelines.  FRA  publishes 
its  Guidelines  in  order  to  provide  the 
regulated  community  and  the  general 
public  with  information  on  the 
hazardous  materials  civil  penalty 
assessment  process  for  violations 
related  to  the  transportation  of 
hazardous  materials  by  rail. 

Timetable: 


12/26/06  71  FR  77293 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 


Final  Rule  Stage 


dms.dot.gov 


Agency  Contact:  Alan  Nagler, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20950 
Phone;  202  493-6049 


RIN:  2130-AB76 


Long-Term  Actions 


Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 


Government  Leveis  Affected:  None 


URL  For  More  Information: 

dms.dot.gov 


URL  For  Public  Comments: 

dms.dot.gov 


Agency  Contact;  Kathryn  Shelton, 
Trial  Attorney,  Department  of 
Transportation,  Federal  Railroad 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  493-6063 
Email:  kathryn.shelton@fra.dot.gov 


RIN:  2130-AB74 


Completed  Actions 


URL  For  Public  Comments; 

dms.dot.gov 


Agency  Contact:  Roberta  Stewart,  Trial 
Attorney,  Department  of 
Transportation,  Federal  Railroad 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  493-6027 


RIN:  2130-AB70 


2038.  TRACK  SAFETY  STANDARDS; 
INSPECTION  OF  JOINTS  IN 
CONTINUOUS  WELDED  RAIL  (CWR) 


Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  20142 


CFR  Citation:  49  CFR  213 


Legal  Deadline:  Final,  Statutory, 
November  8,  2005,  title  9,  section 
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Completed  Actions 


9005(b),  SAFETEA-LU  requires 
completion  within  90  days. 

To  be  continued. 

Abstract:  This  rulemaking  would 
amend  the  Track  Safety  Standards  (49 
CFR  part  213)  to  require  track  owners 
to  file  improved  procedures  for 
inspecting  rail  joint  bars  in  continuous 
welded  rail  track.  This  rulemaking  is 
required  by  section  9005(a)  of  the  Safe 
Accountable,  Flexible,  Efficient 
Transportation  Act:  A  Legacy  for  Users 
(SAFETEA-LU). 

Timetable: 


Action  Date  FR  Cite 

Interim  Final  Rule  11/02/05  70  FR  66288 

Interim  Final  Rule  1 2/02/05 

Effective 

Interim  Final  Rule  1 2/1 9/05 

Comment  Period 
End 

Final  Rule  10/11/06  71  FR  59677 

Final  Rule  Effective  10/31/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Sarah  Grimmer,  Trial 
Attorney,  Department  of 
Transportation,  Federal  Railroad 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  493-6032 
RIN:  2130-AB71 


2039.  PROPOSED  DIRECT  FINAL 
RULEMAKING  PROCEDURES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  CFR  1.49;  49  USC 
20103;  49  USC  20107;  49  USC  20114; 
49  USC  20306;  49  USC  20502  to  20504 


CFR  Citation;  49  CFR  211 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  direct  final  rulemaking 
procedures  that  will  be  used  to 
expedite  the  processing  of 
noncontroversial  regulatory  changes  to 
which  no  adverse  comment  is 
anticipated.  Under  these  procedures, 
FRA  could  choose  to  make  routine  or 
otherwise  noncontroversial  changes  in 
a  direct  final  rule  which  would  become 
effective  a  specified  number  of  days 
after  its  publication  in  the  Federal 
Register,  provided  that  no  written 
adverse  comment,  or  no  request  for  a 
public  hearing,  was  received  before  the 
rule’s  scheduled  effective  date. 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


10/11/06  71  FR  59698 
12/11/06 


03/07/07  72  FR  10086 
04/06/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None  • 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Patricia  V  Sun,  Trial 
Attorney,  Department  of 
Transportation,  Federal  Railroad 
Administration,  1120  Vermont  Avenue 
NW.,  MS-10,  Washington,  DC  20590 
Phone:  202  493-6060 
Fax:  202  493-6068 

RIN:  2130-AB77 


2040.  ESTABLISHMENT  OF  AN 
EMERGENCY  RELIEF  DOCKET  AND 
PROCEDURES  FOR  HANDLING 
PETITIONS  FOR  EMERGENCY 
WAIVER  RELIEF  FROM  THE  FEDERAL 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  20103 
CFR  Citation:  49  CFR  211.45 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  a  Federal  Railroad 
Administration  Emergency  Relief 
Docket,  and  set  forth  procedures  for 
obtaining  waivers  from  a  safety  rule, 
regulation,  or  standard  during  an 
emergency. 

Timetable: 


Interim  Final  Rule. 
Interim  Final  Rule 
Comment  Period 
End 

Final  Rule 


08/30/06  71  FR  51 51 7 
10/30/06 


04/09/07  72  FR  17433 


Final  Rule  Effective  04/09/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Masci, 
Department  of  Transportation,  Federal 
Railroad  Administration,  1120  Vermont 
Avenue  NW.,  Washington,  DC  20590 
Phone:  202  493-6037 
Email;  michael.masci@fra.dot.gov 

RIN:  2130-AB79 

BILLING  CODE  4910-06— S 


Department  of  Transportation  (DOT) 
Federal  Transit  Administration  (FTA) 


Prerule  Stage 


2041.  PROJECT  MANAGEMENT 
OVERSIGHT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59,  sec 
3026(b) 

CFR  Citation:  49  CFR  633 
Legal  Deadline:  None 


Abstract;  This  rulemaking  would  make 
the  following  changes,  as  required  by 
SAFETEA-LU,  to  the  existing  Project 
Management  Oversight  rule:  A 
definition  of  “major  capital  project” 
that  excludes  a  project  to  acquire 
rolling  stock  or  to  maintain  or 
rehabilitate  a  vehicle  and  a  requirement 
that  oversight  begin  during  the 


preliminary'  engineering  stage  of  a 
project,  unless  it  is  more  appropriate 
to  begin  the  oversight  during  another 
stage  of  the  project,  to  maximize  the 
transportation  benefits  associated  wifb 
project  management  oversight.  In 
addition  to  the  changes  required  by 
SAFETEA-LU,  FTA  will  take  this 
opportunity  to  update  49  CFR  633  in" ' 


IP; 
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its  entirety.  This  will  require  a 
reevaluation  of  49  CFR  633  component 
parts,  including  the  definition  of  a 
major  capital  project,  sisk  assessments, 
rightsizing,  technical  capacity,  project 
management  plan,  financing  plan,  and 
procurement/project  delivery  methods. 
Timetable: 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

URL  For  More  Information: 

dms.dot.gov 

Agency  Contact:  Aaron  James, 

Director,  Office  of  Engineering, 
Department  of  Transportation,  Federal 
Transit  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  493-0107 

Email:  aaron.james@dot.gov 

Action  Date  FR  Cite 

dms.dot.gov 

ANPRM  07/00/07 

URL  For  Public  Comments: 

RIN:  2132-AA92 

Department  of  Transportation  (DOT) 

Federal  Transit  Administration  (FTA) 

Proposed  Rule  Stage 

2042.  +MAJOR  CAPITAL  INVESTMENT 
PROJECTS— NEW/SMALL  STARTS 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59,  sec  3011 

CFR  Citation:  49  CFR  611 

Legal  Deadline:  Final,  Statutory,  April 
7,  2006. 

Abstract:  This  rulemaking  would 
establish  a  simplified  evaluation 
process  for  projects  seeking  less  than 
$75  million  in  New  Starts  funds.  The 
rule  will  set  out  FTA’s  evaluation  and 
rating  process  for  proposed  projects 
based  on  the  results  of  project 
justification  and  local  financial 
commitment.  This  action  is  mandated 
by  SAFETEA-LU. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  01/30/06  71  FR  4864 

ANPRM  Comment  03/10/06 
Period  End 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Christopher  VanWyk, 
Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-1733 
Email:  christopher.vanwyk@dot.gov 

RIN:  2132-AA81 


2043.  CHARTER  BUS  OPERATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59,  sec 
3023(d) 

CFR  Citation:  49  CFR  604 

Legal  Deadline:  None 

Abstract:  Pursuant  to  the  direction 
contained  in  SAFETEA-LU,  section 
3023(d),  the  FTA  established  a 
committee  to  develop,  through 
negotiated  rulemaking  procedures, 
recommendations  for  improving  the 
regulation  regarding  unauthorized 
competition  from  recipients  of  Federal 
financial  assistance.  The  proposed 
revisions  contained  in  the  NPRM 
represent  a  complete  revision  of  the 
charter  service  regulations  contained  in 
49  CFR  part  604.  The  NPRM  contains 
the  consensus  work  product  of  the 
Charter  Bus  Negotiated  Rulemaking 
Advisory  Committee  (CBNRAC),  which 
was  able  to  reach  consensus  on  the 
majority  of  the  regulatory  language. 
Where  the  CBNRAC  was  unable  to 
reach  consensus,  FTA  proposes 
revisions  to  the  charter  service 
regulations  based  on  the  open, 
informed  exchange  of  information  that 
took  place  during  meetings  with  the 
CBNRAC. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/15/07  72  FR  7526 

NPRM  Comment  04/16/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 


Additional  Information:  On  January  10, 
this  rule  was  downgraded  to 
nonsignificant. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Elizabeth  Martineau, 
Senior  Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-1936 
Fax:  202  366-3809 

RIN:  2132-AA85 


2044.  REVISIONS  TO  THE  JOINT 
FTA/FHWA  NEPA  REGULATION 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  109-59,  sec  6010 
CFR  Citation:  23  CFR  771 
Legal  Deadline:  NI^RM,  Statutory, 
August  10,  2006. 

NPRM,  Statutory,  August  10,  2006. 

Abstract:  Pursuant  to  SAFETEA-LU, 
this  rulemaking  would  establish 
categorical  exclusions  for  activities  that 
support  the  deployment  of  intelligent 
transportation  infrastructure  and 
systems  from  the  requirement  that  an 
environmental  assessment  or  an 
environmental  impact  statement  be 
prepared  under  section  102  of  the 
National  Environmental  Policy  Act  of 
1969  (NEPA)  in  compliance  with  the 
standards  for  categorical  exclusions 
established  by  NEPA.  In  addition,  this 
rulemaking  would  resolve 
inconsistencies  between  the  regulation 
and  the  new  23  U.S.C.  139,  created  by 
section  6002  of  SAFETEA-LU.  Finally, 
the  rulemaking  proposes  to  update  the 
regulation  to  reflect  changes  in  the  law 
and  Agency  ptactice  over  the  years,  and 
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Proposed  Rule  Stage 


make  minor  additions  and  changes  to 
the  list  of  categorical  exclusions. 

Timetable: 


Email:  christopher.vanwyk@dot.gov 
RIN:  2132-AA87 


Action  Date  FR  Cite 

NPRM  Comment  04/25/07 

Period  End 


Action 

NPRM 


Date  FR  Cite  2045.  •  NATIONAL  TRANSIT 
05/00/07  DATABASE  RURAL  REPORTING 

REQUIREMENTS 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Christopher  VanWyk, 
Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-1733 


Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  5335 
CFR  Citation:  49  CFR  630 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
amend  current  FTA  National  Transit 
Database  regulations  to  include 
reporting  requirements  for  recipients  of 
nonurbanized  area  formula  grants. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/26/07  72  FR  14061 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Shauna  Coleman, 
Senior  Legal  Analyst,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street  SW. 
Room  9316,  Washington,  DC  20590 
Phone:  202  366-4063 
Email:  shauna.coleman@dct.gov 

RIN:  2132-AA94 


Department  of  Transportation  (DOT)  Final  Rule  Stage 

Federal  Transit  Administration  (FTA) 


2046.  +PROTECTION  OF  PARKS, 
WILDLIFE  AND  WATERFOWL 
REFUGES,  AND  HISTORICAL  SITES 

Priority:  Other  Signiheant 

Legal  Authority:  23  USC  138;  49  USC 
303;  PL  109-59,  sec  6009 

CFR  Citation:  23  CFR  771;  23  CFR  774; 
49  CFR  623 

Legal  Deadline:  Final,  Statutory, 
August  10,  2006. 

Abstract:  This  FTA/FHWA  joint 
rulemaking  would  clarify  the  factors  to 
be  considered  and  the  standards  to  be 
applied  in  determining  the  prudence 
and  feasibility  of  alternatives  under 
section  4(f){138  of  title  23,  U.S.  Code, 
and  section  303  of  title  49,  U.S.  Code). 
Section  4(f)  properties  include  certain 
parks,  recreation  areas,  wildlife  and 
waterfowl  refuges,  and  historic  sites 
described  in  section  4(f)  of  the 
Department  of  Transportation  Act  of 
1966  (Pub.L.  89-670).  Section  4(f) 
generally  prohibits  the  use  of  such 
properties  for  transportation  projects 
unless  the  Secretary  of  Transportation 
Hnds  there  is  no  feasible  and  prudent 
alternative  and  all  possible  planning  to 
minimize  the  harm  is  undertaken. 


Timetable: 

Action  Date  FR  Cite 

NPRM  07/27/06  71  FR  42611 

NPRM  Comment  09/25/06 

Period  End 

Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Christopher  VanWyk, 
Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-1733 
Email:  christopher.vanwyk@dot.gov 

Related  RIN:  Related  to  2125-AF14 
RIN:  2132-AA83 


2047.  +PUBLIC  TRANSPORTATION 
SECURITY  GRANTS— SAFETEA-LU 
Priority:  Other  Significant 
Legal  Authority:  PL  109-59,  sec  3028 
CFR  Citation:  6  CFR  35;  49  CFR  601 


Legal  Deadline:  Final,  Statutory, 
February  6,  2006. 

Abstract:  FTA  will  publish  a  direct 
final  rule  establishing  in  49  CFR  601, 
subpart  E,  a  reference  where 
information  on  the  transportation 
security  grant  program  can  be  found. 
Given  that  DHS  will  administer  the  rule 
in  consultation  with  FTA,  on  behalf  of 
DOT,  a  direct  final  rule  fulfills  the 
intent  of  section  3028(c)  of  SAFTEA- 
LU,  that  DOT  and  DHS  jointly  issue 
final  regulations  outlining  the 
requirements  and  characteristics  of 
public  transportation  security  grants. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Shauna  Coleman, 
Department  of  Transportation,  Federal 
Transit  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
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Phone:  202  493-0542  Email:  shauna.coleman@dot.gov  j 

Fax:  202  366-3809  RIN;  2132-AA84 


Department  of  Transportation  (DOT)  Long-Term  Actions 

Federal  Transit  Administration  (FTA) 


2048.  BUY  AMERICA  REQUIREMENTS 
AND  WAIVER  PROCEDURES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-59,  sec  3023 

CFR  Citation:  49  CFR  661 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  issues  not  covered  in  the  Buy 
America  final  rule  (FR)  signed  March 
14,  2006.  The  following  issues  were  not 
addressed  in  the  FR  due  to  their 
complexity:  1)  Justification  for  public 
interest  waiver;  2)  microprocessor  and 
post-award  waivers;  3)  definition  of 
final  assembly;  4)  proposed  changes  to 
communication  equipment;  and  5)  the 
definition  of  end  product  and  a 
representative  list  of  end  products.  FTA 
held  a  public  meeting  on  February  13, 
2007,  in  conjunction  with  the  issuance 
of  its  NPRM  to  further  discuss  issues 
with  stakeholders  and  the  public. 


Timetable: 

Action  Date  -  FR  Cite 

Second  NPRM  1 1/30/06  71  FR  6941 2 

Second  NPRM  OZ'28/07 

Comment  Period 
End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  FTA  published 
a  final  rule  to  amend  49  CFR  parts  661 
and  663  as  required  by  the  Safe, 
Accountable,  Flexible,  Efficient 
Transportation  Equity  Act:  A  Legacy  for 
Users  (SAFETEA-LU)  (Pub  L.  109-59, 
August  10,  2005).  The  Federal  Transit 
Administration  (FTA)  proposed  certain 
changes  to  the  Buy  America 
requirements  on  November  21,  2005  (70 
FR  71246).  Because  of  the  complexity 


of  a  number  of  recommendations  and 
issues  presented  during  the  comment 
period,  FTA  decided  to  split  the 
rulemaking  and  published  a  final  rule 
on  those  issues  that  received  little  or 
no  public  comment.  This  new  NPRM 
will  address  the  issues  raised  in  the 
NPRM  published  on  November  21, 
2005,  but  not  addressed  in  the  final 
rule. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Richard  Wong, 
Attorney-Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-0675 
Fax;  202  366-3809 
Email:  richard.wong@dot.gov 

RIN:  2132-AA90 


Department  of  Transportation  (DOT)  Completed  Actions 

Federal  Transit  Administration  (FTA) 


2049.  -(-METROPOLITAN  AND 
STATEWIDE  TRANSPORTATION 
PLANNING 

Priority:  Other  Significant 

Legal  Authority:  49  USC  3005 

CFR  Citation:  49  CFR  613;  23  CFR  450 

Legai  Deadiine:  Final,  Statutory, 
February  6,  2006. 

Abstract:  This  joint  rulemaking  with 
FHWA  sets  standards  for  the  annual 
listing  of  projects  for  which  Federal 
funds  have  been  obligated  in  the 
preceding  year  and  specify  the  types 
of  data  to  be  included  in  the  listing, 
including  sufficient  information  about 
each^ project  to  identify  its  type, 
location,  and  amounts  obligated.  This 
rulemaking  is  mandated  by  SAFETEA- 
LU. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/09/06  71  FR  33510 


Action  Date  FR  Cite 

NPRM  Comment  09/07/06 

Period  End 

Final  Rule  02/14/07  72  FR  7224 

Final  Rule  Effective  03/1 6/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Christopher  VanWyk, 
Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-1733 
Email:  christopher.vanwyk@dot.gov 

Related  RiN:  Related  to  2125-AF09 
RIN:  2132-AA82 


2050.  MEDICAL  TRANSPORTATION 
DEMONSTRATION  GRANT  PROGRAM 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  109-59,  sec 
5314(a)(6) 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 
Abstract:  FTA  must  issue  a  regulation 
only  if  it  decides  to  establish  the 
Medical  Transportation  Demonstration 
Grant  Program.  Since  FTA  will  not  be 
awarding  grants  for  the  program  at  this 
time,  there  is  no  need  to  issue  a  rule 
to  implement  and  administer  the 
program. 

Timetable: 

Action  Date  FR  Cite 

Terminated  02/23/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 


: 
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Federalism:  Undetermined 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Arthur  Lopez, 
Attorney  Advisor,  Depeulment  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  493-0539 
Email:  arthur.lopez@fta.dot.gov 

RIN:  2132-AA88 


2051.  EMERGENCY  PROCEDURES 
FOR  PUBLIC  TRANSPORTATION 
SYSTEMS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5334(a)(ll) 
CFR  Citation:  49  CFR  601 
Legal  Deadline:  None 

Abstract:  This  rulemaking  established 
a  new  subpart  in  601  of  title  49  of  the 
Code  of  Federal  Regulations, 
establishing  an  “emergency  relief 
docket”  by  which  grantees  may  request 
and  be  granted  relief  from  FTA 
regulations  in  times  of  national  and 
regional  emergencies. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/08/06  71  FR  44957 

NPRM  Comment  10/10/06 

-  Period  End 


Action  Date  FR  Cite 

FinaiRuie  01/09/07  72FR910 

Finai  Ruie  Effective  02/08/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Bonnie  Graves, 
Attorney  Advisor,  Department  of 
Transportation,  Federal  Transit 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-0644 
Email:  bonnie.graves@dot.gov 
RIN:  2132-AA89 


2052.  CLEAN  FUELS  GRANT 
PROGRAM 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  109-59,  sec  3010 
CFR  Citation:  49  CFR  624 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
convert  the  Clean  Fuels  Grant  program 
to  a  discretionary  grant  program  in 
accordance  with  the  Safe,  Accountable, 
Flexible,  Efficient  Transportation 
Equity  Act:  A  Legacy  for  Users 
(SAFETEA-LU)  (Pub.  L.  109-59,  August 
10,  2005).  TEA-21  established  the  Clean 


Fuels  Formula  Grant  Program  as  a 
formula  grant  program  with  a  two-fold 
purpose:  1)  To  assist  nonattainment 
and  maintenance  areas  in  achieving  or 
maintaining  air  quality  attaimnent 
status  and  2)  to  support  emerging  clean 
fuel  and  advanced  propulsion 
technologies  for  transit  buses  and  create 
markets  for  these  technologies. 

Congress  has  determined  that  the 
program  will  now  be  a  discretionary 
program  subject  to  the  statutory 
requirements  of  the  urbanized  area 
formula  grants  program  of  section  5307 
of  title  49  United  States  Code. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  03/30/07  72  FR  15049 

Final  Rule  Effective  04/30/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Scheryl  Portee, 
Department  of  Transportation,  Federal 
Transit  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-1936  ' 

Email:  scheryl.portee@dot.gov 

RIN:  2132-AA91 

BILLING  CODE  4910— 57— S 


Department  of  Transportation  (DOT)  Completed  Actions 

Saint  Lawrence  Seaway  Development  Corporation  (SLSDC) 


2053.  •  SEAWAY  REGULATIONS  AND 
RULES:  INFLATION  ADJUSTMENT  OF 
CIVIL  MONETARY  PENALTY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  983(a);  33 
USC  984(4) 

CFR  Citation:  33  CFR  401 

Legal  Deadline:  Final,  Statutory, 
December  13,  2006,  Inflation 
adjustment  of  civil  penalties. 

Abstract:  This  final  rule  implements 
the  Federal  Civil  Penalties  Inflation 
Adjustment  Act  of  1990  as  amended  by 
the  Debt  Collection  Improvement  Act 
of  1996.  The  rule  adjusts  the  amount 
of  the  statutory  civil  penalty  for 
violation  of  the  Seaway  Regulations 


and  Rules  under  the  authority  of  the 
Ports  and  Waterways  Safety  Act  of  1972 
(PWSA),  as  amended. 

Timetable: 

Action  Date  FR  Cite 

FinalRule  12/13/06  71  FR66112 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Craig  H.  Middlebrook, 
Deputy  Administrator.  Department  of 


Transportation,  Saint  Lawrence  Seaway 
Development  Corporation,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-0091 
Fax:  202-366-7147 
Email:  craig.middlebrook@sls.dot.gov 

RIN:  2135-AA23 


2054.  •  SEAWAY  REGULATIONS  AND 
RULES:  PERIODIC  UPDATE,  VARIOUS 
CATEGORIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  983(a):  33 
USC  984  (a)(4) 

CFR  Citation:  33  CFR  401;  49  CFR  1.52 

Legal  Deadline:  None 
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Abstract:  The  Saint  Lawrence  Seaway 
Development  Corporation  (SLSDC)  and 
the  St.  Lawrence  Management 
Corporation  (SLSMC)  of  Canada,  under 
international  agreement,  jointly  publish 
and  presently  administer  the  St. 
Lawrence  Seaway  Regulations  and 
Rules  (Practices  and  Procedures  in 
Canada)  in  their  respective 
jurisdictions.  Under  agreement  with  the 
SLSMC,  the  SLSDC  is  amending  the 
joint  regulations  by  updating  the 
Seaway  Regulations  and  Rules  in 
various  categories.  The  changes  update 
the  following  sections  of  the 
Regulations  emd  Rules:  Condition  of 
Vessel;  Preclearance  and  Security  for 
Tolls;  Seaway  Navigation;  Dangerous 
Cargo;  and  General.  These  amendments 
are  necessary  to  take  account  of 
updated  procedures  and  will  enhance 
the  safety  of  transits  through  the 
Seaway.  Several  of  the  amendments  are . 
merely  editorial  or  for  clarification  of  < 
existing  requirements. 

Timetable: 


12/04/06  71  FR  70336 
01/03/07 

01/2i/07  72  FR  261 9 
02/21/07 


Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  More  Information: 


dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Craig  H.  Middlebrook, 
Deputy  Administrator,  Department  of 
Transportation,  Saint  Lawrence  Seaway 
Development  Corporation,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-0091 
Fax:  202-366-7147 
Email:  craig.middlebrook@sls.d0t.gov 

RIN:  2135-AA24 


2055.  •  TARIFF  OF  TOLLS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  983(a), 
984(a)(4)  and  988,  as  amended 
CFR  Citation:  33  CFR  402 
Legal  Deadline:  None 

Abstract:  The  Saint  Lawrence  Seaway 
Development  Corporation  (SLSDC)  and 
the  St.  Lawrence  Seaway  Management 
Corporation  (SLSMC)  of  Canada,  under 
international  agreement,  jointly  publish 
and  presently  administer  the  St. 
Lawrence  Seaway  Tariff  of  Tolls  in 
their  respective  jurisdictions.  The  Tariff 
sets  forth  the  level  of  tolls  assessed  on 
all  commodities  and  vessels  transiting 
the  facilities  operated  by  the  SLSDC 
and  the  SLSMC.  The  SLSDC  is  revising 
its  regulations  to  reflect  the  fees  and 
charges  levied  by  the  SLSMC  in  Canada 
starting  in  the  2007  navigation  season, 
which  are  effective  only  in  Canada.  An 
amendment  to  increase  the  minimum 


charge  per  lock  for  those  vessels  that 
are  not  pleasure  craft  or  subject  in 
Canada  to"  tolls  under  items  1  and  2 
of  the  Tariff  for  full  or  partial  transit 
of  the  Seaway  will  apply  in  the  U.S. 
Also,  the  SLSDC  is  changing  the  toll 
charged  per  pleasure  craft  using  the 
U.S.  locks  ft-om  $25  U.S.  or  $30 
Canadian  to  $30  U.S.  or  $30  Canadian. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


12/20/06  71  FR76228 
01/19/07 

01/31/07  72  FR  4430 
03/02/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Craig  H.  Middlebrook, 
Deputy  Administrator,  Department  of 
Transportation,  Saint  Lawrence  Seaway 
Development  Corporation,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-0091 
Fax:  202-366-7147 
Email:  craig.middlebrook@sls.dot.gov 

RIN:  2135-AA25 

BILLING  CODE  4910— 61— S 


Department  of  Transportation  (DOT)  Proposed  Rule  Stage 

Pipeline  and  Hazardous  Materials  Safety  Administration  (PHMSA) 


2056.  -I-HAZARDOUS  MATERIALS: 
ENFORCEMENT  REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5103,  5121(e); 
49  USC  5103,  5121(e) 

CFR  Citation;  49  CFR  107 

Legal  Deadline:  Final,  Statutory, 
October  11,  2005,  Temporary  Rule. 
Final,  Statutory,  August  10,  2006,  Final 
Rule. 

Abstract:  Pursuant  to  a  mandate  in 
SAFETEA-LU  (section  7118  of  Pub.L. 
109-59),  this  rulemaking  would 
establish  procedural  regulations  to 
implement  authority  provided  to  DOT 
to  open  packages  believed  to  contain 
hazardous  materials;  remove  such 


packages  from  transportation;  gather 
information;  order  the  package 
transported  to  a  facility  for  examination 
and  analysis;  obtain  assistance  from 
qualified  persons;  and  issue  emergency 
restrictions,  prohibitions,  recalls,  or 
out-of-service  orders  to  abate  an 
imminent  hazard. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 


URL  For  Public  Comments; 

dms.dot.gov 

Agency  Contact:  Jackie  Cho,  Attorney 
Advisor,  Department  of  Transportation, 
Pipeline  and  Hazardous  Materials 
Safety  Administration,  400  Seventh 
Street  SW.,  Washington,  DC  20590 
Phone:  202  366-4400 
Fax:  202  366-7041 
Email:  jackie.cho@dot.gov 

RIN:  2137-AE13 
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Proposed  Rule  Stage 


2057.  +PIPELINE  SAFETY: 
DISTRIBUTION  INTEGRITY 
MANAGEMENT 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  49  USC  5103,  60102, 
60104,  60108  to  60110,  60113,  60118; 

49  CFR  1.53. 

CFR  Citation:  49  CFR  192 
Legai  Deadline:  None 

Abstract:  This  rulemaking  would 
establish  integrity  management  program 
requirements  appropriate  for  gas 
distribution  pipeline  operators.  This 
rulemaking  would  require  gas 
distribution  pipeline  operators  to 
develop  and  implement  programs  to 
better  assure  the  integrity  of  their 
pipeline  systems. 

Tinietable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No . 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  Docket  Nos. 
PHMSA-04-18938  and  PHMSA-04- 
19854. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Mike  Israni, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration.  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-4571 
Email:  mike.israni@dot.gov 

RIN:  2137-AE15 


2058.  HAZARDOUS  MATERIALS:  FUEL 
CELLS  TRANSPORTED  BY 
PASSENGER  AIRCRAFT  IN 
CARRY-ON  BAGGAGE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  et  seq 

CFR  Citation:  49  CFR  171;  49  CFR  172; 
49  CFR  173 

Legal  Deadline:  None 
Abstract:  This  rulemaking  action 
would  adopt  standards  for  transporting 
fuel  cell  systems,  fuel  cell  cartridges, 
and  spare  fuel  cell  cartridges  in  carry- 
on  baggage  on  board  by  passenger¬ 


carrying  aircraft.  This  rulemaking 
action  would  harmonize  the  Hazardous 
Materials  Regulations  with  regulations 
recently  adopted  by  the  International 
Civil  Aviation  Organization  that  are 
scheduled  to  become -effective  on 
January  1,  2007.  The  rulemaking  action 
would  increase  the  level  of  safety 
associated  with  transporting  fuel  cell 
cartridges  and  spare  fuel  cell  cartridges 
and  facilitate  the  transport  of  these 
materials  in  international  commerce. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Docket  HM- 
243;  PHMSA  06  25446 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Eileen  Edmonson, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  eileen.edmonson@dot.gov 

RIN:  2137-AE19 


2059.  HAZARDOUS  MATERIALS: 
REVISION  OF  REQUIREMENTS  FOR 
EMERGENCY  RESPONSE 
TELEPHONE  NUMBERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  et  seq 
CFR  Citation:  49  CFR  172 
Legal  Deadline:  None 

Abstract:  The  rulemaking  would 
amend  the  HMR  by  requiring  shippers 
utilizing  a  third-party  to  provide 
emergency  response  information  by 
telephone  to  identify  the  person 
registered  with  the  third-party  provider 
on  shipping  papers.  The  rulemaking 
would  ensure  a  third-party  provider  is 
able  to  identify  the  shipment  for  which 
it  is  responsible  and  provide  necessary 
information  to  transport  workers  and 
first  responders  in  the  event  of  a 
hazardous  materials  incident. 


Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  PHMSA  Docket 
HM-206 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Joan  McIntyre, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and.  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  joan.mcintyre@dot.gov 

RIN:  2137-AE21 


2060.  •  HAZARDOUS  MATERIALS: 
MISCELLANEOUS  CARGO  TANK 
MOTOR  VEHICLE  AND  CYLINDER 
ISSUES;  PETITIONS  FOR 
RULEMAKING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  et  seq 

CFR  Citation:  49  CFR  107;  49  CFR  171 
to  180 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
certain  requirements  applicable  to  the 
manufacturing,  maintenance,  and  use  of 
DOT  specification  cargo  tank  motor 
vehicles,  DOT  specification  cylinders, 
and  UN  pressure  receptacles.  The 
revisions  are  based  on  petitions  for 
rulemaking  submitted  by  the  regulated 
community  and  are  intended  to  clarify 
regulatory  requirements  and  reduce 
operating  burdens  on  manufacturers, 
requalifiers,  carriers,  shippers,  and 
users. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  HM-218E 
URL  For  More  Information: 
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• 

Proposed  Rule  Stage 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Cameron  H. 
Satterthwaite,  Transportation 

Regulations  Specialist,  Department  of 
Transportation,  Pipeline  and  Hazardous 
Materials  Safety  Administration,  400 

Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8553 

Email:  cameron.satterthwaite@dot.gov 

RIN:  2137-AE23 

Department  of  Transportation  (DOT) 

Pipeline  and  Hazardous  Materials  Safety  Administration  (PHMSA) 

Final  Rule  Stage 

2061.  HAZARDOUS  MATERIALS: 
MISCELLANEOUS  PACKAGING 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  to  5127 

CFR  Citation:  49  CFR  171  to  174;  49 
CFR  178 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would  add 
provisions  for  Large  Packagings  and 
revise  the  specification  requirements 
for  non-bulk  packagings  and  portable 
tanks.  This  rulemaking  would  address 
issues  raised  through  enforcement 
actions  and  requests  for  clarification  of 
the  regulations  by  packaging 
manufacturers,  third-part  labs,  and 
shippers.  The  proposals  would  address 
packaging  closures,  design 
modifications  that  may  or  may  not 
require  recertification. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/01/06  -71  FR  52017 

NPRM  Comment  1 1  /30/06 

Period  End 

Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Docket  HM- 
231. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Arthur  M  Pollack, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  arthur.pollack@dot.gov 

RIN:  2137-AD89 


2062.  HAZARDOUS  MATERIALS: 
REVISION  OF  REQUIREMENTS  FOR 
AUTHORIZATION  OF  USE  OF 
INTERNATIONAL  STANDARDS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  CFR  5101  to  5127 
CFR  Citation:  49  CFR  171  to  172 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
consolidate  and  revise  requirements 
authorizing  the  use  of  international 
standards  for  transporting  hazardous 
materials. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/27/06  71  FR  4544 

NPRM  Comment  03/28/06 
Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Hm  Docket: 
HM-215 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Joan  McIntyre, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  joan.mcintyre@dot.gov 

RIN:  2137-AEOl 


2063.  +TRANSPORTATION  OF 
LITHIUM  BATTERIES 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5101  to  5127 

CFR  Citation:  49  CFR  171,  172;  49  CFR 
173,  175 

Legal  Deadline:  None 


Abstract:  This  rulemaking  would 
consolidate  RIN  2137- AE05 
“Transportation  of  Lithium  Batteries” 
and  RIN  2137-AD48  “Hazardous 
Materials;  Transportation  of  Lithium 
Batteries.”  The  merging  of  the 
rulemakings  into  one  final  rule  would 
simplify  and  make  easier  to  understand 
the  Hazardous  Materials  Regulation 
(HMR)  changes  applicable  to  lithium 
batteries.  Both  RIN  numbers  would  be 
retained  for  the  final  rule.  RIN  2137- 
AE05  would  prohibit  the  offering  for 
transportation  and  transportation  of 
primary  lithium  batteries  and  cells  as 
cargo  aboard  passenger-carrying 
aircraft.  This  prohibition  would  apply 
to  both  foreign  and  domestic  passenger¬ 
carrying  aircraft  entering,  leaving,  or 
operating  in  the  United  States.  The  rule 
would  also  require  that,  when  offered 
for  transport  in  other  modes,  shipments 
of  primary  lithium  batteries  and  cells 
must  be  marked  to  indicate  that  they 
are  forbidden  from  transport  aboard 
passenger-carrying  aircraft.  With  the 
merging  of  RIN  2137-AD48,  this  rule 
would  also  revise  requirements 
applicable  to  the  transportation  of 
lithium  batteries  to  achieve  greater 
consistency  with  international 
requirements.  It  responds  to  NTSB 
recommendations.  PHMSA  has 
prepared  and  published  few:  public 
comment  an  Initial  Regulatory 
Flexibility  Analysis  (IRFA)  in  order  to 
determine  the  impact  of  its  proposal  on 
small  entities. 

Timetable; 


Action 

Date 

FR  Cite 

Interim  Final  Rule 

12/15/04 

69  FR  75208 

Interim  Final  Rule 

12/29/04 

Effective 

Interim  Final  Rule 

02/14/05 

Comment  Period 

End 

Correction 

09/28/06 

71  FR  56894 

Final  Rule 

09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


I 
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Government  Levels  Affected:  None 

Additional  Information:  PHMSA-04- 
19886;  Docket  No.  HM-224E  to  be 
merged  with  PHMSA-02-11989;  Docket 
HM-224C  for  the  final  rule  stage. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  A  Gale, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  john.gale@dot.gov 

RIN:  2137-AE05 


2064.  PIPELINE  SAFETY:  INTEGRITY 
MANAGEMENT  PROGRAM 
MODIFICATIONS  AND 
CLARIFICATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  5103,  60102, 
60104,  60108  to  60110,  60113,  and 
60118 

CFR  Citation:  49  CFR  192:  49  CFR  195 

Legal  Deadline:  None 

Abstract:  This  document  addresses 
regulations  for  pipeline  integrity 
management  in  high  consequence  areas. 
The  rulemaking  allows  more  flexibility 
in  the  reassessment  interval  for 
hazardous  liquid  pipeline,  and  requires 
both  hazardous  liquid  and  natural  gas 
operators  to  notify  PHMSA  whenever 
they  reduce  pressure  in  the  pipeline  to 
mitigate  a  defect  and  to  provide  the 
reason  for  the  pressure  reduction. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

12/15/05 

7C  FR  74262 

NPRM  Comment 
Period  End 

02/13/06 

Written  Comments  on 
the  proposed 
regulatory  changes. 

02/13/06 

Written  engineering 
analysis  and 
technical  data. 

04/16/06 

Public  Meeting 

06/26/06 

71  FR  25640 

Final  Rule 

04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  Docket  No. 
PHMSA-04-18938 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Mike  Israni, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-4571 
Email:  mike.israni@dot.gov 

RIN:  2137-AE07 


2065.  PIPELINE  SAFETY:  DESIGN  AND 
CONSTRUCTION  REQUIREMENTS  TO 
REDUCE  INTERNAL  CORROSION  IN 
GAS  TRANSMISSION  PIPELINES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  60102 

CFR  Citation:  49  CFR  192 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
require  new  and  replaced  pipelines  to 
be  designed  and  constructed  in  a 
manner  that  reduces  the  risk  of  internal 
corrosion.  This  rulemaking  addresses 
an  NTSB  recommendation. 

Timetable: 


2066.  HAZARDOUS  MATERIALS; 
MISCELLANEOUS  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  to  5127 
CFR  Citation:  49  CFR  171  to  173;  49 
CFR  175:  49  CFR  177  to  178;  49  CFR 
180 

Legal  Deadline:  None 

Abstract:  This  nonsignificant 
rulemaking  would  make  miscellaneous 
amendments  to  the  Hazardous 
Materials  Regulations  based  on 
petitions  for  rulemaking  and  PHMSA 
initiative.  This  rulemaking  would 
update,  clarify,  and  provide  relief  from 
various  HMR  requirements,  primarily  to 
reduce  regulatory  burdens  on  industry, 
including:  (1)  Updating  the  list  of 
materials  incorporated  by  reference;  (2) 
amending  the  Hazardous  Materials 
Table  to  remove,  add,  and  revise 
certain  proper  shipping  names;  (3) 
adding  a  new  definition  for  “Household 
Waste”:  and  (4)  authorizing  the  use  of 
alternative  angle  valves  on  cargo  tanks 
that  transport  chlorine. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/25/06  71  FR  55757 

NPRM  Comment  11/24/06 
Period  End 

Final  Rule  10/00/07 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Public  Meeting 
Final  Rule 


12/15/05  70  FR  74262 
02/13/06 

06/28/06  71  FR  25640 
04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected;  No 


Government  Levels  Affected:  None 

Additional  Information:  Docket  No. 
PHMSA-05-22642 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Florence  Hamn, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-4595 
Email:  florence.hamn@dot.gov 

RIN:  2137-AE09 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  Docket  No. 
HM-218D 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Cameron  H. 
Satterthwaite,  Transportation 
Regulations  Specialist,  Department  of 
Transportation,  Pipeline  and  Hazardous 
Materials  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8553  ' 

Email:  cameron.satterthwaite@dot.gov 

RIN:  2137-AElO 


2067.  REGISTRATION  AND  FEE 
ASSESSMENT  PROGRAM 

Priority:  Substantive^  Nonsignificant 

Legal  Authority:  49  USC  5101  et  seq,  •- 
as  amended  by  title  VII  of  PL  109-59i 


i 
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199  Stat  594;  49  USC  5101  et  seq,  as 
amended  by  title  VII  of  PL  109-59;  199 
Stat  594 

CFR  Citation:  49  CFR  107 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
increase  the  registration  fee  for  persons 
who  do  not  meet  the  U.S.  Small 
Business  Administration  criteria  for 
denning  a  small  business  to  (1)  $1,975 
(plus  a  $25  administrative  fee)  for  2007- 
08  and  (2)  $2,975  (plus  a  $25 
administrative  fee)  for  2008-09  and  the 
following  years.  This  increase  is 
necessary  to  fund  the  national 
Hazardous  Materials  Emergency 
Preparedness  grants  program  at 
approximately  $28^000,000  as 
authorized  in  the  Hazardous  Materials 
Transportation  Safety  and  Security 
Reauthorizaation  Act  of  2005,  title  VII 
of  the  Safe,  Accountable,  Flexible, 
Efficient  Transportation  Equity  Act — A 
Legacy  for  Users,  Public  Law  109-59. 

Timetable: 

Action  Date  FR  Cite 

NPRM-  08/15/06  71  FR  46884 

NPRM  Comment  1 0/1 6/06 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Docket  No.: 
HM-208 

URL  For  More  information: 

dms.dot.gov 

URL  For  Public  Comments; 

dms.dot.gov 

Agency  Contact:  Deborah  Boothe, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phoner  202  366-8553 
Email:  deborah.boothe@dot.gov 
RIN:  2137-AEll 


2068.  PIPELINE  SAFETY:  PARTIAL 
RELIEF  FROM  PUBLIC  AWARENESS 
REGULATIONS  FOR  CERTAIN  SMALL 
OPERATORS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority;  49  USC  5103,  60102, 
60104,  60108,  60110,  60113,  and  60118 

CFR  Citation:  49  CFR  192 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would  revise 
pipeline  safety  regulations  for 
operators’  public  awareness  programs 
to  address  a  petition  from  the  gas 
distribution  pipeline  industry. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/29/06  71  FR  57457 

NPRM  Comment  11/28/06 
Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  None 

Additional  Information:  PHMSA-2003- 
15852 

URL  For  More  Information; 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Blaine  Keener, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-0970 
Email:  blaine.keener@dot.gov 

RIN:  2137-AE17 


2069.  •  HAZARDOUS  MATERIALS: 
REVISIONS  TO  THE  LIST  OF 
HAZARDOUS  SUBSTANCES  AND 
REPORTABLE  QUANTITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  5101  et  seq; 
42  USC  11011  et  seq 


CFR  Citation;  49  CFR  172 

Legal  Deadline:  None 

Abstract:  PHMSA  is  revising  the  “List 
of  Hazardous  Substances  and 
Reportable  Quantities”  that  appears  in 
Table  1  of  Appendix  A  to  section 
172.101  of  the  Hazardous  Materials 
Regulations  to  incorporate  updates  to 
the  list  of  hazardous  substances 
recently  adopted  by  the  Environmental 
Protection  Agency  (EPA).  This  action  is 
required  under  the  Comprehensive 
Environmental  Response, 
Compensation,  and  Liability  Act  of 
1980,  as  amended  by  the  Superfund 
Amendments  and  Reauthorization  Act 
of  1986,  which  requires  PHMSA  to  list 
and  regulate  all  hazardous  substances 
designated  by  EPA. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  Docket  No. 
HM-145N 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Dirk  Der  Kinderen, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-4400 
Email:  dirk.derkinderen@dot.gov 

RIN:  2137-AE24 
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Department  of  Transportation  (DOT)  Long-Term  Actions 

Pipeline  and  Hazardous  Materials  Safety  Administration  (PHMSA) 


2070.  HAZARDOUS  MATERIALS: 
SECURITY  REQUIREMENTS  FOR 
MOTOR  CARRIERS  TRANSPORTING 
HAZARDOUS  MATERIALS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  USC  5101  et  seq; 

49  USC  322 

CFR  Citation:  49  CFR  397 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  the  need  for  enhanced  security 
requirements  for  motor  carrier 
transportation  of  hazardous  materials. 
DHS  is  the  primary  Federal  agency 
responsible  for  security  in  all  modes  of 
transportation.  Consistent  with  the 
DHS-DOT  MOU  and  the  PHMSA-TSA 
Annex  to  the  MOU,  PHMSA  and 
FMCSA,  in  consultation  with  TSA, 
have  determined  that  any  rulemaking 
to  enhance  the  security  of  motor  carrier 
shipments  of  hazardous  materials 
should  be  conducted  by  TSA. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  07/16/02  67  FR  46622 

ANPRM  Comment  10/15/02 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additionai  Information:  Docket  No. 
HM-232A:  FMCSA-02-11650.  PHMSA 
has  assumed  the  lead  role  from  the 
Federal  Motor  Carrier  Safety 
Administration,  which  has  closed  its 
rulemaking  action  under  RIN  2136- 
AA71.  Any  further  rulemaking  will  be 
addressed  under  RIN  2137-AD70, 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Susan  Gorsky,  Senior 
Regulations  Specialist,  Department  of 
Transportation,  Pipeline  and  Hazardous 
Materials  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8553 
Email:  susan.gorsky@dot.gov 

Related  RIN:  Split  from  2126-AA71 
RIN:  2137-AD70 


2071.  +PIPELINE  SAFETY: 
PROTECTING  UNUSUALLY  SENSITIVE 
AREAS  FROM  RURAL  ONSHORE 
HAZARDOUS  LIQUID  GATHERING 
LINES  AND  LOW-STRESS  LINES 

Priority:  Other  Significant 

Legai  Authority:  49  USC  60101  to 
60125 

CFR  Citation:  49  CFR  195 

Legal  Deadline:  NPRM,  Statutory, 

•  October  24,  1995,  Mandated  by 
Pipeline  Safety  statute  of  1992. 

Abstract:  This  rulemaking  would 
establish  limited  safety  rules  for  rural 
onshore  hazardous  liquid  gathering 
pipelines  and  low  stress  pipelines  that 
are  within  a  defined  buffer  of  an 
unusually  sensitive  area.  These  areas 
include  drinking  water  and  ecological 
resource  areas,  which  are  particularly 
vulnerable  to  a  pipeline  release.  The 
safety  requirements  would  address  the 
most  common  threats  to  the  integrity 
of  these  pipelines. 

Timetable: 

Action  Date  FR  Cite 

Public  Meeting  12/13/05  70  FR  61690 

Public  Meeting  06/26/06  71  FR  25640 

NPRM  09/06/06  71  FR  52504 

NPRM  Comment  1 1/06/06 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  Docket  No. 
PHMSA-03-15864 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Pubiic  Comments: 

dms.dot.gov 

Agency  Contact:  Lane  Miller,  Pipeline 
Security  Specialist,  Department  of 
Transportation.  Pipeline  and  Hazardous 
Materials  Safety  Administration.  400 
Seventh  Street  SW,  Washington,  DC 
20590 

Phone:  405  954-4969 
Email:  lane.miller@dot.gov 

RIN:  2137-AD98 


2072.  -i-HAZARDOUS  MATERIALS: 
ENHANCING  RAIL  TRANSPORTATION 
SAFETY  AND  SECURITY  FOR 
HAZARDOUS  MATERIALS 
SHIPMENTS 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5101  to  5127 

CFR  Citation:  49  CFR  172  to  174;  49 
CFR  179 

Legal  Deadline:  None 

Abstract:  In  consultation  with  the 
Federal  Railroad  Administration  (FRA), 
PHMSA  would  revise  the  current 
requirements  on  the  safe  and  secure 
transportation  of  hazardous  materials 
transported  in  commerce  by  rail.  It  may 
require  rail  carriers  to  (1)  compile 
annual  data  on  certain  shipments  of 
hazardous  materials  and  use  the  data 
to  analyze  safety  and  security  risks 
along  rail  transportation  routes  where 
those  materials  are  transported;  (2) 
assess  alternative  routing  options  and 
make  routing  decisions  based  on  those 
assessments;  and  (3)  clarify  the  current 
security  plan  requirements  to  address 
en  route,  storage  and  delays  in  transit. 

Timetable: 

Action  Date  FR  Cite 

Request  for  08/10/04  69  FR  50987 

Comments 

Comment  Period  End  1 0/1 8/04 
NPRM  12/21/06  71  FR  76834 

NPRM  Comment  02/20/07 
Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Additional  Information:  HM  Docket: 
HM-232E;  RSPA-2004-18730 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Susan  Gorsky,  Senior 
Regulations  Specialist,  Department  of 
Transportation,  Pipeline  and  Hazardous 
Materials  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8553 
Email:  susan.gorsky@dot.gov 


RIN:  2137-AE02 
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DOT— PHMSA 


Long-Term  Actions 


2073.  ^HAZARDOUS  MATERIALS: 
REQUIREMENTS  FOR  STORAGE  OF 
EXPLOSIVES  DURING 
TRANSPORTATION 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5101  to  5127 

CFR  Citation:  49  CFR  171;  49  CFR  173 
and  174;  49  CFR  176  to  177 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  the  current  safety  and  security 
risks  associated  with  the  storage  of 
explosives  during  transportation.  In  the 
last  Internet  report,  we  were  moving 
forward  with  an  NPRM  with  a 
publication  date  scheduled  in  June 
2007.  We  have  decided  to  reopen  the 
comment  period  for  the  ANPRM  to 
accommodate  a  public  meeting  in 
March  2007  that  will  assist  with  the 
development  of  the  NPRM. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  11/16/05  70  FR  69493 

ANPRM  Comment  02/14/06 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 


Additional  Information:  Docket  No. 
HM-238: 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Ben  Supko, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  ben.supko@dot.gov 

RIN:  2137-AE06 


2074.  HAZARDOUS  MATERIALS: 
REVISION  OF  REQUIREMENTS  FOR 
SECURITY  PLANS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  et  seq 
CFR  Citation:  49  CFR  172 
Legal  Deadline:  None 

Abstract:  In  response  to  two  industry 
petitions  for  rulemaking,  this 
rulemaking  will  reconsider  and  refine 
the  list  of  hazardous  materials  for 
which  security  plans  are  currently 
required.  The  industry  petitioners 
asked  PHMSA  to  amend  the  security 
plan  regulations  to  create  a  distinction 


between  hazardous  materials  that 
present  a  significant  security  risk  while 
in  transportation  and  the  vast  majority 
of  hazardous  materials  that  pose  no 
significant  security  risk  in 
transportation. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  09/21/06  71  FR  55156 

ANPRM  Comment  12/20/06 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  HM-232 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Susan  Gorsky,  Senior 
Regulations  Specialist,  Department  of 
Transportation,  Pipeline  and  Hazardous 
Materials  Safety  Administration,  400 
Seventh  Street  SW.,  Washington,  DC 
20590 

Phone:  202  366-8553 
Email:  susan.gorsky@dot.gov 

RIN:  2137-AE22 


Department  of  Transportation  (DOT)  Completed  Actions 

Pipeline  and  Hazardous  Materials  Safety  Administration  (PHMSA) 


2075.  -(-HAZARDOUS  MATERIALS: 
TRANSPORTATION  OF  OXYGEN 
CYLINDERS  AND  OXYGEN 
GENERATORS  ABOARD  AIRCRAFT 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5ioi  to  5127 

CFR  Citation:  49  CFR  172;  49  CFR  175 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
require  oxygen  cylinders  and  oxygen 
generators,  when  transported  aboard 
aircraft,  to  be  packed  in  an  outer 
packaging  that  meets  prescribed 
thermal  and  heat  resistance 
riKjuirements.  These  requirements 
would  increase  the  level  of  safety 
associated  with  transportation  of 
oxidizing  gases  by  air.  This  rule  has 
no  impact  on  the  use  of  passenger- 
owned  oxygen  cylinders.  This  rule  is 
significant  due  to  public  interest. 


Timetable: 

Action 

Date 

FR  Cite 

NPRM 

06/06/04 

69  FR  25470 

Comment  Period 

08/04/04 

69  FR  47074 

Extended 

Extended  NPRM 

12/13/04 

Comment  Period 

End 

Final  Rule 

01/31/07 

72  FR  4442 

Final  Rule  Effective 

10/01/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  HM  Docket: 
HM-224B,  RSPA-04-17664.  A  separate 
rulemaking  addressing  the  use  of 
passenger-owned  cylinders  of  oxygen 
during  a  flight  is  under  RIN  2105-AC29. 
Previously  titled  Hazardous  Materials 


Safety:  Transportation  of  Oxygen 
Cylinders  on  Aircraft. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact;  John  A  Gale, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone;  202  366-8553 
Email:  john.gale@dot.gov 

RIN;  2137-AD33 


2076.  ^HAZARDOUS  MATERIALS; 
TRANSPORTATION  OF  LITHIUM 
BATTERIES 

Priority:  Other  Significant 

Legal  Authority:  49  USC  5101  to  5127 
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DOT— PHMSA 


Completed  Actions 


CFR  Citation:  49  CFR  172  to  175 

Legal  Deadline;  None 

Abstract:  This  rulemaking  is  being 
merged  with  RIN  2137-AE05:  HM-224E 
(also  lithium  batteries)  for  the  final  rule 
stage.  Both  RIN  numbers  will  be 
retained.  The  merging  of  the  two 
documents  into  one  final  rule  will 
simplify  and  make  easier  to  understand 
the  HMR  changes  applicable  to  lithium 
batteries.  The  merging  of  this 
rulemaking  (RIN  2137-AD48)  would 
revise  requirements  applicable  to  the 
transportation  of  lithium  batteries  to 
achieve  greater  consistency  with 
international  requirements.  The 
rulemaking  would  respond  to  NTSB 
recommendations.  PHMSA  has 
prepared  and  published  for  public 
comment  an  Initial  Regulatory 
Flexibility  Analysis  (IRFA)  in  order  to 
determine  the  impact  of  its  proposal  on 
small  entities.  With  the  merging  of  RIN 
2137-AE05,  the  rulemaking  would  also 
prohibit  the  offering  for  transportation 
and  transportation  of  primary  lithium 
batteries  and  cells  as  cargo  aboard 
passenger-carrying  aircraft.  This 
prohibition  would  apply  to  both  foreign 
and  domestic^assenger-carrying 
aircraft  entering,  leaving,  or  operating 
in  the  United  States.  The  rule  would 
also  require  that,  when  offered  for 
transport  in  other  modes,  shipments  of 
primary  lithium  batteries  and  cells 
must  be  marked  to  indicate  that  they 
are  forbidden  from  transport  aboard 
passenger-carrying  aircraft. 

Timetable: 

Action  Date  FR  Cite 

Merged  With  01/17/07 

2137-AE05 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected;  None 

Additional  Information:  HM  Docket: 
HM-224C,  PHMSA-02-11989  (RIN  2137- 
AD48)  to  be  merged  with  Docket  HM- 


224E,  PHMSA-04-19886  (RIN  2137- 
AE05)  for  final  rule  stage. 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  John  A  Gale, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone;  202  366-8553 
Email:  john.gale@dot.gov 

RIN:  2137-AD48 


2077.  HAZARDOUS  MATERIALS 
SAFETY:  HARMONIZATION  WITH  THE 
UNITED  NATIONS 
RECOMMENDATIONS, 
INTERNATIONAL  MARITIME 
DANGEROUS  GOODS  CODE,  AND 
INTERNATIONAL  CIVIL  AVIATION 
ORGANIZATION’S  TECHNICAL 
INSTRUCTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  5101  et  seq; 
49  USC  5101  et  seq 
CFR  Citation:  49  CFR  171  to  180 
Legal  Deadline:  None 
Abstract:  This  rulemaking  would 
amend  the  Hazardous  Materials 
Regulations  to  maintain  consistency 
with  international  standards.  The 
amendments  are  necessary  1)ecause  of 
recent  changes  to  the  International 
Maritime  Dangerous  Goods  (IMDG) 
Code,  the  International  Civil  Aviation 
Organization’s  (ICAO)  Technical 
Instructions  for  the  Safe  Transportation 
of  Dangerous  Goods,  and  the  United 
Nations  (UN)  Recommendations  on  the 
Transport  of  Dangerous  Goods. 
Harmonization  serves  to  facilitate 
international  transportation  while 
ensuring  the  safety  of  people,  property, 
and  the  environment.*  The  most 
significant  revisions  include  (1) 
incorporation  by  reference  of  the 


updated  ICAO  Technical  Instructions, 
IMDG  Code  and  UN  Recommendations; 
(2)  amendments  to  the  Hazardous 
Materials  Table  (HMT)  to  add,  revise, 
or  remove  certain  proper  shipping 
names,  hazard  classes,  packing  groups, 
special  provisions,  packaging 
authorizations,  bulk  packaging 
.requirements,  passenger  and  cargo 
aircraft  maximum  quantity  limitations, 
and  vessel  stowage  provisions;  (3) 
extension  of  the  existing  grandfather 
provisions  for  the  continued  use  of  IM 
101,  IM  102  and  DOT  51  portable 
tanks;  (4)  addition,  removal,  and 
revision  of  certain  entries  to  the  List 
of  Marine  Pollutants;  (5)  adoption  of  an 
alternative  shipping  paper  description; 
and  (6)  redesign  of  the  ORGANIC 
PEROXIDE  label  and  placard. 

Timetable: 


Action 


Date  FR  Cite 


NPRM  - 
NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


08/31/06  71  FR  51 894 
10/16/06 

12/29/06  71  FR  78596 
01/01/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  Docket  HM- 
2151 


URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Charles  E  Betts, 
Transportation  Regulations  Specialist, 
Department  of  Transportation,  Pipeline 
and  Hazardous  Materials  Safety 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-8553 
Email:  charles.betts@dot.gov 

RIN:  2137-AE16 
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Department  of  Transportation  (DOT)  Final  Rule  Stage 

Maritime  Administration  (MARAD) 


2078.  LAUNCH  BARGE  WAIVER 
PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  49  CFR  1.66;  PL 
108-293,  118  Stat  1028;  46  App  USC 
1114(b) 

CFR  Citation:  46  CFR  389  (New) 

Legai  Deadline:  None 

Abstract:  This  rulemaking  will 
establish  regulations  governing 
administrative  determinations  of 
availability  of  coastwise-qualified 
launch  barges  to  be  used  in  the 
transportation  and  launching  of 
offshore  oil  drilling  or  production 
platform  jackets  in  specified  projects. 
This  rulemaking  implements  provisions 
of  the  Coast  Guard  and  Maritime 
Transportation  Act  of  2004,  which, 
among  other  things,  requires  the 
Secretary  of  Transportation  (acting 


through  the  Maritime  Administrator)  to 
adopt  procedures  to  determine  if 
coastwise-qualified  vessels  are  available 
for  platform  jacket  transport  and 
laimching,  and  if  not,  to  allow  the  use 
of  non-coastwise  qualified  foreign  built 
vessels. 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Michael  Hokana, 
Department  of  Transportation,  Maritime 
Administration,  Department  of 
Transportation,  Maritime 
Administration,  400  Seventh  Street 
SW.,  Washington,  DC  20590 
Phone:  202  366-0760 
Email:  michael.hokana@marad.dot.gov 

RIN:  2133-AB67 


Timetable: 


NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Reopened 
NPRM  Comment 
Period  End 
Reply  Comment 
Period 

Reply  Comment 
Period  End 
Final  Rule 


Date  FR  Cite 

08/15/05  70  FR  47771 
10/14/05 

10/19/05  70  FR  60770 
12/13/05 

08/15/06  71  FR46887 
10/16/06 


Departnnent  of  Transportation  (DOT)  Completed  Actions 

Maritime  Administration  (MARAD) 


2079.  MAINTENANCE  AND  REPAIR 
REIMBURSEMENT  PILOT  PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  46  app  USC  1114(b); 
PL  109-163;  49  CFR  1.66 

CFR  Citation:  46  CFR  296 

Legal  Deadline:  NPRM,  Statutory, 
February  6,  2006,  sec  3503  of  PL 
109-163  directs  MARAD  to  publish  an 
NPRM  within  30  days  of  the  date  of 
enactment  (i.e.,  within  30  days  of 
01/06/06). 

Abstract:  This  final  rule  will  amend 
the  Maritime  Administration’s 
(MARAD’s)  regulations  governing  its 
pilot  program  for  the  reimbursement  of 
costs  of  qualified  maintenance  and 
repair  (M&R)  of  Maritime  Security 
Program  (MSP)  vessels  performed  in 


United  States  shipyards.  Under  section 
3503  of  Public  Law  109-163,  the 
Secretary  of  Transportation,  acting 
through  the  Maritime  Administrator,  is 
directed  to  implement  regulations  that, 
among  other  things,  replace  MARAD’s 
voluntary  M&R  reimbursement  program 
with  a  mandatory  system. 

Timetable:  • 

Action  Date  FR  Cite 

NPRM  02/08/06  71  FR  6438 

NPRM  Comment  04/10/06 

Period  End 

Reply  Comment  08/23/06  71  FR  49399 

Period 

Reply  Comment  09/22/06 

Period  End 

Final  Rule  02/06/07  72  FR  5342 

Final  Rule  Effective  03/08/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

dms.dot.gov , 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Jean  E.  McKeever, 
Associate  Administrator,  Department  of 
Transportation,  Maritime 
Administration,  400  Seventh  Street, 
SW.,  Washington,  DC  20590 
Phone:  202  366-5737 
Fax:  202-366-3511 
Email:  jean.mckeever@dot.gov 

RIN:  2133-AB68 

BILUNG  CODE  4910— 81— S 


Department  of  Transportation  (DOT)  Final  Rule  Stage 

Research  and  Innovative  Technologies  Administration  (RITA) 


2080.  SUBMISSION  OF  AVIATION 
DATA  VIA  THE  INTERNET 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  49  USC  329(b) 


CFR  Citation:  14  CFR  217;  14  CFR  234; 
14  CFR  241;  14  CFR  250;  14  CFR  291; 
14  CFR  298;  14  CFR  374a 

Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
propose  that  U.S.  and  foreign  air 
carriers  submit  their  required  recurrent 
financial,  traffic,  operational,  and 


consumer  reports  via  the  Internet.  The 
proposed  action  would  enhance 
security  of  the  data,  reduce  air  carriers’ 
mailing  costs,  eliminate  the  need  for 
the  Bureau  to  keypunch  hardcopy  data, 
and  provide  submitters  immediate 
notification  and  a  receipt  that  their  data 
has  been  received  by  the  Bureau. 
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DOT— RITA 


Final  Rule  Stage 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/20/06  71  FR  76226 

NPRM  Comment  02/20/07 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 


Public  Compliance  Cost:  ;  Base  Year 
for  Dollar  Estimates:  2005 

URL  For  More  Information: 

dms.dot.gov 

URL  For  Public  Comments: 

dms.dot.gov 

Agency  Contact:  Bernard  Stankus, 
Department  of  Transportation,  Research 
and  Innovative  Technologies 


Administration,  Room  4125,  400 

Seventh  Street  SW.,  Washington,  DC 

20590-0001 

Phone:  202  366-4387 

Fax:  202  366-3383 

Email:  bemard.stankus@dot.gov 

RIN:  2139-AAll 

[FR  Doc.  07-01597  Filed  04-27-07;  8:45  am] 
BILLING  CODE  4910-HY-S 


Part  XVI 

Department  of  the 
Treasury 

Semiannual  Regulatory  Agenda 
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DEPARTMENT  OF  THE  TREASURY  (TREAS) 


I 


DEPARTMENT  OF  THE  TREASURY 
31  CFR  Subtitle  A,  Chs.  I  and  II 

Semiannual  Agenda 

agency:  Department  of  the  Treasury. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  This  notice  is  given  pursuant 
to  the  requirements  of  the  Regulatory 
Flexibility  Act  (Pub.  L.  96-354, 
September  19,  1980)  and  Executive 
Order  (E.O.)  12866  (“Regulatory 
Planning  and  Review,”  September  30, 
1993),  which  require  the  publication  by 
the  Department  of  a  semiannual  agenda 
of  regulations. 

FOR  FURTHER  INFORMATION  CONTACT:  The 

Agency  Contact  identified  in  the  item 
relating  to  that  regulation. 

SUPPLEMENTARY  INFORMATION:  On 

November  25,  2002,  the  President 
signed  the  Homeland  Security  Act  of 
2002  (the  Act),  establishing  the 
Department  of  Homeland  Security 
(DHS).  The  Act  transferred  the  United 


States  Customs  Service  from  the 
Department  of  the  Treasury  to  the  DHS, 
where  it  is  now  known  as  the  Bureau  of 
Customs  and  Border  Protection. 
Notwithstanding  the  transfer  of  the 
Customs  Service  to  DHS,  the  Act 
provides  that  the  Secretary  of  the 
Treasury  retains  sole  legal  authority 
over  the  customs  revenue  functions,  and 
authorizes  the  Secretary  to  delegate  any 
of  this  retained  authority  to  the 
Secretary  of  Homeland  Security.  By 
Treasury  Department  Order  No.  100-16, 
the  Secretary  of  the  Treasury  delegated 
to  the  Secretary  of  Homeland  Security 
authority  to  prescribe  regulations 
pertaining  to  the  customs  revenue 
functions.  This  Order  further  provided 
that  the  Secretary  of  the  Treasury 
retained  the  sole  authority  to  approve 
any  such  regulations  concerning  import 
quotas  or  trade  bans;  user  fees;  marking 
and  labeling;  copyright  and  trademark 
enforcement;  and  the  completion  of 
entry  or  substance  of  entry  summary, 
including  duty  assessment  and 
collection,  classification,  valuation, 
application  of  the  U.S.  Harmonized 


Schedules,  eligibility  or  requirements 
for  preferential  trade  programs,  and  the 
establishment  of  recordkeeping 
requirements.  Accordingly,  these 
regulations  are  listed  in  the  semiannual 
regulatory  agenda  of  the  Departmental 
Offices  of  the  Department  of  the 
Treasury.  Because  of  continuing 
limitations  in  the  computer  software 
used  to  prepare  the  agenda,  the  agency 
information  under  the  heading  “For 
Further  Information  Contact”  for  these 
regulations  incorrectly  indicates  the 
Bureau  of  Customs  and  Border 
Protection  contact  person  is  an 
employee  of  the  Department  of  the 
Treasury  rather  than  the  Department  of 
Homeland  Security. 

The  semiannual  agenda  of  the 
Department  of  the  Treasury  conforms  to 
the  Unified  Agenda  format  developed 
by  the  Regulatory  Information  Service 
Center  (RISC). 

Dated;  March  6,  2007. 

Richard  S.  Cairo, 

Senior  Advisor  to  the  General  Counsel  for 
Regulatory  Affairs. 


Departmental  Offices — Proposed  Rule  Stage 


i 

Sequence  ! 
Number 

Title 

Regulation 

Identifier 

Number 

2081 

Remote  Location  Filing  . : . : . 

1505-AB20 

2082 

Expanded  Methods  of  Payment  of  Duties,  Taxes,  Interest,  and  Fees . 

1505-AB22 

2083 

Uniform  Rules  of  Origin . - . 

1505-AB49 

2084 

Revision  of  Outbound  Redelivery  Procedures  and  Liabilities . 

1505-AB52 

2085 

Centralization  of  the  Continuous  Bond  Program  at  the  CBP  National  Finance  Center . 

1505-AB54 

2086 

Administrative  Rulings  and  Protests  . 

1505-AB65 

2087 

Foreign  Repairs  to  American  Vessels;  Consolidation  of  Vessel  Repair  Units  . 

1505-AB71 

2088 

i  Prohibition  on  Funding  of  Unlawful  Internet  Gambling  . 

1505-AB78 

Departmental  Offices — Final  Rule  Stage 


Sequence 

Number 

1  Regulation 

Title  !  Identifier 

1  Number 

2089 

Reporting  and  Procedures  Regulations;  Cuban  Assets  Control  Regulations;  Publication  of  Economic  Sanctions 

Enforcement  Guidelines  . 

1505-AA95 

2090 

Country-of-Origin  Marking  . 

1505-AB21 

2091 

User  and  Navigation  Fees;  Other  Reimbursable  Charges  . 

1505-AB24 

2092 

African  Growth  and  Opportunity  Act  and  Generalized  System  of  Preferences . 

1505-AB26 

2093 

United  States-Caribbean  Basin  T rade  Partnership  Act  and  Caribbean  Basin  Initiative . 

1505-AB28 

2094 

Reimbursable  Customs  Inspectional  Services — Increase  in  Hourly  Rate  Charge  . 

1505-AB29 

2095 

Dog  and  Cat  Protection  Act  . 

1505-AB31 

2096 

j  Trade  Benefits  Under  the  African  Growth  and  Opportunity  Act  . . 

1505-AB38 

2097 

i  Fees  for  Customs  Processing  at  Express  Consignment  Carrier  Facilities . 

1505-AB39 

2098 

i  T rade  Benefits  Under  the  Caribbean  Basin  Economic  Recovery  Act  . 

1505-AB40 

2099 

1  United  States — Singapore  Free  Trade  Agreement . 

1505-AB48 

2100 

■  Recordation  of  Copyrights  and  Enforcement  Procedures  To  Prevent  Importation  of  Piratical  Articles  . 

1505-AB51 

2101 

!  NAFTA:  Merchandise  Processing  Fee  Exemption  and  Technical  Corrections  . * . 

1505-AB58 
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TREAS 


Departmental  Offices — Final  Rule  Stage  (Continued) 


- .  ^ 

Sequence 

Number 

Title 

Regulation 
.  Identifier 
Number 

2102 

Country  of  Origin  of  Textile  and  Apparel  Products . 

1505-AB60 

2103 

Dominican  Republic-Central  America-United  States  Free  Trade  Agreement  . 

1505-AB64 

2104 

Entry  of  Certain  Cement  Products  From  Mexico  Requiring  a  Commerce  Department  Import  License  . 

1505-AB68 

2105 

Economic  Sanctions  Enforcement  Procedures  for  Banking  Institutions . 

1505-AB69 

2106 

Entry  Of  Certain  Softwood  Lumber  Products  From  Canada  Requiring  An  Export  Permit . 

1505-AB73 

2107 

United  States — Jordan  Free  Trade  Agreement  . 

1505-AB75 

2108 

United  States — Morocco  Free  Trade  Agreement . 

1505-AB76 

2109 

United  States — Australia  Free  Trade  Agreement  . . 

1505-AB77 

2110 

Extension  of  Import  Restrictions  Imposed  on  Archaeological  and  Ethnological  Material  From  Peru  . 

1505-AB79 

2111 

Extension  of  Import  Restrictions  Imposed  on  Pre-Classical  and  Classical  Archaeological  Material  and  Byzantine 
Ecclesiastical  and  Ritual  Ethnological  Material  From  Cyprus . 

1505-AB80 

Departmental  Offices — Long-Term  Actions 


Sequence 

Number 

i  Title 

i  1 

Regulation 

Identifier 

Number 

2112 

Possible  Regulation  of  Access  to  Accounts  at  Financial  Institutions  Through  Payment  Service  Providers . 

1505-AA74 

2113 

Financial  Subsidiaries  . 

1505-AA81 

2114 

Secretary’s  Determination  of  Real  Estate  Brokerage  . 

1505-AA84 

2115 

Terrorism  Risk  Insurance  Program;  Recoupments  of  Federal  Share  of  Compensation  for  Insured  Losses . 

1505-AB10 

2116 

Harbor  Maintenance  Fee  . 

1505-AB11 

2117 

Donated  Cargo  Exemption  From  Harbor  Maintenance  Fee . 

1505-AB12 

2118 

Reconciliation  . 

1505-AB16 

2119 

North  American  Free  Trade  Agreement  (NAFTA) — Implementation  of  Duty-Deferral  Program  Provisions  . 

1505-AB17 

Departmental  Offices — Completed  Actions 


1 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2120 

United  States — Chile  Free  Trade  Agreement  . c . . . 

i505-AB47 

2121 

Conditional  Release  Period  and  Customs  Bond  Obligations  for  Food,  Drugs,  Devices,  and  Cosmetics . 

1505-AB57 

2122 

Fees  for  Certain  Services  . 

1505-AB62 

2123 

Extension  of  Import  Restrictions  Imposed  on  Archaeological  and  Ethnological  Material  From  Bolivia . 

1505-AB74 

Financial  Crimes  Enforcement  Network — Prerule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2124 

2125 

Customer  Identification  Programs  for  Pawn  Brokers . 

Provision  of  Banking  Services  to  Money  Services  Businesses . . 

f  ■■ 

1506-AA39 

1506-AA85 

Financial  Crimes  Enforcement  Network — Proposed  Rule  Stage 


Sequence 

Number 

•  Title 

Regulation 

Identifier 

Number 

2126 

Customer  Identification  Programs  for  Travel  Agents  . 

1506-AA38 

2127 

Customer  Identification  Programs  for  Loan  and  Finance  Companies . 

1506-AA40 

2128 

Customer  Identification  Programs  for  Sellers  of  Vehicles  . . 

1506-AA41 

2129 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Loan  and  Finance 
Companies . . 

1506-AA73 
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Financial  Crimes  Enforcement  Network — Proposed  Rule  Stage  (Continued) 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2130 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Businesses  Engaged  in 
Vehicle  Sales,  Including  Automobile,  Airplane,  and  Boat  Sales . 

1506-AA80 

2131  i 

Amendments  to  Bank  Secrecy  Act  Regulations — Casino  Recordkeeping  and  Reporting  Requirements  . 

1506-AA84 

2132 

Amendment  to  the  Bank  Secrecy  Act  Regulations — Requirement  That  Check  Cashers  Report  Suspicious  Trans- 

i 

.  _  1 

1506-AA87 

Financial  Crimes  Enforcement  Network — Final  Rule  Stage 

Sequence  i 
Number. 

Title 

Regulation 

Identifier 

Number 

2133 

Amendment  to  the  Bank  Secrecy  Act  Regulations  Regarding  Reporting  of  Cross-Border  T ransportation  of  Certain 

1 

Monetary  Instruments  . 

1506-AA15 

2134  1 

Amendment  to  the  Bank  Secrecy  Act  Regulations — Exemptions  From  the  Requirement  To  Report  Transactions  in 
Currency  . 

1506-AA23 

2135  1 

Amendment  to  the  Bank  Secrecy  Act  Regulations — Requirement  That  Nonfinancial  Trades  or  Businesses  Report 
Certain  Currency  T ransactions . 

.1506-AA25 

2136  ; 

Customer  Identification  Programs  for  Banks,  Savings  Associations,  and  Credit  Unions . 

150e-AA31 

2137  ! 

Amendment  to  the  Bank  Secrecy  Act  Regulations — Requirement  That  Mutual  Funds  Report  Suspicious  Trans- 

1506-AA37 

2138 

Imposition  of  Special  Measures  Against  the  Country  of  Nauru . 

1506-AA43 

2139 

Financial  Crimes  Enforcement;  Amendments  to  the  Bank  Secrecy  Act  Regulations — Nomenclature  Changes . 

1506-AA61 

2140  i 

Imposition  of  Special  Measure  Against  First  Merchant  Bank  OSH  Ltd,  Incl.  Its  Subsidiaries;  FMB  Finance  Ltd, 
First  Merchant  International  Inc,  First  Merchant  Finance  Ltd,  and  First  Merchant  T rust  Ltd  . 

1506-AA65 

2141  1 

Imposition  of  Special  Measure  Against  Infobank  as  a  Financial  Institution  of  Primary  Money  Laundering  Concern  .. 

1506-AA67 

2142 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Mutual  Funds . 

1506-AA68 

2143  ' 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  T ravel  Agencies . 

1506-AA69 

2144 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Investment  Advisors  .... 

1506-AA71 

2145 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Financial  Institutions  .... 

1506-AA72 

2146 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Money  Services  Busi- 

1506-AA74 

2147 

Amendments  to  the  Bank  Secrecy  Act  Regulations— Anti-Money  Laundering  Programs  for  Commodity  Trading 

i 

Advisors  . 

1506-AA75 

2148 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Operators  of  a  Credit 
Card  System  . 

1506~AA76 

2149 

'  Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Unregistered  Invest- 
i  ment  Companies . 

1506-AA77 

2150 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Dealers  in  Precious 

Metals,  Stones,  or  Jewels  . 

1506-AA78 

2151 

1  Amendments  to  the  Bank  Secrecy  Act  Regulations — Anti-Money  Laundering  Programs  for  Persons  Involved  in 

Real  Estate  Closings  and  Settlements . 

1506-AA79 

•  2152 

'  Amendment  to  the  Bank  Secrecy  Act  Regulations — Imposition  of  Special  Measure  Against  Banco  Delta  Asia 

SARL . . . 

1506-AA83 

2153 

i  Threshold  for  the  Requirement  To  Collect,  Retain,  and  Transmit  Information  on  Funds  Transfer  and  Transmittal  of 

1  1506-AA86 

i  _ 

Financial  Crimes  Enforcement  Network — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2154 

Amendments  to  the  Bank  Secrecy  Act  Regulations — Special  Reporting  and  Recordkeeping  Requirements — 

Money  Services  Businesses  (MSBs) . 

j  1506-AA19 
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Financial  Crimes  Enforcement  Network — Completed  Actions 

! 

Sequence 

lumber 

Regulation 

Identifier 

Number 

2155  {  Imposition  of  Special  Measures  Against  the  Commercial  Bank  of  Syria  as  a  Financial  Institution  of  Primary  Money  j 

Laundering  Concern  . | 

1506-AA64 

Financial  Management  Service — Proposed  Rule  Stage 

Sequence 

Number 

1  '  1 

Title 

Regulation 

Identifier 

Number 

1 

2156 

2157 

2158 

2159 

Claims  on  Account  of  Treasury  Checks . . . 

Federal  Government  Participation  in  the  Automated  Clearing  House  (ACH)  . 

Rules  and  Procedures  for  Efficient  Federal-State  Funds  Transfers  I . 

Management  of  Federal  Agency  Disbursements . 

1510-AA51 

1510-AB00 

1510-AB12 

1510-AB13 

Financial  Management  Service — Final  Rule  Stage 

Sequence 

Number 

_  J 

Title 

1 - 

Regulation 

Identifier 

Number 

2160 

2161 

2162 

2163 

1  ■ 

Federal  Claims  Collection  Standard — Collection  by  Installments . 1 

Payment  of  Federal  Taxes  and  the  Treasury  Tax  and  Loan  Program . 

Depositaries  and  Financial  Agents  of  the  Federal  Government . 

Payment  of  Federal  Taxes  and  the  Treasury  Loan  Program . 

1510-AA91 

1510-AB01 

1510-AB10 

1510-AB11 

Financial  Management  Service — Completed  Actions' 

1 

Regulation 

1  Identifier 
Number 

2164 

Administrative  Offset  Linder  Reciprocal  Agreemer^ts  with  States . 

1510-AB09 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Prerule  Stage 

1 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2165 

Proposed  Revisions  to  the  Beer  Regulations  . 

1513-AB05 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Proposed  Rule  Stage 


i 

Sequence 
Number  j 

Title 

^  Regulation 
Identifier 
Number 

2166 

Denatured  Spirits,  Articles,  and  Nonbeverage  Products  . 

1513-AB03 

2167 

1  Labeling  and  Advertising  of  Wines,  Distilled  Spirits,  and  Malt  Beverages  . 

1513-AB07 

2168 

Alternating  Brewery  Proprietors  . 

1513-AB09 

2169 

Use  of  the  Word  "Pure"  or  Its  Variants  in  the  Labeling  and  Advertising  of  Alcohol  Beverages . 

1513-AB16 

2170  ] 

Proposed  Expansion  of  the  Santa  Maria  Valley  Viticultural  Area . 

1513-AB31 

2171 

Proposed  Amendment  to  the  Standards  of  Identity  for  Distilled  Spirits  . 

1513-AB33 

2172 

Modification  of  Mandatory  Label  Information  for  Wine  . 

1513-AB36 

2173 

Proposed  Establishment  of  the  Upper  Mississippi  River  Valley  Viticultural  Area  . . 

1513-AB40 

2174 

Proposed  Establishment  of  the  Pine  Mountain-Mayacmas  Viticultural  Area . 

1513-AB41 

2175 

Proposed  Establishment  of  the  Lake  Chelan  Viticultural  Area . 

1513-AB42 

2176 

Proposed  Expansion  of  the  Fort  Ross  Seaview  Viticultural  Area . 

1513-AB44 

2177 

Proposed  Establishment  of  the  Haw  River  Valley  Viticultural  Area . 

1513-AB45 
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Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Proposed  Rule  Stage  (Continued) 

Sequence  ; 

Title 

Regulation 

Identifier 

Number 

Number 

2178  ' 

Proposed  Establishment  of  the  Indiana  Uplands  Viticultural  Area  . 

1513-AB46 

2179  1 

Proposed  Expansion  of  the  Paso  Robles  Viticultural  Area . 

1513-AB47 

2180 

Firearms  and  Ammunition  Excise  Taxes,  Consignment  Sales  of  Imported  Articles  . 

1513-AB12 

2181' 

Determination  of  Tax  and  Recordkeeping  on  Large  Cigars  . 

'1513-AA16 

2182 

Proposed  Revisions  to  the  Distilled  Spirits  Plant  Regulations . 

1513-AA23 

2183 

Proposed  Addition  of  New  Grape  Variety  Names  for  American  Wines  . 

1513-AA42 

2184 

Petition  To  Establish  Santa  Maria  Bench  as  a  New  American  Viticultural  Area . 

1513-AA51 

2185 

Form  TTB  F  5100.51,  Formula  and  Process  for  Domestic  and  Imported  Alcohol  Beverages  . 

1513-AB28 

2186 

Nonbeverage  Product  Formulas  . 

1513-AB35 

2187 

Proposed  Revision  of  Part  9 — American  Viticultural  Areas . 

1513-AB39 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Final  Rule  Stage 

Sequence  | 
Number 

Title 

Regulation 

Identifier 

Number 

2188 

New  Certification  Requirements  for  Imported  Wine . 

1513-ABOO 

2189  1 

Major  Food  Allergen  Labeling  for  Wines,  Distilled  Spirits,  and  Malt  Beverages  . 

1513-AB08 

2190 

Quarterly  Excise  Tax  Filing  for  Small  Alcohol  Excise  Taxpayers . 

1513-AB17 

2191 

Green  Valley  of  Russian  River  Valley . . . 

1513-AB18 

2192 

Lehigh  Valley . 

1513-AB19 

2193 

Swan  Creek . 

1513-AB20 

2194  ! 

San  Francisco  Bay  Expansion  . 

1513-AB21 

2195 

Snake  River  Valley . . . 

1513-AB22 

2196 

Proposed  Expansion  of  the  Alexander  Valley  Viticultural  Area . 

1513-AB23 

2197 

Proposed  Establishment  of  the  Tulocay  Viticultural  Area . 

1513-AB26 

2198 

Proposed  Establishment  of  the  Paso  Robles  Westside  Viticultural  Area . 

1513-AB27 

2199 

Firearms  Excise  Tax;  Exemption  for  Small  Manufacturers,  Producers,  and  Importers  . 

1513-AB25 

2200 

Removal  of  Tobacco  Products  and  Cigarette  Papers  and  Tubes,  Without  Payment  of  Tax,  for  Use  by  the  United 

States  in  Law  Enforcement  Activities  . 

1513-AA99 

2201 

Teix  Classification  of  Cigars  and  Cigarettes . 

1513-AB34 

2202 

Implementation  of  Public  Law  105-33,  Section  9302,  Relating  to  Tobacco  Product  Minimum  Manufacturing  Re¬ 
quirements  and  T ransfer  Marking  . ; . 

1513-AB37 

2203 

Tobacco  Products  and  Cigarette  Papers  and  Tubes  Shipped  From  Puerto  Rico  to  the  U.S . 

1513-AB38 

2204 

Implementation  of  Wine  Credit  Provisions  of  Public  Law  104-188  . 

1513-AA05 

2205 

Implementation  of  Public  Law  105-33,  Section  9302,  Requiring  the  Qualification  of  Tobacco  Product  Importers 

and  Miscellaneous  Technical  Amendments  . 

1513-AA10 

2206 

Proposal  To  Recognize  Synonyms  for  Petite  Sirah  and  Zinfandel  Grape  Varieties . 

1513-AA32 

2207 

Qrganic  Claims  in  Labeling  and  Advertising  of  Alcohol  Beverages  . 

1513-AA46 

2208 

Petition  To  Establish  the  Fort  Ross  Seaview  Viticultural  Area . 

1513-AA64 

2209 

Petition  To  Establish  Calistoga  as  an  American  Viticultural  Area  . . . 

1513-AA92 

2210 

Materials  Authorized  for  the  Treatment  of  Wine  and  Jiiice;  Processes  Authorized  for  the  Treatment  of  Wine,  Juice, 
and  Distilling  Material  . . 

1513-AA96 

2211 

Suspension  of  Special  (Occupational)  Tax . 

1513-AB04 

2212 

Implementation  of  Public  Law  103-465,  Section  712,  Time  for  Payment  and  Deposits  of  Certain  Excise  Taxes 
(No.  277)  . . 

1513-AB43 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Long-Term  Actions 


'  ■  1 

Sequence 
Number  | 

1 

Title 

Regulation 

Identifier 

Number 

2213 

Prohibition  of  Alcohol  Beverage  Containers  and  Standard  of  Fill  for  Distilled  Spirits  and  Wine  . 

1513-AA07 

2214 

Use  of  Various  Winemaking  Terms  on  Wine  Labels  and  in  Advertisements;  Request  for  Public  Comment . 

1513-AB24 

2215 

Availability  of  Information  . 

1513-AA98 

2216 

Exportation  of  Liquors  . . 

1513-AAOO 

Federal  Register/ Vol,  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


22981 


TREAS 


Alcohol  and  Tobacco  Tax  and  Trade  Bureau— Long-Term  Actions  (Continued) 

Sequence 
•  Number 

Title 

Regulation 

Identifier 

Number 

2217 

Implementation  of  Public  Law  105-34,  Section  1416,  Relating  to  Refund  of  Tax  for  Domestic  Wine  Returned  to 
Bond  Regardless  of  Merchantability  (T axpayer  Relief  Act  of  1 997)  . 

1513-AA06 

2218 

Amended  Standard  of  Identity  for  Sherry  . 

1513-AA08 

2219 

Labeling  and  Advertising  of  Malt  Beverages  . 

1513-AA60 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2220 

Petition  To  Establish  the  Outer  Coastal  Plain  American  Viticultural  Area . 

1513-AB13 

2221 

Technical  Amendment  to  Regulations  . 

1513-AB32 

2222 

Petition  To  Establish  Chehalem  Mountains  as  a  New  American  Viticultural  Area . 

1513-AA57 

2223 

Petition  To  Establish  the  Shawnee  Hills  Viticultural  Area . . . 

1513-AA70 

2224 

Proposed  Establishment  of  Tracy  Hills  Viticultural  Area . 

1513-AA89 

Comptroller  of  the  Currency — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

1  Number 

2225 

Regulatory  Burden  Reduction  and  Technical  Amendments . 

1557-AC79 

2226 

Interagency  Proposal  for  Model  Privacy  Form  Under  the  Gramm-Leach-Bliley  Act . 

1557-AC80 

2227 

Accuracy  and  Integrity  of  Information  Furnished  to  a  Consumer  Reporting  Agency . 

1557-AC89 

2228 

Lending  Limits  Pilot  Program  . 

1557-AD03 

Comptroller  of  the  Currency — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2229 

Identity  Theft  Detection,  Prevention,  and  Mitigation  Program  for  Financial  Institutions  and  Creditors . 

1557-AC87 

2230 

Fair  Credit  Reporting;  Affiliate  Marketing  Regulations . 

1557-AC88 

2231 

Implementation  of  a  Revised  Basel  Capital  Accord  (Basel  II) . 

1557-AC91 

2232 

Risk-Based  Capital  Guidelines;  Capital  Adequacy  Guidelines;  Capital  Maintenance:  Domestic  Capital  Modifica- 

tions  (Basel  lA)  . 

1557-AC95 

2233 

Risk-Based  Capital  Standards:  Market  Risk . 

1557-AC99 

2234 

Expanded  Examination  Cycle  for  Certain  Small  Insured  Depository  Institutions  and  U.S.  Branches  and  Agencies 

of  Foreign  Banks  . 

1557-AD02 

Comptroller  of  the  Currency — Long-Term  Actions 


n 

Sequence 

Number 

Title 

1  Regulation 
!  Identifier 

1  Number 

2235 

Recordkeeping  Requirements  for  Bank  Exceptions  From  Securities  Broker  or  Dealer  Registration  . 

1557-AB93 

2236  1 

i 

Management  Official  Interlocks . . . . . 

1557-AD01 
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Comptroller  of  the  Currency — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

1 

2237 

Community  Reinvestment  Act  Regulations . 

1557-ADOO 

Internal  Revenue  Service — Prerule  Stage 


Sequence  j 
Number  i 

I 

Title  i 

Regulation 

Identifier 

Number 

2238  I 

Imposition  of  Withholding  on  Certain  Payments  Made  by  Government  Entities . 

1545-BG45 

Internal  Revenue  Service — Proposed  Rule  Stage 

Sequence 

Number 

I 

Title 

Regulation 

Identifier 

Number 

2239  I 

Income  Tax — Taxpayer’s  Obligation  To  File  a  Notice  of  Redetermination  of  Foreign  Tax  and  Civil  Penalties  for 

Failure  To  File . 

1545-AC09 

2240 

Clarification  of  Treatment  of  Separate  Limitation  Losses . 

1545-AM1 1 

2241 

Outbound  Transfers  of  Property  to  Foreign  Corporations  . 

1545-AM97 

2242 

Foreign  Insurance  Company — Domestic  Election  . . . 

1545-A025 

2243 

Taxation  of  Global  Trading . 

1545-AP01 

2244 

Definition  of  “Highly  Compensated  Employee”  . 

1545-AQ74 

2245  I 

Integrated  Financial  Transaction . 

1545-AR20 

2246  j 

Application  of  Attribution  Rules  to  Foreign  Trusts  . 

1545-AU91 

2247  ! 

Agreements  for  Payment  of  Tax  Liabilities  in  Installments . 

1545-AU97 

2248 

Substantiating  Travel  Expense  Deductions  for  Members  of  Congress . 

1545-AV55 

2249  1 

Constructive  Sales  of  Appreciated  Financial  Positions . 

1545-AW97 

2250 

Rules  tor  Sourcing  Certain  Transportation  Income,  Space,  or  Ocean  Activity  Income,  and  Related  Foreign  Base 

1 

1 

Company  Shipping  Income  . - . 

154.5-AX02 

2251 

Guidance  on  Cost  Recovery  in  the  Entertainment  Industry  . 

1545-AX12 

2252  ! 

Inspection  of  Written  Determinations  . 

1545-AX40 

2253  i 

Awarding  of  Costs  and  Certain  Fees . 

1545-AX46 

2254  j 

Modification  to  Section  367(a)  Stock  Transfer  Regulations . 

1545-AX77 

2255 

Definition  of  Passive  Foreign  Investment  Company  Under  Section  1297 . 

1545-/\X78 

2256  I 

Clarification  of  Foreign  Base  Company  Sales  Income  Rules . . . 

1545-/VX91 

2257 

Taxable  Years  of  Controlled  Foreign  Corporations  (CFCs) . . 

1545-AY30 

2258 

Dollar-Value  LIFO . 

1545-AY39 

2259  1 

Special  Rules  Relating  to  Transfers  of  Intangibles  to  Foreign  Corporations  . 

154&-AY41 

2260 

j  Liabilities  Assumed  in  Certain  Corporate  Transactions . 

1545-AY74 

2261 

!  Disclosure  of  Returns  and  Return  Information  in  Judicial  and  Administrative  Teuc  Proceedings  . 

1545-AY89 

2262 

Transactions  Involving  Obligations  of  Consolidated  Group  Members . 

1545-BA11 

2263 

Deductibility  of  Employer  Contributions  for  Deferred  Compensation  . 

1545-BA13 

2264 

i  Allocation  and  Apportionment  Rules;  Guidance  on  Selected  Issues  . 

1545-BA64 

■  2265 

i  Allocation  of  New  Markets  Tax  Credit . 

1545-BA84 

2266 

1  Accrual  Rules  for  Creditable  Foreign  Teixes  and  Guidance  on  Change  in  Taxable  Year  . 

1545-BB27 

2267 

!  Amending  the  Low-Income  Housing  Tax  Credit  Program  . 

1545-BB37 

2268 

Substitute  Dividend  PayrT>ents  in  Securities  Lending  and  Similar  Transactions  . . 

1545-BB56 

2269 

Loss  on  Subsidiary  Stock . i . 

1545-BB61 

2270 

1  iqiiidation  of  an  Interest . 

1545-BB71 

•  2271 

Utility  Allowance  Regulation  Update  . 

1545-BC22 

2272 

'  Additional  Guidance  Regarding  Mark-to-Market  Accounting  for  Traders  in  Securities  and/or  Commodities,  Includ- 

1545-BC48 

2273 

1  Coordination  of  United  States  and  Certain  Possessions  Income  Tautes . 

1545-BC54 

2274 

]  Suspension  of  Running  of  Period  of  Limitation  During  a  Proceeding  To  Enforce  or  Quash  a  Designated  or  Related 

SumnfK>ns . 

1545-BC55 

2275 

Guidance  Under  Section  2053  Regarding  Post-Death  Events . 

1545-BC56 

2276 

!  Qualified  Zone  Academy  Bonds;  Obligations  of  States  and  Political  Subdivisions . 

1545-BC61 

2277 

i  Below-Market  Loans . . 

1545-BC78 
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Sequence 

Number 


Internal  Revenue  Service — Proposed  Rule  Stage  (Continued) 

Title 


2278 

2279 

2280 
2281 
2282 

2283 

2284 

2285 

2286 

2287 

2288 

2289 

2290 

2291 

2292 

2293 

2294 

2295 

2296 

2297 

2298 

2299 

2300 

2301 

2302 

2303 

2304 

2305 

2306 

2307 

2308 

2309 

2310 

2311 

2312 

2313 

2314 

2315 

2316 

2317 

2318 

2319 

2320 

2321 

2322 

2323 

2324 

2325 

2326 

2327 

2328 

2329 

2330 

2331 


j  Regulations  Governing  the  Performance  of  Actuarial  Services  Under  the  Employee  Retirement  Income  Security 

Definition  of  Loss  for  Purposes  of  the  Straddle  Rules . 

i  Guidance  Regarding  the  Active  Trade  or  Business  Requirement  Under  Section  355(b)  . 

!  Accumulated  Adjustment  Account  and  Other  Corporate  Separations  Under  Section  355  . 

i  Support  Test  in  the  Case  of  a  Child  of  Divorced  Parents  .  j 

i  Definition  of  Qualified  Foreign  Corporation . i 

REMIC  Interest-Only  Regular  Interests . I 

!  Section  42  Qualified  Contract  Provisions  . i 

i  Payments  for  Which  No  Return  of  Information  Is  Required  Under  Section  6041  . 

i  Definition  of  Disqualified  Person  . ! 

I  Transfers  of  Restricted  Stock . j 

I  Classification  of  Indian  Tribal  Corporations  . ! 

j  Declaratory  Judgment — Gift  Tax  Value . : . 

I  Regulations  Under  Section  706  Regarding  Determination  of  Distributive  Shares  When  a  Partner’s  Interest 

;  Changes  . 

!  Shareholder’s  Basis  in  Stock  of  an  S  Corporation  . . 

!  Guidance  Under  Section  707(c)  Regarding  Guaranteed  Payments  . . 

;  Update  and  Revision  of  Treasury  Regulation  Sections  1.381(c)(4)  and  (5)-1  . . 

I  Amendments  to  26  CFR  Section  1.263(a)-5  Regarding  Treatment  of  Capitalized  Costs . 

!  Guidance  Regarding  Selected  Issues  Under  Section  336(e)  . 

!  Definition  of  the  “Due  Date”  for  Purposes  of  Calculating  Overpayment  Interest  Under  Section  301.6611(h) . 

j  Reduction  of  Fuel  Excise  Teix  Evasion  . 

j  Intra-Group  Gross  Receipts  Under  Section  41  . 

!  Farmer  and  Fisherman  Income  Averaging  Under  the  American  Jobs  Creation  Act  of  2004  (AJCA) . 

I  Tractors, -Trailers,  Trucks,  and  Tires .  j 

Release  of  Lien  or  Discharge  of  Property  . 

!  Research  Expenditures  Resulting  in  Inventory  Property  . 

j  Section  401(a)(4)  Guidance  . 

j  Information  Reporting  on  Real  Estate  Transactions  . 

j  Start-Up  and  Organizational  Expenditures  . . . 

j  Abandonment  of  Stock  and  Other  Securities  . . . 

Targeted  Populations  Under  Section  45D(e)(2)  . 

I  S  Corporation  Guidance  Under  American  Jobs  Creation  Act  pf  2004  . 

j  Capital  Costs  Incurred  To  Comply  With  EPA  Sulfur  Regulations  . 

j  Disallowance  of  Partnership  Loss  Transfers  and  Basis  Reduction  in  Stock  of  a  Corporate  Partner  . 

1  Section  704(c)  and  737  Regulations  Update . 

I  Cafeteria  Plans . ; 

i  Election  To  Expense  Certain  Refineries  . I 

i  Credit  Card  Claims  . } 

Nuclear  Decommissioning  Cost  . | 

,  Clean  Renewable  Energy  Bonds  . j 

:  Federal  Income  Tax  Consequences  of  Transfers  Between  an  Individual  Debtor  and  the  Bankruptcy  Estate  in  i 

Cases  Under  Chapters  7  and  1 1  of  Title  1 1  of  the  United  States  Code  .  j 

'  Alcohol  Fuel  and  Biodiesel .  j 

Credit  for  Production  From  Advanced  Nuclear  Power  Facilities  .  i 

Taxpayer  Assistance  Orders . I 

Entertainment  Expense  Disallowance . 

:  Failure  To  Maintain  List  of  Advisees  With  Respect  to  Reportable  Transactions  . | 

:  Accuracy-Related  Penalties  . I 

Taxation  of  Fringe  Benefits  and  Exclusions  From  Gross  Income  of  Certain  Fringe  Benefits . | 

Limitation  on  Importation  of  Built-In  Losses .  I 

Further  Guidance  Regarding  Application  of  Section  409A . 

Requirements  for  Reorganizations  Qualifying  Under  Section  368(a)(1)(E)  or  (F)  . 

'  475  Held  for  Investment . . . s . 

I  Change  to  Office  to  Which  Notices  of  Nonjudicial  Sale  and  Requests  for  Return  of  Wrongfully  Levied  Property  | 

I  Must  be  Sent  . | 

i  Section  6707  and  the  Failure  To  Furnish  Information  Regarding  Reportable  Transactions . I 


Regulation 

Identifier 

Number 


1545-BC82 

1545-BC83 

1545-BC94 

1545-BC98 

1545-BD01 

1545-BD15 

1545-BD18 

1545-BD20 

1545-BD21 

1545-BD28 

1545-BD44 

1545-BD61 

1545-BD67 

1545-BD71 

1545-BD72 

1545-BD74 

1545-BD81 

1545-BD82 

1545-BD84 

1545-BD86 

1545-BE03 

1545-BE14 

1545-BE23 

1545-BE31 

1545-BE35 

1545-BE64 

1545-BE69 

1545-BE73 

1545-BE77 

1545-BE80 

1545-BE89 

1545-BE95 

1545-BE96 

1545-BE98 

1545-BE99 

1545-BFOO 

1545-BF05 

1545-BF07 

1545-BF08 

1545-BF11 

1545-BF13 

1545-BF17 

1545-BF19 

1545-BF33 

1545-BF34 

1545-BF39 

1545-BF40 

1545-BF42 

1545-BF43 

1545-BF50 

1545-BF51 

1545-BF53 

1545-BF54 

1545-BF59 
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Internal  Revenue  Service — Proposed  Rule  Stage  (Continued) 


Sequence  j 

Title 

Regulation 

Identifier 

Number 

1 

Number 

”1 

2332  I 

Section  6707A  and  the  Failure  To  Include  on  any  Return  or  Statement  any  Information  Required  To  Be  Disclosed 
Under  Section  6011  With  Respect  to  a  Reportable  Transaction  . 

1545-BF61 

2333  I 

Activities  Customarily  Performed  by  States  and  Local  Governments  . 

1545-BF63 

2334  • 

Clarification  of  Section  641 1  Regulations  . 

1545-BF65 

2335 

Applying  Section  1(h)  to  Capital  Gain  Dividends  of  RICS  and  REITS . . 

1545-BF72 

2336 

Multiple  Annuity  Starting  Date  Limitations  on  Benefits  Under  Qualified  Plans  . 

1545-BF74 

2337 

Guidance  on  Determination  of  Interest  Expense  Allocable  in  a  Global  Dealing  Operation  . 

1545-BF76 

2338 

U.S.  Source  Income  Effectively  Connected  With  U.S.  Business . 

1545-BF77 

2339 

Source  of  Income;  Source  of  Guarantee  Fee  Income . 

1545-BF78 

2340 

2341  i 

Guidance  Under  Section  67  Regarding  Miscellaneous  Itemized  Deductions  of  a  Trust  or  Estate . 

1545-BF80 

Regulation  To  Delete  the  Tort  Type  Rights  Test  From  the  Section  104(a)(2)  Regulations . 

1545-BF81 

2342 

Exclusion  of  Income  From  the  International  Operation  of  Ships  or  Aircraft . ; . 

1545-BF90 

2343 

Withholding  and  Reporting  Obligations  Under  Section  1441  Regarding  Tender  Offers . 

1545-BF93 

2344 

Circular  230 — Review  of  Section  10.35  et  seq . 

1545-BF96 

2345 

Extensions  of  Time  To  File  Entity  Classification  Elections . 

1545-BG01 

2346  j 

Built-In  Gains  and  Losses  Under  Section  382(h)  . 

1545-BG03 

2347 

Revision  to  Regulations  Relating  To  Withholding  of  Tax  on  Certain  U.S.  Source  Income  Paid  to  Foreign  Persons 
and  Revision  of  Information  Reporting  Regulations . . . 

1545-BG04 

2348 

Electronic  Payment  System  Mailbox  Rule  . 

1545-BG05 

2349  i 

Allocation  of  Costs  Under  the  Simplified  Methods . 

1  1545-BG07 

2350 

Income  of  Foreign  Governments  and  International  Organizations . 

'  1545-BG08 

2351 

Section  1 .367(a)-8  Revisions  . 

1545-BG09 

2352  ! 

Information  Returns  Required  With  Respect  to  Certain  Foreign  Corporations  and  Other  Conforming  Changes  . 

1545-BG11 

2353  ! 

Medical  and  Accident  Insurance  Benefits  Under  Qualified  Plans  . 

1545-BG12 

2354 

Withdrawal  of  Regulations  Under  Old  Section  6323(B)(10)  . 

1545-BG13 

2355  i 

Corporate  Reorganizations:  Guidance  on  the  Measurement  of  Continuity  of  Interest . 

1545-BG15 

2356 

Section  7508A  Regulations . 

1545-BG16 

2357 

Section  751(b)  Update  . . . 

1545-BG21 

2358 

Anti-Avoidance  and  Anti-Loss  Reimportation  Rules  Applicable  Following  a  Loss  on  Disposition  of  Stock  of  Con- 

solidated  Subsidiaries . . . 

1545-BG25 

2359 

Determining  the  Amount  of  Taxes  Paid  for  Purposes  of  Section  901  . 

1545-BG27 

2360 

'  Corporate  Reorganizations;  Additional  Guidance  on  Distributions  Under  Sections  368(a)(1)(D)  and  354(b)(1)(B)  .... 

1545-BG28 

2361 

Mortality  Table  for  Determining  Present  Value . 

1545-BG30 

2362 

Qualified  Films  Under  Section  199  . : . 

1545-BG33 

2363 

Hybrid  Retirement  Plans  . 

1545-BG36 

2364 

j  Calculating  and  Apportioning  the  Section  11(b)(1)  Additional  Tax  Under  Section  1561  for  Controlled  Groups  . 

1545-BG39 

2365 

1  Interest  on  Overpayments . 

1545-BG42 

2366 

1  Determination  of  Governmental  Plan  Status  . 

1545-BG43 

2367 

;  Notice  Requirements  for  Certain  Pension  Plan  Amendments  Significantly  Reducing  the  Rate  of  Future  Benefit  Ac- 

1545-BG48 

2368 

Employment  Tax  Adjustments  . ; . . . 

1545-BG50 

Internal  Revenue  Service — Final  Rule  Stage 

Sequence 

Number 

Title 

• 

1  Regulation 
Identifier 
Number 

2369 

!  Income  Tax — Definition  of  Qualified  Possession  Source  Investment  Income  for  Purposes  of  Puerto  Rico  and  Pos- 

session  Tax  Credit . .*. . 

1  1545-AC10 

•  2370 

1  Information  From  Passport  and  Immigration  Applicants . 

i  1545-AJ93 

2371 

1  Foreign  Corporations . 

j  1545-AK74 

2372 

!  Nonrecognition  of  Corporate  Distributions  and  Reorganizations  Under  the  Foreign  Investment  in  Real  Property 

1 

1  Tauc  Act . 

1545-AK79 

2373 

1  Computation  of  a  Branch's  Taxable  Income;  Taxation  of  Exchange  Gain  or  Loss  on  Branch  Remittances  . 

1545-AM12 

2374 

j  Earnings  and  Profits  of  Controlled  Foreign  Corporations . 

1545-AM90 

2375 

1  Earnings  Stripping  Payments . 

1545-A024. 

2376 

(  Registration  Required  Obligations  . 

1545-AP33 

2377 

Mark-to-Market  Upon  Disposition . . . 

1545-AS85 
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Sequence  i 
Number  | 


Title 


2378 

2379 

2380 

2381 

2382 

2383 

2384 

2385 

2386 

2387 

2388 

2389 

2390 

2391 

2392 

2393 

2394 

2395 

2396 

2397 

2398 

2399 

2400 

2401 

2402 

2403 

2404 

2405 

2406 

2407 

2408 

2409 

2410 

2411 

2412 

2413 

2414 

2415 

2416 

2417 

2418 

2419 

2420 

2421 

2422 

2423 

2424 

2425 

2426 

2427 

2428 

2429 

2430 

2431 

2432 


I  Straddles — Miscellaneous  Issues  . 

I  Recomputation  of  Life  Insurance  Reserves . 

I  Mark-to-Market  Accounting  for  Dealers  in  Commodities  and  Traders  in  Securities  and  Commodities . 

I  Stocks  and  Securities  Safe  Harbor  Exception . 

I  Intercompany  Obligations . : . 

I  Allocation  and  Apportionment  of  Interest  Expense  and  Certain  Other  Expenses . 

;  Capitalization  of  Interest  and  Carrying  Charges  Properly  Allocable  to  Straddles  . 

I  Guidance  on  Changes  to  the  Laws  for  Corporate  Estimated  Taxes . . 

I  Previously  Taxed  Earnings  and  Profits  Under  Subpart  F . 

Normalization . 

Consolidated  Returns;  Nonapplicability  of  Section  357(c) . 

Reductions  of  Accruals  and  Allocations  Because  of  Increased  Age . 

j  Suspension  of  Statutes  of  Limitation  in  John  Doe  and  Third  Party  Summons  Disputes,  and  Expansion  of  Tax- 

I  payers’  Rights  To  Receive  Notice  and  Seek  Judicial  Review  of  Third  Party  Summonses  . 

I  Noncompensatory  Partnership  Options  . 

;  Circular  230 — Phase  2  Nonshelter  Revisions . . . 

j  Guidance  on  Reporting  of  Deposit  Interest  Paid  to  Nonresident  Aliens  . 

I  Section  1248  Attribution  Principles  . . 

I  Guidance  To  Facilitate  Electronic  Tax  Administration  . 

I  Section  482:  Methods  To  Determine  Taxable  Income  in  Connection  With  a  Cost-Sharing  Arrangement  . 

Application  of  Separate  Limitations  to  Dividends  From  Noncontrolled  Section  902  Corporation  . 

j  T reatment  of  Services  Under  Section  482  . 

i  Amendment  to  Section  6724  Relating  to  Failure  To  File  Correct  Information  Returns . 

I  Contributions  To  Purchase  Certain  Retirement  Annuities  or  Custodial  Accounts  Under  Section  403(b) . 

:  Notional  Principal  Contracts;  Contingent  Nonperiodic  Payments . 

I  REMIC  Residuals — Timing  of  Income  for  Foreign  Holders  . 

Predecessors  or  Successors  Under  Section  355(e) . 

I  Expenses  for  Household  and  Dependent  Care  Services  Necessary  for  Gainful  Employment . 

I  Guidance  Regarding  Mark-to-Market  Valuation  for  Certain  Securities . 

j  Partnership  Equity  for  Services . . 

i  Accrual  for  Certain  REMIC  Regular  Interests . 

I  Entry  of  Taxable  Fuel  . . . 

Special  Consolidated  Return  Rules  for  Interest  Expense  Disallowed  Under  Section  265(a)(2) . 

I  Guidance  Regarding  Application  of  Section  265(a)(2)  and  246A  in  Transactions  Involving  Related  Parties,  Pass- 

!  Through  Entities,  or  Other  Intermediaries  . . . 

i  Guidance  on  PFIC  Purging  Elections  . . ; . 

:  Qualified  Severance  Regulations . 

Stewardship  Expenses . 

Guidance  Under  Section  707  Regarding  Disguised  Sales . 

Section  1045  Application  to  Partnerships  . 

i  Disclosures  to  Subcontractors  . .'. . 

i  Solid  Waste  Disposal  Facilities  . . 

I  Public  Inspection  of  Wntten  Determinations  Under  Section  6110  of  the  Internal  Revenue  Code  (Temporary) . 

i  Escrow  Accounts,  Trusts,  and  Other  Funds  Used  During  Deferred  Exchanges  of  Like-Kind  Property  . 

i  Guidance  on  Phased  Retirement . 

I  Coordination  of  Ur  ted  States  and  Certain  Possessions  Income  Taxes  (Temporary) . 

I  HIPAA  Portability:  Special  Enrollment  Procedures,  Tolling,  and  Interaction  With  FMLA . 

j  Guidance  Under  Section  1502;  Miscellaneous  Operating  Rules  for  Successor  Persons;  Succession  to  Items  of  the 

<  Liquidating  Corporation . 

■  Asset  T ransfers  Following  Putative  Reorganizations . 

I  Mandatory  e-Filing  for  Forms  1120 . .• . 

I  Section  704(b)(2)  and  Substantiality . 

I  Special  Rules  To  Reduce  Section  1446  Withholding  . 

;  Dye  Injection . . . 

1  Disclosure  of  Return  Information  to  the  Bureau  of  the  Census . 

I  Elimination  of  Country-by-Country  Reporting  to  Shareholders  of  Foreign  Taxes  Paid  by  Regulated  Investment 

I  Companies . 

I  Circular  230 — Covered  Opinion  Amendments . . . 

I  Capitalization  of  Amounts  Paid  To  Repair  or  Improve  Tangible  Property . 


Regulation 

Identifier 

Number 

1545-AT46 

1545-AU49 

1545-AW06 

1545-AW13 

1545-AW30 

1545-AX72 

1545-AX92 

1545-AY22 

1545-AY54 

1545-AY75 

1545-BA09 

1545-BA10 

1545-BA31 
1545-BA53 
1545-BA72 
1545-BA86 
1545-BA93 
1545-BA96 
1545-BB26 
1545-BB28 
1545-BB31 
!  1545-BB41 
!  154&-BB64 
1545-BB82 
1545-BB84 
1545-BB85 
1545-BB86 
1545-BB90 
1545-BB92 
1545-BB94 
1545-BC08 
1545-BC23 

1545-BC24 
1545-BC37 
I  1545-BC50 
I  1545-BC52 
I  I5457BC63 
i  1545^BC67 
j  1545-BC92 
{  1545-BD04 
I  1545-BD09 
I  1545-BD19 
I  1545-BD23 
I  1545-BD32 
i  1545-BD51 

I 

1545-BD54 
1545-BD56 
1545-BD65 
1545-BD70 
1545-BD80 
I  1545-BE04 
1545-BE08 

1545-BE09  • 

1545-BE13. 

1545-BE18 
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Sequence 

Number 


Title 


Regulation 

Identifier 

Number 


2433  I 

2434  j 

2435  j 

2436  ! 

2437  I 

2438  I 

2439  I 

2440  i 

2441  I 

2442  i 

2443  I 

2444 

2445  I 

2446  I 

2447 

2448  I 

2449  I 

2450 

2451  I 

2452 

2453 

2454 

2455 

2456 

2457 

2458 

2459  ; 

2460  i 

2461 

2462 

2463 

2464 

2465 

2466 

2467 

2468 

2469 

2470 

2471 

2472 

2473 

2474 

2475 

2476 
^  2477 
*  2478 

2479 

2480 

2481 

2482 

2483 

2484 


Withholding  Exemptions . ! . 

Section  601 1  Regulations  . 

Section  6111  Regulations  . 

Section  6112  Regulations  . 

Guidance  Under  Subpart  F  Relating  to  Partnerships  . 

Farmer  and  Fisherman  Income  Averaging  Under  the  American  Jobs  Creation  Act  of  2004  (AJCA)  (Temporary) . 

Disregarded  Entities  and  Collections  . 

Balanced  System  for  Measuring  Organizational  and  Employee  Performance  Within  the  Internal  Revenue  Service 

Information  Returns  Required  With  Respect  to  Certain  Foreign  Corporations  and  Other  Conforming  Changes  . 

Limitation  on  T ransfer  of  Built-In  Losses  . 

Converting  an  IRA  Annuity  to  a  Roth  IRA  . . . 

Assumption  of  Liabilities . 

Life/Non-Life  Tacking  Rule . 

Treatment  of  Excess  Loss  Accounts  . 

Railroad  Track  Maintenance  Credit  . 

Guidance  Under  Section  7874  for  Determining  Ownership  by  Former  Shareholders  or  Partners  of  Domestic  Enti¬ 
ties  . 

Capital  Costs  Incurred  To  Comply  With  EPA  Sulfur  Regulations  (Temporary)  . 

Application  of  Section  338  to  Insurance  Companies . 

Designated  Roth  Accounts  Under  Section  402A . . . . 

Election  To  Expense  Certain  Refineries  (Temporary)  . 

Nuclear  Decommissioning  Costs  (Temporary)  . 

Charitable  Contributions  of  Certain  Motor  Vehicles . 

Clean  Renewable  Energy  Bonds  (Temporary)  . 

Rules  Under  Section  302  of  the  Katrina  Emergency  Teix  Relief  Act  of  2005  . . 

Revision  of  Treasury  Regulation  Section  1.1561-3  To  Comply  With  Commissioner’s  e-File  Program  and  With  the 

Recommendations  of  TIGTA  Report  . 

Credit  for  Production  From  Advanced  Nuclear  Power  Facilities  (Temporary)  . . . 

Subchapter  S  Banks  . 

Section  3121(a)(5)(D)  Regulation  (Salary  Reduction  Agreement)  (Temporary)  . 

Failure  To  Maintain  List  of  Advisees  With  Respect  to  Reportable  Transactions  . 

!  Accuracy-Related  Penalties  . 

Regulations  Under  Sections  501(c)(3)  and  4958  on  Revocation  Standards . 

!  Application  of  Separate  Limitations  to  Dividends  From  Noncontrolled  Section  902  Corporation  (Temporary)  . 

I  Special  Rules  Under  Section  7874  . 

;  Section  1221(a)(4)  Capital  Asset  Exclusion  for  Accounts  and  Notes  Receivable  . 

'  Section  6707  and  the  Failure  To  Furnish  Information  Regarding  Reportable  Transactions . 

Section  6707A  and  the  Failure  To  Include  on  any  Return  or  Statement  any  Information  Required  To  Be  Disclosed 

Under  Section  6011  With  Respect  to  a  Reportable  Transaction  . . . 

:  Clarification  of  Section  641 1  Regulations  . ; . 

Determination  of  Interest  Expense  Deduction  of  Foreign  Corporations . 

Definition  of  Taxpayer  for  Purposes  of  Section  901  and  Related  Matters . . . 

i  Tax  Increase  Prevention  and  Reconciliation  Act  of  2005  Amendments  to  Section  199 . 

Return  Required  by  Subchapter  T  Cooperatives  Under  Section  6012  . 

Guidance  Regarding  Scope  of  Section  368(a)(1)(D) . . . 

Source  Rules  Involving  U.S.  Possessions  and  Other  Conforming  Changes  . . . 

Section  181— Deduction  for  Qualified  Film  and  Television  Production  Costs . 

I  Employer  Comparable  Contributions  to  Health  Savings  Accounts  (HSAs)— No  HSA  Opened . 

Exclusion  of  Income  From  the  International  Operation  of  Ships  or  Aircraft  (Temporary)  . 

Electronic  Payment  System  Mailbox  Rule  . .-. . 

Section  7508A  Regulations . 

Calculating  and  Apportioning  the  Section  11(b)(1)  Additional  Tax  Under  Section  1561  for  Controlled  Groups  . 

Qualified  Zone  Academy  Bonds  . 

Deemed  IRAs  in  Governmental  Plans/Qualified  Nonbank  Trustee  Rules . 

Employment  Tax  Adjustments  . . . 


1545-BE20 

1545-BE24 

1545-BE26 

1545-BE28 

1545-BE34 

1545-BE39 

1545-BE43 

1545-BE45 

1545-BE47 

1545-BE58 

1545-BE65 

1545-BE67 

1545-BE85 

1545-BE87 

1545-BE90 

1545-BE93 

1545-BE97 

1545-BF02 

1545-BF04 

1545-BF06 

1545-BF09 

1545-BF10 

1545-BF12 

1545-BF14 

j  1545-BF16 
I  1545-BF20 
1545-BF24 
1545-BF35 
1545-BF38 
1545-BF41 
1545-BF44 
1545-BF46 
1545-BF47 
1545-BF52 
1545-BF60 

1545-BF62 
1545-BF66 
1545-BF71 
1545-BF73 
1545-BF79 
1545-BF82 
1545-BF83 
1545-BF85 
1545-BF94 
j  1545-BF97 
j  1545-BGOO 
!  1545-BG06 
1545-BG17 
1545-BG40 
1545-BG44 
!  1545-BG46 
i  1545-BG51 
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Sequence 

Number 


2485 

2486 

2487 

2488 

2489 

2490 

2491 

2492 

2493 

2494 

2495 

2496 

2497 

2498 

2499 

2500 

2501 

2502 

2503 

2504 

2505 

2506 

2507 

2508 

2509 

2510 

2511 

2512 

2513 

2514 

2515 

2516 

2517 

2518 

2519 

2520 

2521 

2522 

2523 

2524 

2525 

2526 

2527 

2528 

2529 

2530 

2531 

2532 

2533 

2534 

2535 


Title 


FSC  Transfer  Pricing  Rules,  Distributions,  Dividends  Received,  Deduction,  and  Other  Special  Rules  for  FSC  . 

Income  of  Foreign  Governments  and  International  Organizations . 

Caribbean  Basin  Investments  . 

Consolidated  Alternative  Minimum  Tax . . 

Confomning  Taxable  Years  of  CFCs  and  FPHCs . 

Information  Reporting  and  Record  Maintenance  . 

Use  of  GAAP  Earnings  as  E&P  of  Foreign  Corporations . . . 

Interest-Free  Adjustments  . . . 

Definition  of  Cash  Value  . . . 

Allocation  of  Accrued  Benefits  Between  Employer  and  Employee  Contributions . 

Foreign  Corporations  Regulations  . 

Application  of  Grantor  Trust  Rules  to  Nonexempt  Employees’  Trusts . 

Electronic  Transmission  of  Withholding  Certificates . .-. . 

Authorized  Placement  Agency  . . . 

Special  Rules  for  S  Corporations . . . 

Payments  For  Interest  in  Partnership  . 

Amendment  to  the  Definition  of  Refunding . 

Timely  Mailing  Treatment . 

Toll  Telephone  Service — Definition . 

Mixed  Use  Output  Facilities  . . . 

General  Allocation  and  Accounting  Regulations . 

Notarization  Requirement  for  Statements  of  Purchase  . . . 

Contingent  at  Closing  Escrows  . 

Substitute  for  Return  (SFR)  and  Automated  Substitute  for  Return  (ASFR)  . 

Transactions  Involving  the  Transfer  of  No  Net  Equity  Value . 

Revision  of  Section  301.6103(j)-1  for  Disclosure  to  the  Bureau  of  Economic  Analysis,  Department  of  Commerce  ... 

Return  for  Subchapter  T  Cooperatives  . . 

Employer’s  Annual  Federal  Employment  Tax  Return — Form  944  . 

Return  for  Subchapter  T  Cooperatives  (Temporary)  . ; . 

Application  of  Section  6404(g)  Suspension  Provisions  . 

Information  Returns  by  Donees  Relating  to  Qualified  Intellectual  Property  Contributions . 

Definition  of  Dependent  and  Other  Related  Provisions  . . . 

Simplification  of  Extension  Process  Under  Section  6081  . .t . 

Foreign  Currency  Contract  Defined  . 

Foreign  Currency  Contract  Defined  (T emporary)  . 

Procedures  for  Administrative  Review  of  a  Determination  That  an  Authorized  Recipient  Has  Failed  To  Safeguard 

Federal  Tax  Returns  or  Return  Information  . 

Revision  of  Regulations  To  Comply  With  Commissioner’s  e-File  Program  . 

Debt  Satisfied  by  a  Partnership  Interest  . 

Treatment  of  Payments  in  Lieu  of  Taxes . ' . . 

Section  382  Ownership  Change  . 

Taxes  on  Prohibited  Tax  Shelter  Transactions  and  Related  Disclosure  Requirements  (Section  610  Review) . 

Disclosure  Requirements  With  Respect  to  Prohibited  Tax  Shelter  Transactions  (Section  610  Review) . 

Regulations  To  Prescribe  Forms  for  Payment  of  Section  4965  Taxes  . : . 

Change  to  Office  to  Which  Notices  of  Nonjudicial  Sale  and  Request  for  Return  of  Wrongfully  Levied  Property 

Must  Be  Sent . . . 

Type  III  Supporting  Organization  Payout  Requirements  . 

Partial  Payments  on  Offers  in  Compromise . 

Time  and  Manner  for  Electing  Capital  Gain  T reatment  for  Certain  Self-Created  Musical  Works . 

Time  and  Manner  for  Electing  Capital  Gain  Treatment  for  Certain  Self-Created  Musical  Works . 

Notification  Requirement  for  Entities  Not  Currently  Required  To  File . 

Notification  Requirement  for  Entities  Not  Currently  Required  To  File . 

Guidance  on  Arbitrage  . . . 


Regulation 

Identifier 

Number 

1545-All  6 
1545-AL93 
1545-AM91 
1545-AN73 
1545-A022 
1545-AP10 
1545-AQ55 
1545-AQ61 
1545-AQ70 
1545-AT82 
1545-AT96 
1545-AU29 
1545-AV27 
1545-AY18 
1545-AY44 
1545-AY90 
1545-BA46 
1545-BA99 
1545-BB18 
1545-BB23 
1545-BC07 
1545-BC11 
1545-BC16 
1545-BC45 
1545-BC88 
1545-BC93 
1545-BD92 
1545-BD93 
1545-BD98 
1545-BE07 
1545-BE11 
1545-BE40 
1545-BE62 
1545-BE82 
1545-BE83 

1545-BF21 

1545-BF25 

1545-BF27 

1545-BF87 

1545-BF99 

1545-BG18 

1545-BG19 

1545-BG20 

1545-BG24 

1545-BG31 

1545-BG32 

1545-BG34 

1545-BG35 

1545-BG37 

1545-BG38. 

1545-BG41 


22988 


'Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


TREAS 


Internal  Revenue  Service — Completed  Actions 


Sequence 

Title 

Regulation 

Identifier 

Number 

Number 

2536 

Transportation  of  Persons  and  Property  by  Air  . 

1545-AW19 

2537 

Source  of  Income  From  Certain  Space  and  Ocean  Activities  and  for  Communications  Income  . 

1545-AW50 

2538 

Definition  of  Accounting  Method  . 

1545-AX21 

2539 

Highly  Compensated  Employee . 

1545-AX48 

2540 

HIPAA  General  Nondiscrimination  . 

1545-AY32 

2541 

HIPAA  Nondiscrimination  Exception  for  Church  Plans . 

1545-AY33 

2542 

HIPAA  Nondiscrimination  Exception  for  Bona  Fide  Wellness  Programs  . 

1545-AY34 

2543 

Communications  Excise  Tax;  Taxable  Communication  Services . 

1545-BB04 

2544 

Allocation  of  Foreign  Tax  Credits  Among  Partners  . , 

1545-BB11 

2545 

Miscellaneous  Changes  to  Collection  Due  Process  Procedures  Relating  to  Notice  and  Opportunity  for  Hearing 
Upon  Filing  of  Notice  of  Lien  . 

1545-BB96 

2546 

Miscellaneous  Changes  to  Collection  Due  Process  Procedures  Relating  to  Hearings  Before  Levy . 

1545-BB97 

2547 

Guidance  Necessary  To  Facilitate  Business  Electronic  Filing . 

1545-BC15 

2548 

Changes  in  Computing  Depreciation  . . . 

1545-BC18 

2549 

Prohibited  Allocation  of  Securities  in  an  S  Corporation . 

1545-BC34 

2550 

Dual  Consolidated  Loss  Regulations  . . 

1545-BD10 

2551 

Underpayment  for  Qualified  Amended  Returns  . 

1545-BD40 

2552 

Transfers  of  Restricted  Stock  (Temporary) . 

1545-BD45 

2553 

Update  of  415  Regulations  . 

1545-BD52 

2554 

Use  of  Electronic  Technologies  for  Providing  Notices  and  Transmitting  Elections  and  Consents  . 

1545-BD68 

2555 

Revision  of  Section  301.6103G)-1  for  Disclosure  to  the  Bureau  of  Economic  Analysis,  Department  of  Commerce 
(Temporary)  . : . 

1545-BE02 

2556 

Regulations  Under  Section  263A  Regarding  Use  of  Simplified  Service  Cost  Method  and  Simplified  Production 

Method  . 

1545-BE57 

2557 

Deferred  Compensation  (Proposedr* . 

1545-BE79 

2558 

REMIC  Residuals — Foreign  Holders  (Temporary) . . . 

1545-BE81 

2559 

Revision  of  Regulation  To  Comply  With  the  Commissioner’s  e-File  Program  (Temporary)  . 

1545-BF26 

2560 

Charitable  Contributions  of  Qualified  Vehicles  (Temporary) . 

1545-BF29 

2561 

Depreciation  of  MACRS  Property  That  Is  Acquired  in  a  Like-Kind  Exchange  or  as  a  Result  of  an  Involuntary  Con- 

version  . : . 

1545-BF37 

2562 

Computer  Software  Under  Section  199(c)(5)(B) . 

1545-BF56 

2563 

Revisions  to  Regulations  Relating  to  Repeal  of  Tax  on  Interest  of  Nonresident,  Alien  Individuals  and  Foreign  Cor¬ 
porations  Received  From  Certain  Portfolio  Debt  Instruments . . . 

1545-BF64 

2564 

United  States  Dollar  Approximate  Separate  Transactions  Method  . 

1545-BF67 

2565 

User  Fees  for  Processing  Installment  Agreements  . 

1545-BF69 

2566 

Reporting  Rules  for  Widely  Held  Fixed  Investment  Trusts . 

1545-BF75 

2567 

Reporting  Rules  for  Widely  Held  Fixed  Investment  Trusts . 

1545-BF86 

2568 

Tax  Increase  Prevention  and  Reconciliation  Act  of  2005  Amendments  to  Section  199 . 

1545-BF88 

2569 

Rules  Under  Section  302  of  the  Katrina  Emergency  Tax  Relief  Act  of  2005  . 

1545-BF89 

2570 

Section  181 — Deduction  for  Qualified  Film  and  Television  Production  Costs . 

1545-BF95 

2571 

American  Jobs  Creation  Act  (AJCA)  Modifications  to  6011,  6111,  and  6112 . 

1545-BF98 

2572 

Residence  Involving  U.S.  Possessions . 

1545-BG02 

2573 

Section  1.367(a)-8  Revisions  (Temporary)  . 

1545-BG10 

2574 

Corporate  Reorganizations:  Guidance  on  the  Measurement  of  Continuity  of  Interest . 

1545-BG14 

•2575 

Anti-Avoidance  and  Anti-Reimportation  Rules  Applicable  Following  a  Loss  on  Disposition  of  Stock  of  Consolidated 

Subsidiaries  . 

1545-BG26 

2576 

Corporate  Reorganizations;  Additional  Guidance  on  Distributions  Under  Sections  368(a)(1)(D)  and  354(b)(1)(B)  .... 

1545-BG29 

2577 

Guidance  Necessary  To  Facilitate  Business  Electronic  Filing  and  Burden  Reduction  . 

1545-BG49 

Office  of  Thrift  Supervision — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2578 

• 

Securities-Related  Activities  of  Savings  Associations  . 

1550-AB92 

2579 

Procedures  To  Enhance  the  Accuracy  and  Integrity  of  Information  Furnished  to  Consumer  Reporting  Agencies 

Under  Section  312  of  the  Fair  and  Accurate  Credit  Transactions  Act . 

155a-AC01 

2580 

Permissible  Activities  of  Savings  and  Loan  Holding  Companies  . . 

1550-AC10 
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Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2581 

Model  Privacy  Form  Under  the  Gramm-Leach-Bliley  Act . 

1550-AC12 

2582 

Recordkeeping  Requirements  for  Savings  Association  Exceptions  Frqm  Securities  Broker  or  Dealer  Registration  .. 

155Q-AC13 

Office  of  Thrift  Supervision — Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2583 

Implementation  of  a  Revised  Basel  Capital  Accord  (Basel  II) . 

1550-AB56 

2584 

Fair  Credit  Reporting  Affiliate  Marketing  Regulations . r. . 

1550-AB90 

2585 

Identity  Theft  Detection,  Prevention,  and  Mitigation  Program  for  Financial  Institutions  and  Creditors . 

1550-AB94 

2586 

Risk-Based  Capital  Guidelines;  Capital  Adequacy  Guidelines;  Maintenance:  Domestic  Capital  Modifications  . 

1550-AB98 

2587 

Federal  Savings  Association  Bylaws;  Integrity  of  Directors . 

1550-AC00 

2588 

Risk  Based  Capital — Market  Risk  Rule . 

1550-AC02 

2589 

Supplemental  Standards  of  Ethical  Conduct  for  Employees  of  the  Department  of  Treasury  . 

1559-AC03 

2590 

Stock  Benefif  Plans  in  Mutual-to-Stock  Conversions  and  Mutual  Holding  Company  Structures . 

1550-AC07 

2591 

Management  Official  Interlocks . ; . 

1550-AC09 

2592 

Expanded  Examination  Cycle  for  Certain  Small  Insured  Depository  Institutions  and  U.S.  Branches  and  Agencies 

of  Foreign  Banks  . . . 

1550-AC11 

Office  of  Thrift  Supervision — Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2593 

Subordinated  Debt  Securities  and  Mandatorily  Redeemable  Preferred  Stock . 

1550-AC06 

2594 

Community  Reinvestment  Act — Interagency  Uniformity  . 

1550-AC08 

Departnfient  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Departmental  Offices  (DO) 


2081.  REMOTE  LOCATION  FILING 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1484;  19  USC  1624;  19 
USC 1641 

CFR  Citation:  19  CFR  111;  19  CFR  113; 
19  CFR  141;  19  CFR  143 

Legal  Deadline:  None 

Abstract:'  Amendment  to  allow  entry 
filers  to  electronically  file  entries  of 
merchandise  with  the  Bureau  of 
Customs  and  Border  Protection  from 
locations  other  than  at  the  port  of 
arrival  of  the  merchandise  or  the 
location  of  examination  of  the 
merchandise. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/23/07  72  FR  13714 


Action  Date  FR  Cite 

NPRM  Comment  05/22/07 

Period  End 

Final  Action  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AC23 

Agency  Contact:  Marla  Bianchetta, 
Operations  Officer,  Trade  Policy  & 
Programs,  Department  of  the  Treasury, 
Office  of  International  Trade,  Customs 
and  Border  Protection,  1300 
Pennsylvania  Avenue,  NW., 
Washington,  DC  20229 
Phone:  202  344-2693 

RIN:  1505-AB20 


2082.  EXPANDED  METHODS  OF 
PAYMENT  OF  DUTIES,  TAXES, 
INTEREST,  AND  FEES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
197  to  19  USC  198;  19  USC  58a  to  58c; 
19  use  66;  19  USC  1202;  19  USC  1450; 
19  USC  1624;  31  USC  9701 

CFR  Citation:  19  CFR  24 
Legal  Deadline:  None 

Abstract:  Amendment  to  expand  the 
number  of  ways  that  the  Bureau  of 
Customs  and  Border  Protection  will 
accept  payment  of  duties,  taxes,  fees, 
interest,  and  other  charges.  Currently, 
the  regulations  allow  for  credit  or 
charge  cards,  which  have  been 
authorized  by  the  Commissioner  of  the 
Bureau  of  Customs  and  Border 
Protection  (Commissioner),  to  be  used  . 
at  designated  customs-serviced 
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locations  with  a  limitation  that  this 
method  of  payment  may  only  be  used 
by  noncommercial  entities.  Amendment 
allows  credit  and  charge  cards 
authorized  by  the  Commissioner  of  CBP 
to  be  used  for  payment  of  duties,  taxes, 
fees,  interest,  and  other  charges  not 
related  to  formal  consumption  entries 
for  consumption  in  United  States 
commerce,  warehouse  withdrawals  or 
quarterly  user  fees  and  by  removing  the 
limitation  that  these  methods  of 
payment  may  only  be  used  for 
noncommercial  entries. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/17/99  64  FR  13141 

NPRM  Comment  05/17/99 

Period  End 

Second  NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AC40 

Agency  Contact:  Doreen  Garrett, 
Financial  Officer,  Financial  Policy 
Division,  Department  of  the  Treasury, 
Customs  and  Border  Protection,  Office 
of  Finance,  1300  Pennsylvania  Avenue 
NW.,  Washington,  DC  20229 
Phone:  202  344-2689 

James  Mich,  Supervisory  Financial 
Officer,  Financial  Policy  Division, 
Department  of  the  Treasury,  Customs 
and  Border  Protection,  Office  of 
Finance,  1300  Pennsylvania  Avenue 
NW.,  Washington,  DC  20229 
Phone:  202  344-2372 

RIN:  1505-AB22 


2083.  UNIFORM  RULES  OF  ORIGIN 
Priority;  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1624 

CFR  Citation:  19  CFR  102 
Legal  Deadline:  None 

Abstract:  Amendment  to  set  forth 
uniform  rules  for  determining  the 
country  of  origin  of  imported  goods. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


Agency  Contact:  Daniel  Cornette, 
Attorney,  Valuation  and  Special 
Programs  Branch,  Department  of  the 
Treasury,  Regulations  and  Rulings, 
Office  of  International  Trade,  1300 
Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  572-8731 

RIN:  1505-AB49 


2084.  REVISION  OF  OUTBOUND 
REDELIVERY  PROCEDURES  AND 
LIABILITIES 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1623;  19  USC  1624 

CFR  Citation:  19  CFR  113 

Legal  Deadline:  None 

Abstract:  Amendment  of  the  condition 
in  an  international  carrier  bond 
regarding  the  unlawful  disposition  of 
merchandise  in  order  to  allow  CBP  to 
better  control  the  exportation  of 
merchandise  and  to  have  more  control 
over  demands  for  redelivery. 

Conditions  of  the  bond  would  be 
amended  to  no  longer  require  the 
merchandise  to  be  labeled  as  seized 
and  detained  for  the  principal  to  be 
required  to  obtain  permission  from  CBP 
prior  to  placing  the  merchandise  on 
board  a  conveyance  for  export  or 
otherwise  disposing  of  the 
merchandise.  Instead  of  the  condition 
being  applicable  when  CBP  labels 
merchandise,  the  condition  would  be 
applicable  when  CBP  notifies  the 
principal  either  in  writing  or 
electronically  that  the  merchandise  has 
been  seized  or  detained. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Linda  Shoupe, 
Operations  Officer,  Department  of  the 
Treasury,  Customs  and  Border 
Protection,  Office  of  Field  Operations, 
1300  Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  344-3251 

RIN:  1505-AB52 


2085.  CENTRALIZATION  OF  THE 
CONTINUOUS  BOND  PROGRAM  AT 
THE  CBP  NATIONAL  FINANCE 
CENTER 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  19  USC  1623 
CFR  Citation:  19  CFR  101;  19  CFR  113 
Legal  Deadline:  None 

Abstract:  Amendment  to  reflect  CBP’s 
planned  centralization  of  the 
continuous  bond  program  at  the 
National  Finance  Center  (NFC). 
Pursuant  to  this  centralization,  all 
continuous  bonds  would  be  filed  at  the 
NFC  via  mail,  fax,  or  in  an  electronic 
format.  The  NFC  would  assume  most 
of  the  bond  functions  previously 
performed  at  the  port  level,  with  the 
noted  exception  that  the  authority  to 
approve  single  transaction  bonds  will 
remain  with  port  directors.  These 
changes  would  support  CBP’s  bond 
program  by  ensuring  an  efficient  and 
uniform  approach  to  the  approval, 
maintenance,  and  periodic  review  of 
continuous  bonds. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Bruce  Ingalls,  Chief, 
Debt  Management  Branch,  Department 
of  the  Treasury,  Office  of  Finance,  6650 
Telecom  Drive,  Suite  100,  Indianapolis, 
IN  46278 

Phone:  317  298-1307 
RIN:  1505-AB54 


2086.  ADMINISTRATIVE  RULINGS  AND 
PROTESTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202  {General  Note  3(i), 
Harmonized  Tariff  Schedule  of  the 
United  States):  19  USC  1502;  19  USC 
1624;  19  USC  1625;  19  USC  1514;  19 
USC  1515;  19  USC  1448;  19  USC  1484; 
19  USC  1501;  19  USC  1520; 

CFR  Citation:  19  CFR  177;  19  CFR  174; 
19  CFR  173;  19  CFR  142 

Legal  Deadline:  None 

Abstract:  Amendments  to  implement 
the  administrative  rulings  process  as 
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well  as  the  filing  and  administrative 
review  of  protests  against  specific 
decisions  of  Customs  and  Border 
Protection  (CBP).  Amendments  reflect 
changes  to  the  underlying  statutory 
authority  to  parts  177  and  174  of  title 
19  of  the  CFR  made  by  the  Customs 
Modernization  Provisions  of  the  North 
American  Free  Trade  Agreement 
(NAFTA)  Implementation  Act. 

Proposed  changes  to  part  174  also 
reflect  statutory  amendments  made  by 
the  Miscellaneous  Trade  and  Technical 
Corrections  Act  of  1999  regarding 
protests  against  decisions  on  post¬ 
importation  NAFTA  claims  and  the 
time  required  for  allowing  or  denying 
an  application  for  further  review  of  a 
protest.  Additional  changes  to  part  174 
are  proposed  to  reflect  statutory 
amendments  made  by  the 
Miscellaneous  Trade  and  Technical 
Corrections  Act  of  2004  which  impact 
the  types  of  matters  that  are  subject  to 
protest,  and  extend  various  protest  time 
limits  such  as  the  time  to  file  and 
amend  a  protest,  the  time  for  a  surety 
to  file  a  protest,  and  the  time  to  file 
a  request  for  accelerated  disposition  of 
a  protest.  Other  changes  proposed  serve 
to  modernize,  clarify,  and  enhance 
current  CBP  administrative  rulings  and 
protest  procedures  and  reflect  the 
nomenclature  changes  effected  by  the 
transfer  of  CBP  to  the  Department  of 
Homeland  Security  and  the  subsequent 
renaming  of  the  U.S.  Customs  Service 
as  the  Bureau  of  Customs  and  Border 
Protection. 

Timetable: 

Action  Date  PR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  William  G.  Rosoff, 
Chief,  Entry  Process  and  Duty  Refund 
Branch,  Department  of  the  Treasury, 
Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8807 

Gail  Hamill,  Chief,  Tariff  Classification 
and  Marking  Branch,  Department  of  the 
Treasury,  Office  of  Regulations  and 
Rulings,  1300  Pennsylvania  Ave,  NW., 
Washington,  DC  20229 
Phone:  202  572-8810 

RIN:  1505-AB65 


2087.  FOREIGN  REPAIRS  TO 
AMERICAN  VESSELS; 
CONSOLIDATION  OF  VESSEL  REPAIR 
UNITS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  1431;  19  USC 
1433;  19  USC  1434;  19  USC  1624;  19 
USC  2071  note;  19  USC  66;  46  USC 
App.  3;  46  USC  App.  91;  5  USC  301; 

19  USC  1466;  19  USC  1498 

CFR  Citation:  19  CFR  4.14 
Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  the  Customs  and  Border 
Protection  (“CBP”)  regulations 
governing  the  location  of  CBP  Vessel 
Repair  Units  (“VRUs”).  VRUs  are  ' 
responsible  for  processing  vessel  repair 
entries  filed  by  persons  required  to 
declare  purchases  for  or  repairs  to 
certain  vessels  while  they  are  outside 
the  United  States.  As  a  result  of  a 
sustained  decrease  in  the  number  of 
vessel  repair  entries  filed,  CBP  is 
proposing  to  consolidate  the  VRUs  by 
closing  the  VRUs  located  in  San 
Francisco  and  New  York  and  by 
requiring  all  vessel  repair  entries  to  be 
filed  at  the  VRU  in  New  Orleans.  CBP 
also  is  proposing  to  amend  the  CBP 
regulations  relating  to  the  declaration, 
entry,  and  assessment  of  duty  with 
regard  to  vessel  repairs  and  purchases 
to  advise  that  the  enactment  and 
implementation  of  free  trade 
agreements  between  the  United  States 
and  other  countries  may  impact  upon 
the  dutiable  status  of  vessel  repair 
expenditures  made  in  foreign  countries 
that  are  parties  to  those  agreements, 
and  to  require  that,  if  a  single  entry 
bond  is  used  for  a  vessel  repair  entry, 
the  bond  must  be  attached  to  the  entry 
at  the  time  of  submission.  In  addition, 
this  document  proposes  to  amend  the 
CBP  regulations  relating  to  claims  for 
relief  from  the  assessment  of  vessel 
repair  duties  to  reflect  a  2004 
amendment  to  the  vessel  repair  statute 
that  created  an  exemption  from  vessel 
repair  duties  for  the  cost  of  certain 
equipment,  repair  parts,  and  materials. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Jennifer  Dolan,  Entry 
Specialist,  Department  of  the  Treasury, 


■  Office  of  Field  Operations,  1300  . 
Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  344-2568 

RIN:  1505-AB71 


2088.  •  PROHIBITION  ON  FUNDING 
OF  UNLAWFUL  INTERNET  GAMBLING 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  321;  31  USC 
5361  to  5367 

CFR  Citation:  31  CFR  132 

Legal  Deadline:  Final,  Statutory,  July 
10,  2007. 

Abstract:  The  document  implements  31 
U.S.C.  5364,  which  requires  Treasury 
and  the  Federal  Reserve  System,  in 
consultation  with  the  Attorney  General, 
to  jointly  prescribe  regulations 
requiring  designated  payment  systems 
and  all  participants  therein  to  identify 
and  block  unlawful  Internet  gambling 
transactions  (hereafter  “restricted 
transactions”)  through  the 
establishment  and  implementation  of 
reasonably  designed  policies  and 
procedures.  The  NPRM  would:  (1) 
Designate  payment  systems;  (2)  require 
designated  payment  systems  and 
participants  to  establish  and  implement 
policies  and  procedures  reasonably 
designed  to  identify  and  block 
restricted  transactions;  (3)  exempt 
certain  restricted  transactions  or 
designated  payment  systems;  and  (4) 
identify  types  of  policies  and 
procedures,  including  notiexclusive 
examples,  which  would  be  deemed  to 
be  reasonably  designed  to  identify  and 
block  restricted  transactions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

NPRM  Comment  07/00/07 
Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  D.  Laughton, 
Senior  Counsel,  Department  of  the 
Treasury,  Office  of  the  Assistant 
General  Counsel  (Banking  and 
Finance),  Room  2027B,  1500 
Pennsylvania  Avenue,  NW., 
Washington,  DC  20220 
Phone:  202  622-8413 
Email:  steven.laughton@do.treas.gov 

RIN:  1505-AB78 
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2089.  REPORTING  AND  PROCEDURES 
REGULATIONS;  CUBAN  ASSETS 
CONTROL  REGULATIONS: 
PUBLICATION  OF  ECONOMIC 
SANCTIONS  ENFORCEMENT 
GUIDELINES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  21  USC  1901  to  1908; 
22  use  287c:  31  USC  321(b);  50  USC 
1701  to  1706;  50  USC  app  1-44 
CFR  Citation:  31  CFR  501;  31  CFR  515 
Legal  Deadline:  None 
Abstract:  The  Office  of  Foreign  Assets 
Control  (OFAC)  of  the  U.S.  Department 
of  the  Treasury  is  publishing  for  public 
comment  an  updated  version  of  its 
internal  Economic  Sanctions 
Enforcement  Guidelines.  These 
Guidelines  are  being  published  as 
separate  appendices  to  two  parts  of  the 
Code  of  Federal  Regulations:  1)  General 
provisions  are  being  published  as  an 
appendix  to  the  Reporting  and 
Procedures  Regulations,  31  CFR  part 
501;  and  2)  specific  provisions  focusing 
on  Cuba  are  being  published  as  an 
appendix  to  the  Cuban  Assets  Control 
Regulations,  31  CFR  part  515.  To  the 
extent  this  proposed  rule  applied  to 
“banking  institutions,”  it  is  superseded 
by  the  interim  final  rule,  ‘Economic 
Sanctions  Enforcement  Procedures  for 
Banking  Institutions,’  issued  by  OFAC 
on  January  11,  2006  (71  FR  1971). 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/29/03  68  FR  4422 

NPRM  Comment  03/31/03 
Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Chief  Of  Records, 
Department  of  the  Treasury,  Office  of  . 
Foreign  Assets  Control,  1500 
Pensylvania  Avenue  NVV.,  Washington, 
DC  20220 

Phone:  202  622-2530 
Fax:  202  622-1657 

Related  RIN:  Related  to  1505-AB69 
RIN:  1505-AA95 

2090.  COUNTRY-OF-ORIGIN 
MARKING 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202;  19  USC  1304;  19  USC 
1624 


CFR  Citation:  19  CFR  134 
Legal  Deadline:  None 

Abstract:  Amendments  clarify  the 
country-of-origin  marking  rules  set 
forth  in  part  134  of  the  Bureau  of 
Customs  and  Border  Protection 
Regulations.  Amendments  promote  the 
concept  of  informed  compliance  by  the 
trade  and  proper  field  administration  of 
the  statutory  requirement. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/26/00  65  FR  41 93 

NPRM  Comment  04/26/00  65  FR  17473 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  Transferred 
from  RIN  1515-AC32 
Agency  Contact:  Gail  Hamill,  Chief, 
Tariff  Classification  and  Marking 
Branch,  Department  of  the  Treasury, 
Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Ave,  NW.,  Washington, 
DC  20229 

Phone:  202  572-8810 
RIN:  1505-AB21 


2091.  USER  AND  NAVIGATION  FEES; 
OTHER  REIMBURSABLE  CHARGES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
58a  to  58c:  19  USC  66;  19  USC  1202; 

19  USC  1431;  19  USC  1433;  19  USC 
1434;  19  USC  1505;  19  USC  1624;  31 
USC  9701;  46  USC  2110  to  2112 

CFR  Citation:  19  CFR  4;  19  CFR  24; 

19  CFR  101 

Legal  Deadline:  None 

Abstract:  Amendment  regarding  the 
proper  assessment  of  user  and 
navigation  fees,  as  well  as  other 
reimbursement  charges  for  customs 
services  performed  in  connection  with, 
among  other  things,  the  processing  of 
vehicles,  vessels,  aircraft,  and 
merchandise  arriving  in  the  United 
States.  The  purpose  of  the  amendment 
is  to  conform  the  regulations  with  the 
intent  of  the  customs  user  fee  statute 
and  to  reflect  existing  operational 
policy  and  administrative  practice  in 
this  area. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/01/01  66  FR  21705 


Final  Rule  Stage 


Action  Date  FR  Cite 

NPRM  Comment  07/02/01 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  Transferred 
from  RIN  1515-AC63 
Agency  Contact:  Elissa  G  Kay,  CBP 
Officer,  Cargo  Control  Branch, 
Department  of  the  Treasury,  Office  of 
Field  Operations,  Customs  and  Border 
Protection,  1300  Pennsylvania  Ave., 
NW,  Washington,  CT  202’29 
Phone;  202  344-3656 

RIN:  1505-AB24 


2092.  AFRICAN  GROWTH  AND 
OPPORTUNITY  ACT  AND 
GENERALIZED  SYSTEM  OF 
PREFERENCES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1321;  19  USC  1481;  19 
USC  1484;  19  USC  1498;  19  USC  1508; 
19  USC  1623;  19  USC  1624;  19  USC 
2461;  19  USC  3314;  19  USC  3721 

CFR  Citation:  19  CFR  10;  19  CFR  163 
Legal  Deadline:  Final,  Statutory, 
October  1,  2000,  Public  Law  106-200. 

Abstract:  Amendments  to  implement 
the  trade  benefit  provisions  for  sub- 
Saharan  Africa  contained  in  title  I  of 
the  Trade  and  Development  Act  of 
2000.  The  trade  benefits  under  title  1, 
also  referred  to  as  the  African  Growth 
and  Opportunity  Act,  apply  to  sub- 
Saharan  African  countries  designated 
by  the  President  and  involve  the 
extension  of  duty-free  treatment  under 
the  Generalized  System  of  Preferences 
(GSP)  to  nonimport-sensitive, 
nontextile  articles  normally  excluded 
from  GSP  duty-free  treatment,  and  the 
entry  of  specific  textile  and  apparel 
articles  free  of  duty  and  free  of  any 
quantitative  limits. 

Timetable: 


Action 

Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


Date  FR  Cite 

10/01/00  65  FR  59668 
10/05/00 

12/04/00 

06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 
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Final  Rule  Stage 


Government  Levels  Affected:  None 
Additional  Information:  Transferred 
from  RIN  1515-AC72 
Agency  Contact:  Cynthia  Reese,  Senior 
Attorney,  Office  of  Regulations  and 
Rulings,  Department  of  the  Treasury, 
Office  of  International  Trade,  Customs 
and  Border  Protection,  1300 
Pennsylvania  Ave.,  NW,  Washington, 
DC  20229 

Phone:  202  572-8812 
RIN:  1505-AB26 


2093.  UNITED  STATES-CARIBBEAN 
BASIN  TRADE  PARTNERSHIP  ACT 
AND  CARIBBEAN  BASIN  INITIATIVE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1321;  19  USC  1481;  19 
USC  1484;  19  USC  1498;  19  USC  1508; 
19  USC  1623;  19  USC  1624;  19  USC 
2701;  19  USC  3314 
CFR  Citation:  19  CFR  10;  19  CFR  163 

Legal  Deadline:  Final,  Statutory, 
October  1,  2000,  Public  Law  106—200. 

Abstract:  Amendments  to  implement 
the  trade  benefit  provisions  for 
Caribbean  Basin  countries  contained  in 
title  II  of  the  Trade  and  Development 
Act  of  2000.  The  trade  benefits  under 
title  II,  also  referred  to  as  the  United 
States-Caribbean  Basin  Trade 
Partnership  Act  (the  CBTPA),  apply  to 
Caribbean  Basin  countries  designated 
by  the  President  and  involve  the  entry 
of  specific  textile  and  apparel  articles 
free  of  duty  and  free  of  any  quantitative 
restrictions,  limitations,  or  consultation 
levels  and  the  extension  of  NAFTA 
duty  treatment  standards  to  nontextile 
articles  that  are  excluded  from  duty¬ 
free  treatment  under  the  Caribbean 
Basin  Initiative  program. 

Timetable: 

Action  Date  FR  Cite 


Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


10/01/00  65  FR  59650 

10/05/00  65  FR  59650 
12/04/00 

06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  572-8790 

RIN:  1505-AB28 


2094.  REIMBURSABLE  CUSTOMS 
INSPECTIONAL  SERVICES— 
INCREASE  IN  HOURLY  RATE 
CHARGE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  5  USC 
6103;  19  USC  58a  to  58c;  19  USC  66; 

19  USC  261;  19  USC  267;  19  USC  1202; 
19  USC  1450  to  1452;  19  USC  1456; 

19  USC  1505;  19  USC  1557;  19  USC 
1562;  19  USC  1624;  26  USC  4461;  26 
USC  4462;  31  USC  9701;  46  USC  2110 
to  2112 

CFR  Citation:  19  CFR  24;  19  CFR  101 
Legal  Deadline:  None 

Abstract:  Amendment  to  increa.se  the 
rate  of  charge  for  reimbursable  customs 
inspectional  services. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Second  NPRM 
Second  NPRM 
Comment  Period 
End 

Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AC77 

Agency  Contact:  Bruce  Ingalls,  Chief, 
Debt  Management  Branch,  Department 
of  the  Treasury,  Office  of  Finance,  6650 
Telecom  Drive,  Suite  100,  Indianapolis, 
IN  46278 

Phone:  317  298-1307 
RIN:  1505-AB29 


02/01/01  66  FR  8554 
04/02/01 

10/09/02  67  FR  62920 
12/09/02 


06/00/07 


2095.  DOG  AND  CAT  PROTECTION 
ACT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1308;  19  USC  1592;  19 
USC  1593a;  19  USC  1624 


Additional  Information:  Transferred 
from  RIN  1515-AC76 
Agency  Contact:  Cynthia  Reese,  Senior 
Attorney,  Department  of  the  Treasury, 


CFR  Citation:  19  CFR  12;  19  CFR  113; 
19  CFR  151;  19  CFR  162 
Legal  Deadline:  Final,  Statutory, 
.August  9,  2001,  Public  Law  IDO— 476. 


Abstract:  Amendment  to  implement 
certain  provisions  of  the  Dog  and  Cat 
Protection  Act  of  2000.  The  Dog  and 
Cat  Protection  Act  of  2000  prohibits  the 
importation  of  any  products  containing 
dog  or  cat  fur,  and  provides  for  civil 
and  criminal  penalties  for  violations  of 
the  Act.  Amendment  sets  forth  the 
prohibitions  on  dog  and  cat  fur 
importations  and  the  penalties  for 
violations.  Amendment  also 
implements  the  provision  of  the  Act 
pertaining  to  CBP’s  certification  process 
of  commercial  laboratories,  both 
domestic  and  foreign,  that  can 
determine  if  articles  intended  to  be 
imported  into  the  United  States  contain 
dog  or  cat  fur. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/10/01  66  FR  42163 

NPRM  Comment  10/09/01 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AC87 

Agency  Contact:  Alan  Cohen, 
Attorney-Advisor,  Penalties  Branch, 
Department  of  the  Treasury,  Office  of 
Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8742 

John  Pierce,  Operations  Officer, 
Commercial  Enforcement  Branch, 
Department  of  the  Treasury,  Customs 
and  Border  Protection,  Office  of  Field 
Operations,  1300  Pennsylvania  Avenue 
NW.,  Washington,  DC  20229 
Phone:  202  344-1539 

Renee  Stevens,  Science  Officer, 
Department  of  the  Treasury,  Office  of 
Laboratories  and  Scientific  Services. 
1300  Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  703  621-7714 

Jeremy  Baskin,  Special  Assistant,  Office 
of  the  Assistant  Commissioner, 
Department  of  the  Treasury,  Office  of 
Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8753 

RIN:  1505-AB31 
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2096.  TRADE  BENEFITS  UNDER  THE  Pennsylvania  Avenue  NW., 
AFRICAN  GROWTH  AND  Washington,  DC  20229 

OPPORTUNITY  ACT  Phone:  202  572-879Q 


Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1321;  19  USC  1481;  19 
USC  1484;  19  USC  1498;  19  USC  1508; 
19  USC  1623;  19  USC  1624;  19  USC 
3721;  19  USC  3314 

CFR  Citation:  19  CFR  10 
Legai  Deadiine:  None 

Abstract:  Amendment  to  those 
provisions  of  the  Customs  and  Border 
Protection  Regulations  that  implement 
the  trade  benefit  provisions  for  sub- 
Saharan  Aft-ican  countries  contained  in 
the  African  Growth  and  Opportunity 
Act  (the  AGOA).  Amendments  involve 
the  textile  and  apparel  provisions  of  the 
AGOA  and  in  part  reflect  changes  to 
those  statutory  provisions  by  section 
3108  of  the  Trade  Act  of  2002.  The 
specific  statutory  changes  involve  the 
amendment  of  several  provisions  to 
clarify  the  status  of  apparel  articles 
assembled  from  knit-to-shape 
components,  the  inclusion  of  a  specific 
reference  to  apparel  articles  formed  on 
seamless  knitting  machines,  a  change 
of  the  wool  fiber  diameter  specified  in 
one  provision,  and  the  addition  of  a 
new  provision  to  cover  additional 
production  scenarios  involving  the 
United  States  and  AGOA  beneficiary 
countries. 

Timetable: 

Action  Date  FR  Cite 


Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


03/21/03  68  FR  13820 
03/21/03 

05/20/03 

06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 


Additional  Information:  Transferred 
from  RIN  1515-AD20 


Agency  Contact:  Robert  Abels, 
Operations  Officer,  Textiles, 
De’partment  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone;  202  344-1959 


Cynthia  Reese,  Senior  Attorney, 
Department  of  the  Treasury,  Office  of 
Regulations  and  Rulings,  1300 


RIN:  1505-AB38 


2097.  FEES  FOR  CUSTOMS 
PROCESSING  AT  EXPRESS 
CONSIGNMENT  CARRIER  FACILITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
58a  to  58c;  19  USC  66;  19  USC  1202; 

19  USC  1505;  19  USC  261;  19  USC  267; 
19  USC  1450  to  1452;  19  USC  1456; 

19  USC  1524;  19  USC  1557;  19  USC 
1562;  19  USC  1624;  26  USC  4461;  26 
USC  4462;  19  USC  3332;  46  USC  2110 
to  2112 

CFR  Citation:  19  CFR  24;  19  CFR  113; 
19  CFR  128 

Legal  Deadline:  None 

Abstract:  Amendment  to  implement 
amendments  to  the  customs  user  fee 
statute  made  by  section  337  of  the 
Trade  Act  of  2002  and  section  2004(f) 
of  the  Miscellaneous  Trade  and 
Technical  Corrections  Act  of  2004. 
Statutory  amendments  made  by  section 
337  concern  the  fees  payable  for 
customs  services  provided  in 
connection  with  the  informal  entry  or 
release  of  shipments  at  express 
consignment  carrier  facilities  and 
centralized  hub  facilities,  and  primarily 
serve  to  replace  the  annual  lump  sum 
payment  procedure  with  a  quarterly 
payment  procedure  based  on  a  specific 
fee  for  each  individual  air  waybill  or 
bill  of  lading.  Section  2004(f)  amended 
the  user  fee  statute  to  authorize,  for 
merchandise  that  is  formally  entered  at 
these  sites,  the  assessment  of 
merchandise  processing  fees  provided 
for  in  19  U.S.C.  58c(a)(9),  in  addition 
to  the  fees  that  are  currently  assessed 
on  individual  air  waybills  or  bills  of 
lading.  Lastly,  pursuant  to  the  authority 
established  in  19  U.S.C.  58c(b)(9)(B)(i), 
this  document  proposes  to  raise  the 
existing  $0.66  fee  assessed  on 
individual  air  waybills  or  bills  of  lading 
to  $1.00  to  more  equitably  align  it  with 
the  actual  costs  incurred  by  CBP  in 
processing  these  items. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/28/06  71  FR  42778 

NPRM  Comment  08/28/06 
Period  End 

Final  Action  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AD21 

Agency  Contact:  Michael  L.  Jackson, 
Operations  Officer,  Trade  Enforcement 
and  Facilitation,  Department  of  the 
Treasury,  Customs  and  Border 
Protection,  Office  of  Field  Operations, 
1300  Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  344-1196 

RIN:  1505-AB39 


2098.  TRADE  BENEFITS  UNDER  THE 
CARIBBEAN  BASIN  ECONOMIC 
RECOVERY  ACT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1321;  19  USC  1481;  19 
USC  1484;  19  USC  1498;  19  USC  1508; 
19  USC  1623;  19  USC  1624;  19  USC 
2701;  19  USC  3314 

CFR  Citation:  19  CFR  10 
Legal  Deadline:  None 

Abstract:  Amendment  to  implement 
the  trade  benefits  for  Caribbean  Basin 
countries  contained  in  section  213(b)  of 
the  Caribbean  Basin  Economic 
Recovery  Act  (the  CBERA). 
Amendments  involve  the  textile  and 
apparel  provisions  of  section  213(b) 
and  in  part  reflect  changes  made  to 
those  statutory  provisions  by  section 
3107  of  the  Trade  Act  of  2002.  The 
specific  statutory  changes  involve  the 
amendment  of  several  provisions  to 
clarify  the  status  of  apparel  articles 
assembled  from  knit-to-shape 
components,  the  addition  of  language 
requiring  any  dyeing,  printing,  and 
finishing  of  certain  fabrics  to  be  done 
in  the  United  States,  the  inclusion  of 
exception  language  in  the  brassieres 
provision  regarding  articles  entered 
under  other  CBERA  apparel  provisions, 
the  addition  of  a  provision  permitting 
the  dyeing,  printing,  and  finishing  of 
thread  in  the  Caribbean  region,  and  the 
addition  of  a  new  provision  to  cover 
additional  production  scenarios 
involving  the  United  States  and  the 
Caribbean  region. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  03/21/03  68  FR  13827 

Interim  Final  Rule  03/21/03 

Effective 
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Action  Date  FR  Cite 

Interim  Final  Rule  05/20/03 

Comment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1515-AD22 

Agency  Contact:  Robert  Abels, 
Operations  Officer,  Textiles, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-1959 

Cynthia  Reese,  Senior  Attorney, 
Department  of  the  Treasury,  Office  of 
Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  572-8790 

RIN:  1505-AB40 


2099.  UNITED  STATES— SINGAPORE 
FREE  TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  3805  note;  19 
use  1202;  19  USC  66;  19  USC  1624; 

CFR  Citation:  19  CFR  10;  19  CFR  12; 
19  CFR  24;  19  CFR  163; 

Legal  Deadline:  Final,  Statutory, 
January  1,  2005,  U.S.-Singapore  Free 
Trade  Agreement  Implementation  Act. 

Abstract:  Amendment  to  implement 
the  preferential  tariff  treatment  and 
other  customs-related  provisions  of  the 
Free  Trade  Agreement  entered  into  by 
the  United  States  and  the  Republic  of 
Singapore. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Abels, 
Operations  Officer,  Textiles, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-1959 

RIN:  1505-AB48 


2100.  RECORDATION  OF 
COPYRIGHTS  AND  ENFORCEMENT 
PROCEDURES  TO  PREVENT 
IMPORTATION  OF  PIRATICAL 
ARTICLES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  1124;  15  USC 
1125;  17  USC  101;  17  USC  106;  17  USC 
501;  19  USC  66;  19  USC  1499;  19  USC 
1595a;  17  USC  1201(b);  18  USC  2319A; 

CFR  Citation:  19  CFR  133 

Legal  Deadline:  None 

Abstract:  This  amendment  will  allow 
CBP  to  be  more  responsive  to  claims 
of  piracy.  Amendment  would  allow 
sound  recordings  and  motion  pictures 
or  similar  audio-visual  works  to  be  • 
recorded  witfi  CBP  while  pending 
registration  with  the  U.S.  Copyright 
Office.  Amendment  would  also 
enhance  the  protection  of  all  non-U.S. 
works  by  allowing  recordation  without 
requiring  registration  with  the  U.S. 
Copyright  Office.  Amendment  would 
also  set  forth  changes  to  CBP’s 
enforcement  procedures,  including, 
among  other  things,  enhanced 
disclosure  provisions,  protection  for 
live  musical  performances  and 
provisions  to  enforce  the  Digital 
Millennium  Copyright  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/05/04  69  FR  59562 

NPRM  Comment  1,1/04/04 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  George  F.  McCray, 
Chief,  IPR  &  Restricted  Merchandise 
Branch,  Department  of  the  Treasury, 
Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-:8709 

Paul  Pizzeck,  Attorney,  IPR  & 

Restricted  Merchandise  Branch, 
Department  of  the  Treasury,  Office  of 
Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8710 

RIN:  1505-AB51 


2101.  NAFTA:  MERCHANDISE 
PROCESSING  FEE  EXEMPTION  AND 
TECHNICAL  CORRECTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  USC 
1202;  19  USC  1624;  19  USC  3314 

CFR  Citation:  19  CFR  181 
Legal  Deadline:  None 

Abstract:  The  document  proposes  to 
amend  the  regulations  in  title  19,  Code 
of  Federal  Regulations  (CFR),  regarding 
claims  for  the  exemption  of  the 
Merchandise  Processing  Fee  (MPF).  The 
NPRM  would  clarify  that  an  importer 
is  subject  to  the  same  declaration 
requirement  that  is  established  for 
claiming  NAFTA  duty  preference  in 
ordet  to  claim  the  exemption  of  the 
MPF  for  goods  that  meet  a  NAFTA  rule 
of  origin  even  when  the  goods  are 
unconditionally  free.  In  addition,  the 
NPRM  would  make  several  technical 
corrections  to  the  regulations,  for 
example,  the  amendment  clarifies  that 
a  Certificate  of  Origin  is  not  required 
for  a  commercial  importation  for  which 
the  total  value  of  originating  goods  does 
not  exceed  $2,500. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/23/06  71  FR  49391 

NPRM  Comment  10/23/06 

Period  End 

Final  Action  06/00/07 

Reguiatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Seth  Mazze,  CBP 
Officer,  Trade  Agreements  Branch, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennsylvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-2634 
RIN:  1505-AB58 


2102.  COUNTRY  OF  ORIGIN  OF 
TEXTILE  AND  APPAREL  PRODUCTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202;  19  USC  1624;  19  USC 
3314;  19  USC  3592 

CFR  Citation:  19  CFR  12;  19  CFR  102; 
19  CFR  141;  19  CFR  144;  19  CFR  146; 
19  CFR  163 

Legal  Deadline:  None 

Abstract:  Amendment  of  the  CBP 
regulations  to  update,  restructure  and 
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consolidate  the  regulations  relating  to 
the  country  of  origin  of  textile  and 
apparel  products.  Amendments  reflect 
changes  brought  about,  in  part,  by  the 
expiration  on  January'  1,  2005,  of  the 
Agreement  on  Textiles  and  Clothing 
and  the  resulting  elimination  of  quotas 
on  the  entry'  of  textile  and  apparel 
products  from  World  Trade 
Organization  members.  The  primary 
regulatory  change  is  the  elimination  of 
the  requirement  that  a  textile 
declaration  be  submitted  for  all 
importations  of  textile  and  apparel 
products.  In  addition,  to  improve  the 
quality  of  reporting  of  the  manufacturer 
of  imported  textiles  and  apparel 
products,  the  amendments  include  a 
requirement  that  importers  identify  the 
manufacturer  of  such  products  through 
a  manufacturer  identification  code. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  10/05/05  70  FR  58009 

Interim  Final  Rule  12/05/05 

Comment  Period 
End 

Final  Action  06/00./07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Cynthia  Reese,  Senior 
Attorney,  Office  of  Regulations  and 
Rulings,  Department  of  the  Treasury, 
Office  of  International  Trade,  Customs 
and  Border  Protection,  1300 
Pennsylvania  Ave.,  NW,  Washington, 
DC  20229 

Phone:  202  572-8812 

Robert  Abels,  Operations  Officer, 
Textiles,  Department  of  the  Treasury, 
Office  of  International  Trade,  Customs 
and  Border  Protection,  1300 
Pennyslvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  344-1959 

RIN:  1505-AB60 


2103.  DOMINICAN 
REPUBLIC-CENTRAL 
AMERICA-UNITED  STATES  FREE 
TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  66;  19  DSC 
1202;  19  USC  1624;  19  USC  4001 

CFR  Citation:  19  CFR  10 

Legal  Deadline:  Final,  Statutory, 
January  1,  2006,  PL  109-53. 


Abstract:  Amendment  of  CBP 
regulations  to  set  forth  the  conditions 
and  requirements  that  apply  for 
purposes  of  submitting  requests  to  CBP 
for  refunds  of  any  excess  customs 
duties  paid  with  respect  to  entries  of 
textile  or  apparel  goods  entitled  to 
retroactive  application  of  preferential 
tariff  treatment  under  the  Dominican 
Republic-Central  American-United 
States  Free  Trade  Agreement. 

Timetable: 


Action 


Date  FR  Cite 


Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


03/07/06  71  FR  11304 
03/07/06 

05/08/06 

06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Abels, 
Operations  Officer,  Textiles, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-1959 


Cynthia  Reese,  Senior  Attorney,  Office 
of  Regulations  and  Rulings,  Department 
of  the  Treasury,  Office  of  International 
Trade,  Customs  and  Border  Protection, 
1300  Pennsylvania  Ave.,  NW, 
Washington,  DC  20229 
Phone:  202  572-8812 

RIN:  1505-AB64 


2104.  ENTRY  OF  CERTAIN  CEMENT 
PRODUCTS  FROM  MEXICO 
REQUIRING  A  COMMERCE 
DEPARTMENT  IMPORT  LICENSE 

Priority:  jSubstantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202;  19  USC  1624;  19  USC 
1673 

CFR  Citation:  19  CFR  12.155;  19  CFR 
306.201  to  205 

Legal  Deadline:  None 
Abstract:  This  document  proposes  to 
amend  title  19  of  the  Code  of  Federal 
Regulations  to  set  forth  special 
requirements  for  the  entry  of  certain 
cement  products  from  Mexico  requiring 
a  United  States  Department  of 
Commerce  import  license.  The  cement 
products  in  question  are  those  listed  in 
the  Agreement  Between  the  Office  of 


the  United  States  Trade  Representative, 
the  United  States  Department  of 
Commerce,  and  Mexico’s  Secretaria  de 
Economia  on  Trade  in  Cement,  dated 
March  6,  2006.  The  changes  proposed 
in  this  document  require  the  inclusion 
of  an  import  license  number  on  the 
entry  summary  documentation  filed 
with  Customs  and  Border  Protection  for 
any  cement  product  for  which  the 
United  States  Department  of  Commerce 
requires  under  its  cement  licensing  and 
import  monitoring  program  as  well  as 
a  valid  Mexican  export  license  with  the 
entry  documentation  for  cement 
covered  by  the  Agreement  on  Trade  in 
Cement. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/01/06  71  FR  31125 

NPRM  Comment  06/21/06 

Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  More  Information: 

www.ia.ita.doc.gov/download/mexico- 
cement/ cement-final-agreement .  pdf 

Agency  Contact:  Alice  Buchanan, 
Office  of  Field  Operations,  Department 
of  the  Treasury,  1301  Constitution 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-2697 

Related  RIN:  Related  to  0625-AA70 
RIN:  1505-AB68 


2105.  ECONOMIC  SANCTIONS 
ENFORCEMENT  PROCEDURES  FOR 
BANKING  INSTITUTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  18  USC  2332d;  21 
USC  1901  to  1908;  22  USC  287c;  22 
USC  2370(a);  31  USC  321(b);  50  USC 
1701  to  1706;  50  USC  app  1  to  44;  PL 
101^10  (28  USC  2461  note);  EO  9193; 
EO  9989;  EO  12854 

CFR  Citation:  31  CFR  501 
Legal  Deadline:  None 

Abstract:  This  interim  final  rule 
supercedes  the  proposed  rule  issued  by 
the  Office  of  Foreign  Assets  Control 
(OFAC)  on  January  29,  2003  (68  FR 
4422)  to  the  extent  that  the  proposed 
rule  applied  to  “banking  institutions,” 
as  defined  in  the  interim  final  rule. 
These  administrative  procedures  are 
published  as  an  appendix  to  OFAC’s 
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Reporting,  Procedures  and  Penalties 
Regulations  (31  CFR  501). 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  01/11/06  71  FR  1 971 

Interim  Final  Rule  03/13/06 

Comment  Period 
End 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Assistant  Director  Of 
Records,  Department  of  the  Treasury, 
Office  of  Foreign  Assets  Control,  1500 
Pennsjdvania  Avenue  NW. — Annex, 
Washington,  DC  20220 
Phone:  202  622-2530 
Fax:  202  522-1657 

Related  RIN:  Related  to  1505-AA95 
RIN:  1505-AB69 


2106.  •  ENTRY  OF  CERTAIN 
SOFTWOOD  LUMBER  PRODUCTS 
FROM  CANADA  REQUIRING  AN 
EXPORT  PERMIT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202  (General  Note  3(i), 
Harmonized  Tariff  Schedule  of  the 
United  States  (HTSUS));  19  USC  1624; 

CFR  Citation:  19  CFR  12.140 
Legal  Deadline:  None 

Abstract:  This  document  adopts 
interim  amendments  to  title  19  of  the 
Code  of  Federal  Regulations 
establishing  additional  entry 
requirements  applicable  to  shipments 
of  softwood  lumber  from  Canada.  The 
interim  amendments  involve  the 
collection  of  certain  additional 
information  for  purposes  of  monitoring 
and  enforcing  an  agreement  dated 
September  12,  2006,  between  the 
Governments  of  the  United  States  and 
Canada  regarding  trade  in  softwood 
lumber.  The  scope  of  the  bilateral 
Softwood  Lumber  Agreement  is  limited 
to  the  softwood  lumber  products  listed 
as  covered  by  the  Agreement  in  Annex 
lA  of  that  document,  which  is  available 
for  public  viewing  on  the  website  of 
the  Office  of  the  United  States  Trade 
Representative  located  at  www.ustr.gov. 
Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  1 0/1 8/06  71  FR  61 399 

Interim  Final  Rule  10/18/06 

Effective 


Action  Date  FR  Cite 

Interim  Final  Rule  1 2/1 8/06 

Comment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Millie  Gleason, 
Special  Enforcement  Specialist, 
Department  of  the  Treasury,  Customs 
and  Border  Protection,  Office  of  ^'ield 
Operations,  1300  Pennsylvania  Avenue 
NW.,  Washington.  DC  20229 
Phone:  202  344-1131 

RIN:  1505-AB73 


2107.  •  UNITED  STATES— JORDAN 
FREE  TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  2112  note;  19 
USC  1202:  19  USC  66;  19  USC  1624; 

CFR  Citation:  19  CFR  10;  19  CFR  163; 

Legal  Deadline:  None 

Abstract:  Amends  title  19  of  the  Code 
of  Federal  Regulations  (CFR)  on  an 
interim  basis  to  implement  the 
preferential  tariff  treatment  and  other 
customs-related  provisions  of  the  U.S.- 
Jordan  Free  Trade  Agreement  entered 
into  by  the  United  States  and  the 
Hashemite  Kingdom  of  Jordan. 

Timetable: 

Action  .Date  FR  Cite 

Interim  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Seth  Mazze,  CBP 
Officer,  Trade  Agreements  Branch, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennsylvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-2634 

RIN:  1505-AB75 


2108.  •  UNITED  STATES— MOROCCO 
FREE  TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  19  USC  3805  note;  19 
USC  1202  (General  Note  27);  19  USC 
66;  19  USC  1624;  ... 


Final  Rule  Stage 


CFR  Citation:  19  CFR  10,  subpart  M; 

19  CFR  162;  19  CFR  163;  19  CFR  178; 

Legal  Deadline:  Final,  Statutory, 

January  1,  2007,  United  States — 
Morocco  Free  Trade  Agreement 
Implementation  Act,  PL  108-302 
(08/17/2004). 

Section  205  of  the  United  States — 
Morocco  Free  Trade  Agreement 
Implementation  Act,  Pub.  L.  108-302, 
118  Stat.  1103  (19  USC  3805  note). 
August  17,  2004,  requires  that  intial 
regulations  shall,  to  the  maximum 
extent  feasible,  be  issued  within  1  year 
after  the  date  of  entry  into  force  of  the 
Agreement.  The  US-MFTA  entered  into 
force  on  01/01/2006. 

Abstract:  Amendment  to  the  Customs 
and  "Border  Protection  regulations  on  an 
interim  basis  to  implement  the 
preferential  tariff  treatment  and  other 
customs-related  provisions  of  the 
United  States  -  Morocco  Free  Trade 
Agreement  entered  into  by  the  United 
States  and  the  Kingdom  of  Morocco. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Abels. 
Operations  Officer,  Textiles, 

Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-1959 

Seth  Mazze,  CBP  Officer,  Trade 
Agreements  Branch,  Department  of  the 
Treasury,  Office  of  International  Trade, 
Customs  and  Border  Protection,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  344-2634 

Mark  Hanson,  Auditor,  Regulator}' 
Audit  Division,  Department  of  the 
Treasury,  Office  of  International  Trade, 
Customs  and  Border  Protection,  1300 
Pennslyvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  863-6035 

Daniel  Cornette,  Attorney,  Valuation 
and  Special  Programs  Branch, 
Department  of  the  Treasury, 

Regulations  and  Rulings,  Office  of 
International  Trade,  1300  Pennsylvania- 
Avenue  NW.,  Washington,  DC  20229 
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Phone:  202  572-8731 
RIN:  1505-AB76 


2109.  •  UNITED  STATES— AUSTRALIA 
FREE  TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  19  USC  1202  (General 
Note  28  and  3(i),  Harmonized  Tariff 
Schedule  of  the  United  States):  19  USC 
66:  19  USC  1624:  19  USC  3805  note: 

CFR  Citation:  19  CFR  10,  Subpart  L: 

19  CFR  24:  19  CFR  162:  19  CFR  163: 

19  CFR  178 

Legal  Deadline:  Final,  Statutory, 
January  li  2006,  United 
States-Australia  Free  Trade  Agreement 
Implementation  Act,  PL  108-286 
(08/03/2004). 

Section  207  of  the  United  States- 
Australia  Free  Trade  Agreement 
Implementation  Act,  Pub.  L.  108-286, 
118  Stat.  919  (19  USC  3805  note), 
August  3,  2004,  requires  that  intial 
regulations  shall,  to  the  maximum 
extent  feasible,  be  issued  within  1  year 
after  the  date  of  entry  into  force  of  the 
Agreement.  The  US-Australia  Free 
Trade  Agreement,  which  was  signed  on 
05/18/2004,  entered  into  force  on 
01/01/2005. 

Abstract:  This  rule  amends  title  19  of 
the  Code  of  Federal  Regulations  on  an 
interim  basis  to  implement  the 
preferential  tariff  treatment  and  other 
customs-related  provisions  of  the  U.S.- 
Australia  Free  Trade  Agreement  entered 
into  the  United  States  and  the 
Commonwealth  of  Australia. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Abels, 
Operations  Officer,  Textiles, 

Department  of  the  Treasury,  Office  of 
International  Trade,  Oustoms  and 
Border  Protection,  1300  Pennyslvania 
Avenue  NW.,  Washington,  DC  20229 
Phone:  202  344-1959 

Lori  J  Whitehurst,  CBP  Officer, 
Department  of  the  Treasury,  Office  of 
International  Trade,  Customs  and 
Border  Protection,  1300  Pennsylvania 
Avenue  NW.,  Washington,  DC  20229 


Phone:  202  344-2722 

Mark  Hanson,  Auditor,  Regulatory 
Audit  Division,  Department  of  the 
Treasury,  Office  of  International  Trade, 
Customs  and  Border  Protection,  1300 
Pennslyvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  863-6035 

Karen  Greene,  Senior  Attorney,  Office 
of  Regulations  and  Rulings,  Department 
of  the  Treasury,  Office  of  International 
Trade,  Bureau  of  Customs  and  Border 
Protection,  1300  Pennsylvania  Avenue 
NW.,  Washington,  DC  20229 
Phone:  202  572-8838 

RIN:  1505-AB77 


2110.  •  EXTENSION  OF  IMPORT 
RESTRICTIONS  IMPOSED  ON 
ARCHAEOLOGICAL  AND 
ETHNOLOGICAL  MATERIAL  FROM 
PERU 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  5  USC  301: 19  USC 
66:  19  USC  1202  (General  Note  3(i), 
Harmonized  Tariff  Schedule  of  the 
United  States):  19  USC  1624:  19  USC 
2612: 

CFR  Citation:  19  CFR  12.104g(a) 

Legal  Deadline:  Final,  Statutory,  June 
9,  2007,  19  USC  2606(e). 

Abstract:  This  document  amends  Title 
19  of  the  Code  of  Federal  Regulations 
(19  CFR)  to  reflect  the  extension  of  the 
import  restrictions  on  archaeological 
and  ethnological  materials  from  Peru 
that  were  imposed  by  Treasury 
Decision  (T.D.)  97-50  and  extended  by 
T.D.  02-30.  The  Assistant  Secretary  for 
Educational  and  Cultural  Affairs, 

United  States  Department  of  State,  has 
determined  that  conditions  continue  to 
warrant  the  imposition  of  import 
restrictions.  Accordingly,  the 
restrictions  will  remain  in  effect  for  an 
additional  5  years,  and  Title  19  of  the 
CFR  is  being  amended  to  reflect  this 
extension  until  June  9,  2012.  These 
restrictions  are  being  extended 
pursuant  to  determinations  of  the 
United  States  Department  of  State  made 
under  the  terms  of  the  Convention  on 
Cultural  Property  Implementation  Act 
in  accordance  with  the  United  Nations 
Educational,  Scientific  and  Cultural 
Organization  (UNESCO)  Convention  on 
the  Means  of  Prohibiting  and 
Preventing  the  Illicit  Import,  Export 


and  Transfer  of  Ownership  of  Cultural 
Property.  T.D.  97-50  contains  the 
Designated  List  of  archaeological  and 
ethnological  materials  from  Peru. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  George  F.  McCray, 
Chief,  IPR  &  Restricted  Merchandise 
Branch,  Department  of  the  Treasury, 
Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8709 

Michael  Craig,  Chief,  Other 
Government  Agency  Branch, 
Department  of  the  Treasury, 

Commercial  Targeting  and 
Enforcement,  Office  of  International 
Trade,  1300  Pennsylvania  Avenue  NW., 
Washington,  DC  20229 
Phone:  202  344-1684 

RIN:  1505-AB79 


2111.  •  EXTENSION  OF  IMPORf 
RESTRICTIONS  IMPOSED  ON 
PRE-CLASSICAL  AND  CLASSICAL 
ARCHAEOLOGICAL  MATERIAL  AND 
BYZANTINE  ECCLESIASTICAL  AND 
RITUAL  ETHNOLOGICAL  MATERIAL 
FROM  CYPRUS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  5  USC  301:  19  USC 
66:  19  USC  1202  (General  Note  3(i), 
Harmonized  Tariff  Schedule  of  the 
United  States):  19  USC  1624:  19  USC 
2612: 

CFR  Citation:  19  CFR  12.104g(a) 

Legal  Deadline:  Final,  Statutory,  July 
16.  2007,  19  USC  2602(e). 

Abstract:  This  document  amends  Title 
19  of  the  Code  of  Federal  Regulations 
(19  CFR)  to  reflect  the  extension  of  the 
import  restrictions  on  archaeological 
and  ethnological  materials  from  Cyprus 
that  were  imposed  by  Treasury 
Decision  (T.D.)  02-37  and  CBP  Dec.  06- 
22.  The  Assistant  Secretary  for 
Educational  and  Cultural  Affairs, 
United  States  Department  of  State,  has 
determined  that  conditions  continue  to 
warrant  the  imposition  of  import 
restrictions.  Accordingly,  the 
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restrictions  will  remain  in  effect  for  an 
additional  5  years,  and  Title  19  of  the 
CFR  is  being  amended  to  reflect  this 
extension  until  July  16,  2012.  These 
restrictions  are  being  extended 
pursuant  to  determinations  of  the 
United  States  Department  of  State  made 
under  the  terms  of  the  Convention  on 
Cultural  Property  Implementation  Act 
in  accordance  with  the  United  Nations 
Educational,  Scientific  and  Cultural 
Organization  (UNESCO)  Convention  on 
the  Means  of  Prohibiting  and 
Preventing  the  Illicit  Import,  Export 
and  Transfer  of  Ownership  of  Cultural 


Property.  A  Designated  List  of 
archaeological  and  ethnological 
materials  from  Cyprus  is  contained 
within  the  document. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  George  F.  McCray, 
Chief,  IPR  &  Restricted  Merchandise 
Branch,  Department  of  the  Treasury, 


Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone:  202  572-8709 

Michael  Craig,  Chief,  Other 
Government  Agency  Branch, 
Department  of  the  Treasury, 

Commercial  Targeting  and 
Enforcement,  Office  of  International 
Trade,  1300  Pennsylvania  Avenue  NW„ 
Washington,  DC  20229 
Phone:  202  344-1684 

RIN:  1505-AB80 


Department  of  the  Treasury  (TREAS)  Long-Term  Actions 

Departmental  Offices  (DO) 


2112.  POSSIBLE  REGULATION  OF 
ACCESS  TO  ACCOUNTS  AT 
FINANCIAL  INSTITUTIONS  THROUGH 
PAYMENT  SERVICE  PROVIDERS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  31  CFR  Ch  II 

Timetable: 

Action  Date  FR  Cite 

ANPRM  01/08/99  64  FR  1149 

ANPRM  Comment  04/08/99 
Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Donna  Felmlee 
Phone:  202  622-1808 

RIN:  1505-AA74 


2113.  FINANCIAL  SUBSIDIARIES 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  Not  Yet  Determined 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Martha  Ellett 
Phone:  202  622-2983 
Fax:  202  622-1974 
Email:  martha.ellett@do.treas.gov 

RIN;  1505-AA81 


2114.  SECRETARY’S  DETERMINATION 
OF  REAL  ESTATE  BROKERAGE 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  12  CFR  1501.2 
Timetable: 


Action 

Date 

FR  Cite 

NPRM 

01/03/01 

66  FR  307 

NPRM  Comment 

03/02/01 

Period  End 

NPRM  Comment 

05/01/01 

66  FR  12440 

Period  Extended 
Next  Action  Undetermined 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Martha  Ellett 
Phone:  202  622-2983  • 

Fax:  202  622-1974 

Email:  martha.ellett@do.treas.gov 

RIN:  1505-AA84 


Phone:  202  622-6770 

Email:  howard.leikin@do.treas.gov 

RIN:  1505-AB10 


2116.  HARBOR  MAINTENANCE  FEE 
Priority:  Substantive,  Nonsignificant 

CFR  Citation:  19  CFR  4;  19  CFR  24; 
19  CFR  146;  19  CFR  178 

Timetable: 


Action 

Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


Date  FR  Cite 

03/01/87 

03/30/87  52  FR  10198 
05/29/87 

To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


2115.  TERRORISM  RISK  INSURANCE 
PROGRAM;  RECOUPMENTS  OF 
FEDERAL  SHARE  OF 
COMPENSATION  FOR  INSURED 
LOSSES 

Priority:  Other  Significant 
CFR  Citation:  31  CFR  50 
Timetable: 

Action  Date  FR  Cite, 

NPRM^  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Howard  Leikin 


Agency  Contact:  Deborah  Thompson 
Phone:  317  614-4511 

RIN:  1505-AB11 


2117.  DONATED  CARGO  EXEMPTION 
FROM  HARBOR  MAINTENANCE  FEE 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  19  CFR  24 
Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


01/08/92  57FR607 
01/08/92 

03/09/92 

To  Be  Determined 
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Long-Term  Actions 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Deborah  Thompson 
Phone:  317  614-4511 

RIN:  1505-AB12 


2118.  RECONCILIATION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  19  CFR  142;  19  CFR  159 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  John  Leonard 
Phone:  202  344-2687 

RIN:  1505-AB16 


2119.  NORTH  AMERICAN  FREE 
TRADE  AGREEMENT  (NAFTA>— 
IMPLEMENTATION  OF 
DUTY-DEFERRAL  PROGRAM 
PROVISIONS 


Timetable: 

Action  Date  FR  Cite 


Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


01/01/96 

01/30/96  61  FR2908 
04/01/96 

To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


Priority:  Substantive,  Nonsignificant 

CFR  Citation:  19  CFR  181;  19  CFR  113; 
19  CFR  141;  19  CFR  144;  19  CFR  10 


Agency  Contact:  Shawn  Filion 
Phone:  716  551-3053 

RIN:  1505-^B17 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Departmental  Offices  (DO) 


2120.  UNITED  STATES— CHILE  FREE 
TRADE  AGREEMENT 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  19  CFR  10;  19  CFR  12; 
19  CFR  24;  19  CFR  163; 

Completed: 

Reason  Date  FR  Cite 

Final  Action  1 2/20/06  71  FR  761 27 

Final  Action  Effective  01  /1 9/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Robert  Abels 
Phone:  202  344-1959 

RIN:  1505-AB47 


2121.  CONDITIONAL  RELEASE 
PERIOD  AND  CUSTOMS  BOND 
OBLIGATIONS  FOR  FOOD,  DRUGS, 
DEVICES,  AND  COSMETICS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  19  CFR  141;  19  CFR  151 

Compieted: 

Reason  Date  FR  Cite 

Final  Action  01/31/07  72  FR  4423 

Final  Action  Effective  05/01/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Jeremy  Baskin 
Phone:  202  572-8753 

RIN:  1505-AB57 


2122.  FEES  FOR  CERTAIN  SERVICES 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  19  CFR  24 
Completed: 

Reason  Date  FR  Cite 

Final  Action  01/26/07  72  FR  3730 

Final  Action  Effective  04/01/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Jerrv  Petty 
Phone:  202  344-1317' 

RIN:  1505-AB62 


2123.  •  EXTENSION  OF  IMPORT 
RESTRICTIONS  IMPOSED  ON 
ARCHAEOLOGICAL  AND 
ETHNOLOGICAL  MATERIAL  FROM 
BOLIVIA 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  19  USC 
66;  19  USC  1202  (General  Note  3(1). 
Harmonized  Tariff  Schedule  of  the 
United  States  (HTSUSJ)  ;  19  USC  1624; 
19  USC  2612 

CFR  Citation:  19  CFR  12.104g(a) 

Legal  Deadline:  Final,  Statutory, 
December  4,  2006,  19  USC  2602(e). 

Abstract:  This  document  amends*title 
19  of  the  Code  of  Federal  Regulations 
(19  CFR)  to  reflect  the  extension  of  the 
import  restrictions  on  certain 
archaeological  and  ethnological 
material  from  Bolivia  that  were 
imposed  by  Treasury  Decision  (T.D.) 


01-86.  The  Assistant  Secretary  for 
Educational  and  ^Cultural  Affairs, 

United  States  Department  of  State,  has 
determined  that  conditions  continue  to 
warrant  the  imposition  of  import 
restrictions.  Accordingly,  the 
restrictions  will  remain  in  effect  for  an 
additional  5  years,  and  title  19  of  the 
CFR  is  being  amended  to  reflect  this 
extension  until  December  4,  2011. 

These  restrictions  are  being  extended 
pursuant  to  determinations  of  the 
United  States  Department  of  State  made 
under  the  terms  of  the  Convention  on 
Cultural  Property  Implementation  Act 
in  accordance  with  the  United  Nations 
Educational,  Scientific  and  Cultural 
Organization  (UNESCO)  Convention  on 
the  Means  of  Prohibiting  and 
Preventing  the  Illicit  Import,  Export 
and  Transfer  of  Ownership  of  Cultural 
Property.  T.D.  01-86  contains  the 
Designated  List  of  archaeological  and 
ethnological  material  from  Bolivia. 
Timetable: 

Action  Date  FR  Cite 

Final  Action  12/01/06  71  FR  69477 

Final  Action  Effective  12/04/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  George  F.  McCray, 
Chief,  IPR  &  Restricted  Merchandise 
Branch,  Department  of  the  Treasury', 
Office  of  Regulations  and  Rulings,  1300 
Pennsylvania  Avenue  NW., 

Washington,  DC  20229 
Phone;  202  572-8709 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23001 


TREAS— DO 
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Michael  Craig,  Chief,  Other 
Government  Agency  Branch, 
Department  of  the  Treasury, 
Commercial  Targeting  and 


Enforcement,  Office  of  International  Phone:  202  344-1684 
Trade,  1300  Pennsylvania  Avenue  NW., 

Washington,  DC  20229  1505-AB74 

BILLING  CODE  4810— 02— S 


Department  of  the  Treasury  (TREAS)  Prerule  Stage 

Financial  Crimes  Enforcement  Network  (FINCEN) 


2124.  CUSTOMER  IDENTIFICATION 
PROGRAMS  FOR  PAWN  BROKERS 

Priority:  Substantive,  Nonsignificant  ' 
Legal  Authority:  PL  107-56,  sec  326 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  regulation  will  require 
pawnbrokers  to  adopt  and  implemeat 
reasonable  procedures  to  verify  the 
identity  of  any  person  seeking  to  open 
an  account,  to  the  extent  reasonable 
and  practicable:  maintain  records  of  the 
information  used  to  verify  the  person’s 
identity:  and  determine  whether  the 
person  appears  on  any  lists  of  known 
or  suspected  terrorists  or  terrorist 
organizations  provided  to  them  by  any 
Government  agency. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Russell  Stephenson, 
Senior  Compliance  Specialist, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  Suite 
4600E,  1099  14th  Street  NW., 
Washington,  DC  20005 


Phone:  202  354-6012 
Fax:  202  354-6411 

Email:  russell.stephenson@fincen.gov 
RIN:  1506-AA39 


2125.  PROVISION  OF  BANKING 
SERVICES  TO  MONEY  SERVICES 
BUSINESSES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  P  L  107-56 
Bank  Secrecy  Act 
CFR  Citation:  31  CFR  103 
Legal  Deadline:  None 

Abstract:  We  are  issuing  this  advance 
notice  of  proposed  rulemaking 
(“Advance  Notice”)  as  a  part  of  our 
ongoing  effort  to  address,  in  the  context 
of  the  Bank  Secrecy  Act,  the  issue  of 
access  to  banking  services  by  money 
services  businesses.  Both  the  banking 
indu.stry  and  the  money  service 
business,  industry  have  expressed 
concerns  with  regard  to  the  impact  of 
Bank  Secrecy  Act  regulations  on  the 
ability  of  money  service  businesses  to 
open  and  maintain  accounts  and  obtain 
other  financial  services  at  banks  and 
other  depository  institutions.  Due  to  the 
concerns  about  the  effect  of  regulatory 


requirements  on  the  provision  of 
banking  services  to  money  services 
businesses,  we,  through  the  Non-Bank 
Financial  Institutions  and  the 
Examinations  subcommittees  of  the 
Bank  Secrecy  Act  Advisory  Group,  held 
a  fact-finding  meeting  on  March  8, 

2005,  to  hear  directly  from  banks,  other 
depository  institutions,  and  money 
services  businesses  concerning  the 
challenges  that  they  face  on  this  issue. 


Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes. 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 


RIN:  1506-AA85 


Timetable: 

Action  Date  FR  Cite 

ANPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

regcomments@fincen.gov 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Financial  Crimes  Enforcement  Network  (FINCEN) 


2126.  CUSTOMER  IDENTIFICATION 
PROGRAMS  FOR  TRAVEL  AGENTS 

Priority:  Substantive,  Nonsigniflcant 
Legal  Authority:  PL  107-56,  sec  326 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  This  regulation  will  require 
travel  agents  to  adopt  and  implement 
reasonable  procedures  to  verify  the 
identity  of  any  person  seeking  to  open 
an  account,  to  the  extent  reasonable 
and  practicable;  maintain  records  of  the 
information  used  to  verify  the  person’s 


identity;  and  determine  whether  the 
person  appears  on  any  lists  of  known 
or  suspected  terrorists  or  terrorist 
organizations  provided  to  them  by  any 
Government  agency. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  02/24/03  68  FR  8571 

ANPRM  Comment  04/10/03 
Period  End 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Government  Levels  Affected:  None 

URL  For  Public  Comments; 

regcomments@fincen.gov 

Agency  Contact:  Office  of  Regulatoiy* 
Policy  &  Programs,  Departnient  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 
RIN:  1506-AA38 


23002 


Federal  Register /Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


TREAS— FINCEN 


Proposed  Rule  Stage 


2127.  CUSTOMER  IDENTIFICATION 
PROGRAMS  FOR  LOAN  AND 
FINANCE  COMPANIES 

% 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  107-56,  sec  326 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  regulation  will  require 
loan  and  finance  companies  to  adopt 
and  implement  reasonable  procedures 
to  verify  the  identity  of  any  person 
seeking  to  open  an  account,  to  the 
extent  reasonable  and  practicable; 
maintain  records  of  the  information 
used  to  verify  the  person’s  identity;  and 
determine  whether  the  person  appears 
on  any  lists  of  known  or  suspected 
terrorists  or  terrorist  organizations 
provided  to  them  by  any  Government 
agency. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Russell  Stephenson, 
Senior  Compliance  Specialist, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  Suite 
4600E,  1099  14th  Street  NW., 
Washington,  DC  20005 
Phone:  202  354-6012 
Fax:  202  354-6411 

Email:  russell.stephenson@fincen.gov 
RIN:  1506-AA40 


2128.  CUSTOMER  IDENTIFICATION 
PROGRAMS  FOR  SELLERS  OF 
VEHICLES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  107-56,  sec  326 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  regulation  will  require 
sellers  of  vehicles  to  adopt  and 
implement  reasonable  procedures  to 
vewfy  the  identity  of  any  person 
seeking  to  open  an  account,  to  the 
extent  reasonable  and  practicable; 
maintain  records  of  the  information 
used  to  verify  the  person’s  identity;  and 
determine  whether  the  person  appears 
on  any  lists  of  known  or  suspected 
terrorists  or  terrorist  organizations 
provided  to  them  by  any  Government 
agency. 


Timetable: 

Action  Date  FR  Cite 

ANPRM  02/24/03  68  FR  8568 

ANPRM  Comment  04/10/03 
Period  End 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

URL  For  Public  Comments: 

regcomments@fincen.gov 

Agency  Contact:  Russell  Stephenson, 
Senior  Compliance  Specialist, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  Suite 
4600E,  1099  14th  Street  NW., 
Washington,  DC  20005 
Phone:  202  354-6012 
Fax:  202  354-6411 

Email:  russell.stephenson@fincen.gov 
RIN:  1506-AA41 


2129.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  LOAN  AND 
FINANCE  COMPANIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
loan  and  finance  companies,  as  defined 
in  the  Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA73 


213^.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  BUSINESSES 
ENGAGED  IN  VEHICLE  SALES, 
INCLUDING  AUTOMOBILE,  AIRPLANE, 
AND  BOAT  SALES 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  progreun  requirements  for 
businesses  engaged  in  vehicle  sales, 
including  automobile,  airplane,  and 
boat  sales,  as  defined  in  the  Bank 
Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  02/24/03  68  FR  8568 

ANPRM  Comment  04/10/03 
Period  End 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

Related  RIN:  Split  from  1506-AA28 
RIN:  1506-AA80 


2131.  AMENDMENTS  TO  BANK 
SECRECY  ACT  REGULATIONS— 
CASINO  RECORDKEEPING  AND 
REPORTING  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  PLl  07-56 
Bank  Secrecy  Act 

CFR  Citation:  31  CFR  103 
Legal  Deadline:  None 
Abstract:  FinCEN  is  proposing  to 
exclude,  as  reportable  transactions  in 
currency,  jackpots  from  slot  machines 
and  video  lottery  terminals.  We  are  also 
proposed  to  exclude  certain 
transactions  between  (i)  casinos  and 
currency  dealers  or  exchangers  and  (ii) 
casinos  and  check  cashiers  as 
reportable  transactions  in  currency. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

regcomments@fincen.gov 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 
RIN:  1506-AA84 


2132.  •  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
REQUIREMENT  THAT  CHECK 
CASHERS  REPORT  SUSPICIOUS 
TRANSACTIONS 

Priority:  Info./Admin. /Other.  Major 
status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  PL  5311-5314 
CFR  Citation:  31  CFR  103.20(a){l) 

Legal  Deadline:  None 

Abstract:  We  are  proposing  to  amend 
the  Bank  Secrecy  Act  regulations  to 
require  check  cashers  to  report 
suspicious  transactions  to  the 
Department  of  the  Treasury.  The 
proposed  amendment  constitutes  a  step 
further  in  the  enhancement  of  a 
comprehensive  system  for  the  reporting 
of  suspicious  transactions  hy  major 
categories  of  financial  institutions 
operating  in  the  United  States,  as  part 


of  the  anti-money  laundering  program 
of  the  Department  of  the  Treasury. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

regcomments@fincen.gov 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 
RIN:  1506-AA87 


Department  of  the  Treasury  (TREAS)  Final  Rule  Stage 

Financial  Crimes  Enforcement  Network  (FINCEN) 


2133.  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS 
REGARDING  REPORTING  OF 
CROSS-BORDER  TRANSPORTATION 
OF  CERTAIN  MONETARY 
INSTRUMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  5312(a)(3), 
Bank  Secrecy  Act 

CFR  Citation:  31  CFR  103 
Legal  Deadline:  None 

Abstract:  This  rule  will  require 
reporting  of  cross-border  transportation 
of  certain  negotiable  instruments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/22/97  62  FR  3249 

NPRM  Comment  04/22/97 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

RIN:  1506-AA15 


2134.  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
EXEMPTIONS  FROM  THE 
REQUIREMENT  TO  REPORT 
TRANSACTIONS  IN  CURRENCY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1829b:  12 
USC  1951  to  1959;  31  USC  5311  to 
5330 

CFR  Citation:  31  CFR  103 

Legal  Deadline:  None 

Abstract:  This  document  contains  an 
interim  final  rule  that  further  reforms 
and  simplifies  the  process  by  which 
depository  institutions  may  exempt 
transactions  of  retail  and  other 
businesses  from  the  requirement  to 
report  transactions  in  currency  in 
excess  of  $10,000.  The  interim  final 
rule  is  part  of  a  continuing  program  to 
reduce  unnecessary  burdens  upon 
financial  institutions  complying  with 
the  Bank  Secrecy  Act  and  increase  the 
cost-effectiveness  of  the  counter-money 
laundering  policies  of  the  Department 
of  the  Treasury. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  07/28/00  65  FR  46356 

Interim  Final  Rule  07/31/00 

Effective 


Action  Date  FR  Cite 


Interim  Final  Rule  09/26/00 

Comment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

regcomments@fincen.gov 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

RIN:  1506-AA23 


2135.  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
REQUIREMENT  THAT  NONFINANCIAL 
TRADES  OR  BUSINESSES  REPORT 
CERTAIN  CURRENCY 
TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1829b;  12 
USC  1951  to  1959;  31  USC  5311  et  seq; 
PL  107-56 

CFR  Citation:  31  CFR  103.30 
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Legal  Deadline:  Final,  Statutory,  April 
26,  2002,  interim  final  rule  published 
December  31,  2001. 

Abstract:  This  document  contains  an 
interim  final  rule  amending  the  Bank 
Secrecy  Act  regulations  to  require 
certain  persons  to  report  currency 
received  in  the  course  of  their  trade  or 
business.  ' 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/31/01  66  FR  67685 

Interim  Final  Rule  12/31/01  66  FR  67680 

NPRM  Comment  03/01/02 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

RIN:  1506-AA25 

2136.  CUSTOMER  IDENTIFICATION 
PROGRAMS  FOR  BANKS,  SAVINGS 
ASSOCIATIONS,  AND  CREDIT  UNIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5318(1) 

CFR  Citation:  31  CFR  103.121 

Legal  Deadline:  Final,  Statutory, 
October  25,  2002,  Public  Law  107-56, 
sec  352. 

Abstract:  This  notice  of  proposed 
rulemaking  proposes  to  require  banks, 
savings  associations,  and  credit  unions 
to  establish  written  customer 
identification  programs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/23/02  67  FR  48290 

NPRM  Comment  09/06/02 

Period  End 

Second  NPRM  05/09/03  68  FR  25163 

Final  Rule  05/09/03  68  FR  25090 

Second  NPRM  06/23/03 

Oomment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 


Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 
RIN:  1506-AA31 


2137.  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
REQUIREMENT  THAT  MUTUAL 
FUNDS  REPORT  SUSPICIOUS 
TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  12  USC  1829b;  12 
USC  1951  to  1959;  31  USC  5311  to 
5331;  PL  107-56 
CFR  Citation:  31  CFR  103.15 
Legal  Deadline:  None 

Abstract:  This  document  contains  an 
amendment  to  the  regulations 
implementing  the  statute  generally 
known  as  the  Bank  Secrecy  Act.  The 
amendment  would  require  mutual 
funds  to  report  suspicious  transactions 
to  the  Department  of  the  Treasury.  The 
amendment  constitutes  a  further  step  in 
the  creation  of  a  comprehensive  system 
for  the  reporting  of  suspicious 
transactions  by  the  major  categories  of 
financial  institutions  operating  in  the 
United  States,  as  part  of  the  counter¬ 
money  laundering  program  of  the 
Department  of  the  Treasury. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/21/03  68  FR  2716 

NPRM  Comment  03/24/03 

Period  End 

Final  Rule  Effective  05/04/06  71  FR  2621 3 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Office  of  the  Chief 
Coun.sel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3735 
RIN:  1506-AA37 

2138.  IMPOSITION  OF  SPECIAL 
MEASURES  AGAINST  THE  COUNTRY 
OF  NAURU 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  107-56,  sec  311; 

31  USC  5318A 

CFR  Citation:  31  CFR  103.184 


Legal  Deadline:  None 

Abstract:  This  rule  will  impose 
“special  measures”  against  Nauru. 

Nauru  was  previously  designated  as  a 
country  of  primeu’y  money  laundering 
concern  pursuant  to  section  311  of  the 
USA  PATRIOT  Act  on  December  20, 
2002,  a  prerequisite  for  the  imposition 
of  special  measures. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/17/03  68  FR  18914 

NPRM  Comment  05/1 9/03 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Koko  (Nettie)  Ives, 
Department  of  the  Treasury',  Financial 
Crimes  Enforcement  Network,  1099 
14th  Street  NW.,  Suite  4600, 
Washington,  DC  20005 
Phone:  202  354-6014 
Email:  koko.ives@fincen.gov 

RIN:  1506-AA43 

2139.  FINANCIAL  CRIMES 
ENFORCEMENT;  AMENDMENTS  TO 
THE  BANK  SECRECY  ACT 
REGULATIONS— NOMENCLATURE 
CHANGES  • 

Priority:  Info./Admin./Other.  Major 
status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  5318  et  seq 
CFR  Citation:  31  CFR  103 
Legal  Deadline:  None 

Abstract:  This  document  amends  31 
CFR  part  103  to  reflect  changes  to  the 
structure  of  the  Department  of  the 
Treasury. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 


RIN:  1506-AA61 
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2140.  IMPOSITION  OF  SPECIAL 
MEASURE  AGAINST  FIRST 
MERCHANT  BANK  OSH  LTD,  INCL. 

ITS  SUBSIDIARIES:  FMB  FINANCE 
LTD,  FIRST  MERCHANT 
INTERNATIONAL  INC,  FIRST 
MERCHANT  FINANCE  LTD,  AND 
FIRST  MERCHANT  TRUST  LTD 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  5318A 
CFR  Citation:  3l  CFR  103.189 
Legal  Deadline:  None 

Abstract:  This  document  will  prohibit 
certain  U.S.  financial  institutions  from 
maintaining  correspondent  or  payable- 
through  accounts  in  the  United  States 
for,  or  on  behalf  of,  a  foreign  bank 
determined  to  be  of  primary  money 
laundering  concern. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/24/04  69  FR  51979 

NPRM  Comment  09/23/04 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

www.fincen.gov 

URL  For  Public  Comments: 

regcomments@fincen.gov 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

RIN:  1506-AA65 


2141.  IMPOSITION  OF  SPECIAL 
MEASURE  AGAINST  INFOBANK  AS  A 
FINANCIAL  INSTITUTION  OF  PRIMARY 
MONEY  LAUNDERING  CONCERN 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  5318A 
CFR  Citation:  31  CFR  103.190 
Legal  Deadline:  None 

Abstract:  This  document  will  prohibit 
certain  U.S.  financial  institutions  from 
maintaining  correspondent  or  payable- 
through  accounts  in  the  United  States 
for,  or  on  behalf  of,  a  foreign  financial 


institution  determined  to  be  of  primary 
money  laundering  concern. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/24/04  69  FR  51973 

NPRM  Comment  09/23/04 
Period  End 

Final  Action  06/00/07  ♦ 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Koko  (Nettie)  Ives, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  1099 
14th  Street  NW.,  Suite  4600, 
Washington,  DC  20005 
Phone:  202  354-6014 
Email:  koko.ives@fincen.gov 

RIN:  1506-AA67 


2142.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  MUTUAL  FUNDS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  3l  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
mutual  funds,  as  defined  in  the  Bank 
Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/29/02  67  FR  21 117 

Interim  Final  Rule  05/29/02 

Comment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  the  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3735 

Related  RIN:  Split  from  1506-AA28 
RIN:  1506-AA68 


2143.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  TRAVEL  AGENCIES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-.money 
laundering  program  requirements  for 
travel  agencies,  as  defined  in  the  Bank 
Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/24/03  68  FR  8571 

NPRM  Comment  04/10/03 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required;  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network. 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3758 

Related  RIN:  Split  from  1506-AA28 
RIN:  1506-AA69 


2144.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  INVESTMENT 
ADVISORS  * 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
investment  advisors,  as  defined  in  the 
Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/05/03  68  FR  23646* 

NPRM  Comment  07/07/03 
Period  End 

Final  Action  06/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183- 
Phone:  703  905-3590 
Fax:  703  905-3758 

Related  RIN:  Split  from  1506-AA28 
RIN:  1506-AA71 


2145.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  FINANCIAL 
INSTITUTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h] 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
financial  institutions,  as  defined  in  the 
Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/29/02  67  FR  21 110 

Amendment  to  Interim  11/06/02  67  FR  67547 

Final  Rule 

Interim  Final  Rule  11/14/02  67  FR  68935 
Correction 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Office  of  the  Chief 
Counsel,  Department  of  the  Treasury, 
Financial  Crimes  Enforcement  Network, 
PO  Box  39,  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax-  703  905-3735 

Related  RIN:  Split  from  1506-AA28 
RIN:  1506-AA72 


2146.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  MONEY  SERVICES 
BUSINESSES 

Priority:  Substantive,  Nonsignifrcant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 


Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
money  services  businesses,  as  defined 
in  the  Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

Interim  Finai  Rule  04/29/02  67  FR  21 114 

Interim  Final  Rule  05/29/02 

Comment  Period 
End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA74 


2147.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  COMMODITY 
TRADING  ADVISORS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
commodity  trading  advisors,  as  defined 
in  the  Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/05/03  68  FR  23640 

NPRM  Comment  07/07/03 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 


NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA75 


2148.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  OPERATORS  OF  A 
CREDIT  CARD  SYSTEM 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final.  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requiremeots  for 
operators  of  a  credit  card  system,  as 
defined  in  the  Bank  Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/29/02  67  FR  21 121 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory' 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington.  DC 
20005 

Phone:  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA76 


2149.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  UNREGISTERED 
INVESTMENT  COMPANIES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
luu-egistered  investment  companies,  as 
defined  in  the  Bank  Secrecy  Act. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  09/26/02  67  FR  60617 

NPRM  Comment  11/25/02 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  the  Chief 
Counsel,  Department  of  the  Treasury,. 
Financial  Crimes  Enforcement  Network, 
PO  Box  39.  Vienna,  VA  22183 
Phone:  703  905-3590 
Fax:  703  905-3735 

Related  RIN:  Split  from  1506-AA28, 
Previously  reported  as  1506-AA57 

RIN:  1506-AA77 


2150.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  DEALERS  IN 
PRECIOUS  METALS,  STONES,  OR 
JEWELS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
dealers  in  precious  metals,  stones,  or 
jewels,  as  defined  in  the  Bank  Secrecy 
Act. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

Interim  Final  Rule 
Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


02/21/03  68  FR  8480 
06/09/05  70  FR  33702 
07/25/05 


06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone:  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA78 


Timetable: 


2151.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
ANTI-MONEY  LAUNDERING 
PROGRAMS  FOR  PERSONS 
INVOLVED  IN  REAL  ESTATE 
CLOSINGS  AND  SETTLEMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  5316(h) 

CFR  Citation:  31  CFR  103.65;  31  CFR 
103.66;  31  CFR  103.67 

Legal  Deadline:  Final,  Statutory,  April 
24,  2002,  PL  107-56,  sec  352. 

Abstract:  FinCEN  will  issue  a  series  of 
regulations  regarding  anti-money 
laundering  program  requirements  for 
persons  involved  in  real  estate  closings 
and  settlements,  as  defined  in  the  Bank 
Secrecy  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/03  68  FR  17569 

NPRM  Comment  06/09/03 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Office  of  Regulatory 
Policy  &  Programs,  Department  of  the 
Treasury,  Financial  Crimes 
Enforcement  Network,  1099  14th  Street 
NW.,  Suite  4600,  Washington,  DC 
20005 

Phone;  202  654-6400 

Related  RIN:  Split  from  1506-AA28 

RIN:  1506-AA79 


2152.  AMENDMENT  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
IMPOSITION  OF  SPECIAL  MEASURE 
AGAINST  BANCO  DELTA  ASIA  SARL 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  31  USC  531 8A 

CFR  Citation:  31  CFR  103 

Legal  Deadline:  None 

Abstract:  This  document  will  prohibit 
certain  U.S.  financial  institutions  from 
maintaining  correspondent  or  payable- 
through  accounts  in  the  United  States 
for,  or  on  behalf  of,  a  foreign  bank 
determined  to  be  of  primary  money 
laundering  concern. 


Action  Date  FR  Cite 


Agency  Contact:  Koko  (Nettie)  Ives, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  1099 
14th  Street  NW.,  Suite  4600, 
Washington,  DC  20005 
Phone:  202  354-6014 
Email:  koko.ives@fincen.gov 


2153.  THRESHOLD  FOR  THE 
REQUIREMENT  TO  COLLECT, 

RETAIN,  AND  TRANSMIT 
INFORMATION  ON  FUNDS  TRANSFER 
AND  TRANSMITTAL  OF  FUNDS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  12  USC  1829(B)(3);  12 
USC  1829(b)(2) 

CFR  Citation:  31  CFR  103;  12  CFR  219 


ANPRM  06/21/06  71  FR  35564 

ANPRM  Comment  08/21/06 

Period  End 

Final  Action  06/00/07 


Agency  Contact:  Koko  (Nettie)  Ives, 
Department  of  the  Treasury,  Financial 
Crimes  Enforcement  Network,  1099 
14th  Street  NW.,  Suite  4600, 
Washington,  DC  20005 
Phone;  202  354-6Q14 
Email:  koko.ives@fincen.gov 

RIN:  1506-AA86 


NPRM  09/20/05  70  FR  55217 

Notice  09/20/05  70  FR  55214 

NPRM  Comment  10/25/05 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  Public  Comments: 

www.regcomments@fincen.gov 


RIN:  1506-AA83 


Legal  Deadline:  None 

Abstract:  An  advanced  notice 
concerning  the  $3,000  threshold  for 
wire  transfers. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Leveis  Affected:  None 


23008 


Federal  Register /  Vol.  72,  No.  82  / Monday,  April  30,  2007 /Unified  Agenda 


Department  of  the  Treasury  (TREAS)  Long-Term  Actions 

Financial  Crimes  Enforcement  Network  (FINCEN) 


2154.  AMENDMENTS  TO  THE  BANK 
SECRECY  ACT  REGULATIONS— 
SPECIAL  REPORTING  AND 
RECORDKEEPING  REQUIREMENTS— 
MONEY  SERVICES  BUSINESSES 
(MSBS) 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  31  CFR  103 


Timetable: 

Action  Date  FR  Cite 

NPRM  05/21/97  62  FR  27909 

NPRM  Comment  09/30/97 

Period  End 

Final  Action  To  Be  Determined 

Reguiatory  Flexibiiity  Anaiysis 
Required:  Undetermined 


Government  Leveis  Affected:  None 

Agency  Contact:  Cynthia  L.  Clark 
Phone:  703  905-3758 
Fax:  703  905-3758 
Email:  cynthia.clark@fincen.gov 

RiN:  1506-AA19 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Financial  Crimes  Enforcement  Network  (FINCEN) 


2155.  IMPOSITION  OF  SPECIAL 
MEASURES  AGAINST  THE 
COMMERCIAL  BANK  OF  SYRIA  AS  A 
FINANCIAL  INSTITUTION  OF  PRIMARY 
MONEY  LAUNDERING  CONCERN 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  31  CFR  103.188 


Completed: 

Reason  Date  FR  CKe 

Final  Action  03/1 5/06  71  FR  1 3260 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 


Government  Leveis  Affected:  None 

Agency  Contact:  Koko  (Nettie)  Ives 
Phone:  202  354-6014 
Email:  koko.ives@fincen.gov 

RIN:  1506-AA64 

BILUNG  CODE  4810— 33— S 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Financial  Management  Service  (FMS) 


2156.  CLAIMS  ON  ACCOUNT  OF 
TREASURY  CHECKS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  321;  31  USC 
3328;  31  USC  3331;  31  USC  3343;  31 
USC  3702;  31  USC  3712 

CFR  Citation:  31  CFR  245 
Legal  Deadline:  None 

Abstract:  Title  31  CFR  part  245  governs 
the  issuance  of  replacement  checks  for 
checks  drawn  on  the  United  States 
Treasury  when:  1)  the  original  check 
has  been  lost,  stolen,  destroyed  or 
mutilated,  or  defaced  to  such  an  extent 
that  it  is  rendered  non-negotiable;  2) 
the  original  check  has  been  negotiated 
and  paid  on  a  forged  or  unauthorized 
indorsement:  or  3)  the  original  check 
has  been  cancelled  pursuant  to  31  CFR 
part  240.  This  regulation  is  being 
revised  to  update  the  regulation’s 
definitions  to  make  them  consistent 
with  the  language  of  the  revisions  to 
the  definitions  in  31  CFR  part  240. 
Other  revisions  will  govern  the  use  of 
the  Check  Forgery  Insurance  Fund 
(Fund).  The  Fund  is  a  revolving  fund 
established  to  settle  payee  claims  of 
nonreceipt  where  the  original  check  has 
been  fraudulently  negotiated.  The  Fund 
ensures  that  innocent  payees,  whose 
Treasury  checks  have  been  fraudulently 
cashed,  receive  replacement  checks  in 
a  timely  manner. 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal 

Agency  Contact:  Ella  White,  Program 
Analyst,  Department  of  the  Treasury, 
Financial  Management  Service,  3700 
East-West  Highway,  Hyattsville,  MD 
20782 

Phone;  202  874-8445 
Email:  ella.white@fms.treas.gov 
RIN:  1510-AA51 


2157.  FEDERAL  GOVERNMENT 
PARTICIPATION  IN  THE  AUTOMATED 
CLEARING  HOUSE  (ACH) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  5  USC 
5525;  12  USC  90;  12  USC  265  to  266; 

12  USC  391;  12  USC  1767;  12  USC 
1789(a);  31  USC  321;  31  USC  3122;  31 
use  3301  to  3303;  31  USC  3321;  31 
USC  3325;  31  USC  3327  to  3328;  31 
USC  3332;  31  USC  3335  to  3336;  31 
USC  3720;  31  USC  6503 

CFR  Citation:  31  CFR  210 
Legal  Deadline:  None 
Abstract:  The  Department  of  the 
Treasury,  Financial  Management 
Service  (FMS),  periodically  reviews  the 


private  sector  Automated  Clearing 
House  (ACH)  operating  rules 
established  by  NACHA — The  Electronic 
Payments  Association  and  adopts  or 
declines  each  rule.  FMS  plans  to 
publish  a  notice  of  proposed 
rulemaking  to ’amend  31  CFR  part  210 
to  adopt  certain  ACH  rules,  including 
a  new  ACH  rule  establishing  a  per 
transaction  fee  for  the  origination  and 
receipt  of  ACH  transactions.  In  addition 
to  addressing  ACH  rule  changes,  the 
proposed  rule  will  include  an 
amendment  to  part  210  to  allow 
Federal  agencies  to  issue  part  or  all  of 
an  employee’s  travel  reimbursement  to 
the  travel  card  issuing  bank  for 
crediting  to  the  employee’s  travel  card 
account  (“split  disbursement’’). 
Currently,  31  CFR  210.5  requires  that 
Federal  electronic  payments  other  than 
vendor  payments  be  directed  to  a 
deposit  account  at  the  financial 
institution  “in  the  name  of’  the 
individual.  Treasury  waived  this 
requirement  for  split  disbursement  in 
April  2005.  The  proposed  rule  will 
codify  the  terms  of  the  waiver  in  part 
210.  FMS  anticipates  publishing  the 
proposed  rule  with  a  60-day  comment 
period. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 
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TREAS— FMS 


Proposed  Rule  Stage 


Date  FR  Cite  Timetable: 


NPRM  Comment  07/00/07 
Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  Brushwood, 
Financial  Program  Specialist, 

Settlement  Services  Division, 
Department  of  the  Treasury,  Financial 
Management  Service,  401  14th  Street 
SW.,  Washington,  DC  20227 
Phone:  202  874-1251 
Fax: 202  874-6965 
Email:  bill.brushwood@fms.treas.gov 

Related  RIN:  Related  to  1510-AB13 
RIN:  1510-AB00 

2158.  RULES  AND  PROCEDURES  FOR 
EFFICIENT  FEDERAL-STATE  FUNDS 
TRANSFERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  6503 
CFR  Citation:  31  CFR  205 
Legal  Deadline:  None 

Abstract:  The  Department  of  Treasury, 
Financial  Management  Service  (FMS), 
plans  to  revise  31  CFR  part  205  to 
clarify  the  circumstances  under  which 
federal  interest  liabilities  accrue  for 
certain  Federal  assistance  programs 
Additionally,  changes  to  the  procedures 
and  timeframes  for  submitting 
Treasury/State  Agreements  to  FMS  are 
being  contemplated. 


Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Federalism:  Undetermined 

Agency  Contact:  M.  Fred  Williams, 
CMIA  Program  Manager,  Federal 
Finance,  Department  of  the  Treasury, 
Financial  Management  Service,  401 
14th  Street  SW.,  Washington,  DC  20227 
Phone:  202  874-6736 
Fax:  202  874-6965 
Email:  fred.williams@fms.treas.gov 

RIN:  1510-AB12 

2159.  •  MANAGEMENT  OF  FEDERAL 
AGENCY  DISBURSEMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  12  USC 
90;  12  USC  265  to  266;  12  USC  1767; 

12  USC  1789(a);  31  USC  321;  31  USC 
3122;  31  USC  3301  to  3303;  31  USC 
3321;  31  USC  3325;  31  USC  3327  to 
3328;  31  USC  3332;  31  USC  3335  to 
3336;  31  USC  6503;  PL  104-208 

CFR  Citation:  31  CFR  208 
Legal  Deadline:  None 

Abstract:  The  Department  of  the 
Treasury,  Financial  Management 
Service  (FMS),  plans  .to  publish  a 
notice  of  proposed  rulemaking  to 
amend  31  CFR  part  208  to  allow 
Federal  agencies  to  issue  part  or  all  of 
an  employee’s  travel  reimbursement  to 
the  travel  card  issuing  bank  for 
crediting  to  the  employee’s  travel  card 


account  (“split  disbursement’’). 
Currently,  31  CFR  208.6  requires  that 
Federal  electronic  payments  other  than 
vendor  payments  be  directed  to  a 
deposit  account  at  the  financial 
institution  “in  the  name  of’,  the 
individual.  Treasury  waived  this 
requirement  for  split  disbursement  in 
April  2005.  The  proposed  rule  will 
codify  the  terms  of  the  waiver  in  part 
208.  In  addition,  the  proposed  rule 
would  prohibit  an  agency  from  making 
a  check  payment  to  another  agency, 
and  would  instead  require  that  all 
agency-to-agency  payments  be  made 
through  the  Intra-Governmental 
Payment  and  Collection  System.  FMS 
anticipates  publishing  the  proposed 
rufe  with  a  60-day  comment  period. 
(This  amendment  was  previously 
included  in  RIN  1510-AB00.) 


Timetable: 


Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  Brushwood, 
Financial  Program  Specialist, 
Settlement  Services  Division, 
Department  of  the  Treasury,  Financial 
Management  Service,  401  14th  Street 
SW.,  Washington,  DC  20227 
Phone:  202  874-1251 
Fax:  202  874-6965 
Email;  bill.brushwood@fms.treas.gov 

Related  RIN:  Split  from  1510-AB00 
RIN:  1510-AB13 


Department  of  the  Treasury  (TREAS) 
Financial  Management  Service  (FMS) 


Final  Rule  Stage 


2160.  FEDERAL  CLAIMS  COLLECTION 
STANDARD— COLLECTION  BY 
INSTALLMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  3711;  31  USC 
3717 

CFR  Citation:  31  CFR  901.9 

Legal  Deadline:  None 

Abstract:  Section  901.9,  paragraph  (f) 
is  being  modified,  to  state  that  when 
an  administrative  charge  is  being  paid 


out  of  amounts  collected  from  the 
debtor,  the  amounts  collected  should  be 
applied  to  that  charge  first.  Remaining 
amoimts  are  then  applied  to  penalties, 
any  other  administrative  charges, 
interest,  and  principal. 

Timetable: 


Interim  Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Thomas  Dungan, 
Financial  Program  Specialist,  Debt 
Management  Service,  Department  of  the 
Treasury,  Financial  Management 
Service,  401  14th  Street  SW., 
Washington,  DC  20227 
Phone:  202  874-7349 
Fax:  202  874-7494 
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TREAS— FMS 


Final  Rule  Stage 


Email:  tom.dungan@fms.treas.gov 
RIN:  1510-AA91 


2161.  PAYMENT  OF  FEDERAL  TAXES 
AND  THE  TREASURY  TAX  AND  LOAN 
PROGRAM 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  90;  12  USC 
265  to  266;  12  USC  321;  12  USC  323; 

12  USC  332;  12  USC  391;  12  USC 
1452(d);  12  USC  1464{k);  12  USC  1767; 
12  USC  1789(a);  12  USC  2013;  12  USC 
2122;  12  USC  3102;  12  USC  6302;  31 
USC  3301  to  3304 

CFR  Citation:  31  CFR  203 
Legal  Deadline;  None 

Abstract:  Title  31  CFR  part  203  governs 
the  processing  of  Federal  Tax 
collections  by  financial  institutions  and 
the  operation  of  the  Treasury  Tax  and 
Loan  program.  This  rule  includes 
general  revisions  that  will  provide 
needed  updates  to  support  operational 
changes  to  the  system  used  for  the 
collection  of  corporate  withholding 
taxes  and  the  investment  of  the 
Government’s  excess  operating  funds, 
and  incorporate  other  needed  updates. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected;  Federal 

Agency  Contact:  Thompson  Sawyer, 
Director,  Investment  Management 
Division,  Department  of  the  Treasury, 
Financial  Management  Service,  401 
14th  Street  SW,  Washington,  DC  20227 
Phone:  202  874-7150 


Email:  thompson.sawyer@fms.treas.gov 
RIN:  1510-AB01 


2162.  DEPOSITARIES  AND  FINANCIAL 
AGENTS  OF  THE  FEDERAL 
GOVERNMENT 

Priority:  Info./Admin./Other 

Legal  Authority:  12  USC  90;  12  USC 
265  to  266;  12  USC  391;  12  USC 
1452(d);  12  USC  1464(k);  12  USC 
1789(a);  12  USC  2013;  12  USC  2122; 

12  USC  3101  to  3102;  31  USC  3303; 

31  USC  3336 

CFR  Citation:  31  CFR  202 
Legal  Deadline:  None 

Abstract:  The  Department  of  the 
Treasury,  Financial  Management 
Service,  is  considering  amending  31 
CFR  part  202  for  clarity  and 
consolidation.  Part  202  governs  the 
designation  of  financial  institutions  as 
depositaries  and  financial  agents  of  the 
United  States,  and  their  authorization 
to  accept  deposits  and  perform  other 
services.  The  rule  may  be  updated  to 
reflect  Treasury’s  authority  to  designate 
Federal  Reserve  Banks  as  fiscal  agents 
of  the  United  States  and  to  clarify 
definitions  and  obligations. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Mary  Bailey,  Team 
Leader,  Department  of  the  Treasury, 
Financial  Management  Service,  401 
14th  Street  SW,  Washington,  DC  20227 


Phone:  202  874-7055 

Fax:  202  874-6575 

Email:  mary.bailey@fms.treas.gov 

Related  RIN:  Related  to  1510-ABll 
RIN:  1510-AB10 


2163.  PAYMENT  OF  FEDERAL  TAXES 
AND  THE  TREASURY  LOAN 
PROGRAM 

Priority:  Info./Admin./Other 

Legal  Authority:  3i  USC  323 
CFR  Citation:  31  CFR  203 
Legal  Deadline;  None 

Abstract:  The  Department  of  the 
Treasury,  Financial  Management 
Service,  is  considering  amending  31 
CFR  part  203  to  address  potential 
changes  designed  to  simplify  the 
Treasury  Tax  and  Loan  program.  The 
changes  may  result  in  some  sections 
being  removed  or  placed  in  the 
Treasiuy  Financial  Manual. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Agency  Contact:  Thompson  Sawyer, 
Director,  Investment  Management 
Division,  Department  of  the  Treasury, 
Financial  Management  Service,  401 
14th  Street  SW,  Washington,  DC  20227 
Phone:  202  874-7150 
Email:  thompson.sawyer@fms.treas.gov 

Related  RIN:  Related  to  1510-AB10 
RIN:  1510-ABll 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Financial  Management  Service  (FMS) 


2164.  ADMINISTRATIVE  OFFSET 
UNDER  RECIPROCAL  AGREEMENTS 
WITH  STATES 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  31  CFR  285.6 
Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  01/11/07  72  FR  1283 


Reason  Date  FR  Cite 

Interim  Final  Rule  03/12/07 

Comment  Period 
End 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Thomas  Dungan 
Phone:  202  874-7349 
Fax:  202  874-7494 
Email:  tom.dungan@fms.treas.gov 

RIN:  1510-AB09 

BILLING  CODE  4810— 31— S 
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Department  of  the  Treasury  (TREAS)  Prerule  Stage 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau  (TTB) 


ALCOHOL 


2165.  PROPOSED  REVISIONS  TO  THE  ' 
BEER  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  DSC  5021  to  5056; 
26  use  5061  to  5064;  26  USC  5091 
to  5093;  26  USC  5111  to  5114;  26  USC 
5121  to  5123;  26  USC  5401  to  5403; 

26  USC  5411  to  5418; 

CFR  Citation:  27  CFR  25 


Legal  Deadline:  None 

Abstract:  The  Alcohol  and  Tobacco 
Tax  and  Trade  Bureau  proposes  to 
revise  brewery  regulations  to  Teduce  the 
regulatory  burden  and  streamline 
regulatory  requirements. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Ramona  Hupp, 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  Suite  200E,  1310  G  Street  NW., 
Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  raihona.hupp@ttb.gov 

Related  RIN:  Related  to  1513-AA12 
RIN:  1513-AB05 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau  (TTB) 


ALCOHOL 


2166.  DENATURED  SPIRITS, 
ARTICLES,  AND  NONBEVERAGE 
PRODUCTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  27  CFR  19  to  20;  27  CFR 
27  to  28 

Legal  Deadline:  None 

Abstract:  Modernizes  and  clarifies 
regulations  relating  to  the  following 
activities;  1)  Manufacture  of  articles 
made  with  specially  denatured  alcohol 
(SDA);  2)  exportation  of  SDA  and 
articles  made  with  SDA;  and  3) 
importation  of  denatured  spirits,  fuel 
alcohol,  articles  made  with  SDA,  and 
nonbeverage  alcoholic  products. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  C.  Simon, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-9210 
Fax: 202  927-8525 
Email:  steven.simon@ttb.gov 

RIN:  1513-AB03 


2167.  LABELING  AND  ADVERTISING 
OF  WINES,  DISTILLED  SPIRITS,  AND 
MALT  BEVERAGES 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  27  USC  205 

CFR  Citation:  27  CFR  4:  27  CFR  5;  27 
CFR  7 

Legal  Deadline:  None 

Abstract:  TTB  requests  public 
comment  on  possible  changes  to  the 
labeling  and  advertising  requirements 
of  alcohol  beverage  products  regulated 
by  TTB.  TTB  has  long  required  certain 
labeling,  such  as  brand  name,  class  and 
type,  alcohol  content  (in  the  case  of 
wines  containing  more  than  14  percent 
alcohol  by  volume  and  distilled  spirits), 
net  contents,  and  in-  recent  years  has 
published  updated  standards  for  the 
use  of  carbohydrate  and  calorie  claims. 
Because  of  petitions  to  mandate 
additional  information,  including 
ingredient,  allergen,  alcohol,  calorie, 
and  carbohydrate  content  and  requests 
by  some  to  use  labels  with  at  least 
some  of  that  additional  information  on 
a  voluntary  basis  under  existing  rules, 
TTB  believes  it  is  now  appropriate  to 
consider  revising  the  alcohol  beverage 
labeling  and  advertising  regulations, 
and  seeks  public  comment  on  several 
issues  to  assist  TTB  in  formulating 
specific  regulatory  proposals. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Agency  Contact:  Lisa  M.  Gesser,  TTB 
Program  Coordinator,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  P.O.  Box  128,  Morgaaza, 
MD  10660 

Phone:  301  290-1460 
Fax:  301  290-1463 
Email:  lisa.gesser@ttb.gov 

RIN:  1513-AB07 


2168.  ALTERNATING  BREWERY 
PROPRIETORS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  5051;  26  USC 
5401 

CFR  Citation:  27  CFR  25 
Legal  Deadline:  None 
Abstract:  TTB  is  establishing 
guidelines  for  the  establishment  of 
alternating  proprietors  at  brewery 
premises.  These  guidelines  will  provide 
standards  for  the  establishment  of  an 
alternating  proprietorship  at  a  breweiy 
premises,  and  will  provide  guidelines 
for  the  operations  of  these  premises  hy 
separate  established  brewers.  They  will 
give  guidance  on  operations,  tax 
payment,  recordkeeping,  reporting,  and 
segregation  of  products  made  by 
separate  brewers. 

Timetable: 


Action  Date  FR  Cite 

ANPRM  04/29/05  70  FR  22274 

ANPRM  Comment  06/23/05  70  FR  36359 

Period  Extended 
ANPRM  Comment  09/26/05 

Period  End 

NPRM  07/00/07 


Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
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Agency  Contact:  Ramona  L.  Hupp, 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  1310  G  Street  NW.,  Suite  200E, 
Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  raijiona.hupp@ttb.gov 

RIN:  1513-AB09 


2169.  USE  OF  THE  WORD  “PURE”  OR 
ITS  VARIANTS  IN  THE  LABELING  AND 
ADVERTISING  OF  ALCOHOL 
BEVERAGES 

Priority:  Other  Significant 

Legal  Authority:  27  USC  205 

CFR  Citation:  27  CFR  4  to  5;  27  CFR 
7 

Legal  Deadline:  None 

Abstract:  TTB  is  considering  amending 
the  regulations  concerning  the  use  of 
the  word  “pure”  or  its  variants  in  the 
labeling  and  advertising  of  alcohol 
beverages.  We  wish  to  gather 
information  by  inviting  comments  from 
the  public  and  industry  as  to  whether 
the  existing  regulations  should  be 
revised. 

Timetable: 

Action  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
Period  End 
ANPRM  Comment 
Period  Extended 
ANPRM  Comment 
Period  End 
NPRM 


12/07/05  70  FR  72731 
02/06/06 

02/16/06  71  FR8228 

03/20/06 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affqpted:  None 

Agency  Contact:  Lisa  M.  Gesser,  TTB 
Program  Coordinator,  Department  of  the 
Treasury’,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  P.O.  Box  128,  Morganza, 
MD  20660 

Phone:  301  290-1460 
Fax:  301  290-1463 
Email:  lisa.gesser@ttb.gov 

RIN:  1513-AB16 


2170.  PROPOSED  EXPANSION  OF 
THE  SANTA  MARIA  VALLEY 
VmCULTURAL  AREA 

Priority:  Routine  and  Frequent 
Legal  Authority:  27  USC  205(e) 


CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  Santa  Maria  Valley 
viticultural  area  (27  CFR  9.28)  lies 
within  the  larger  Central  Coast 
viticultural  area  of  California.  The 
proposed  expansion  to  the  Santa  Maria 
Valley  viticultural  area  boundary  line 
extends  to  the  south  and  west  of  the 
current  boundaries,  within  Santa 
Barbara  County,  California. 
Distinguishing  features  include  terrain, 
climate,  soils,  and  the  Santa  Maria 
River  watershed.  The  proposed 
e.xpansion  area  includes  vineyards  and 
wineries. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB31 


2171.  PROPOSED  AMENDMENT  TO 
THE  STANDARDS  OF  IDENTITY  FOR 
DISTILLED  SPIRITS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205(e) 

CFR  Citation:  27  CFR  5.22 
Legal  Deadline:  None 

Abstract:  TTB  has  received  a  petition 
to  establish  Cachaga  as  a  distinctive 
product  of  Brazil.  TTB  proposes  to 
amend  the  regulations  governing 
standards  of  identity  for  distilled  spirits 
accordingly. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Daniel  J.  Hiland, 
Program  Manager,  Department  of  the 


Proposed  Rule  Stage 


Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW'.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  daniel.hiland@ttb.gov 

RIN:  1513-AB33 


2172.  MODIFICATION  OF 
MANDATORY  LABEL  INFORMATION 
FOR  WINE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  4.32 
Legal  Deadline:  None 

Abstract:  This  proposed  regulatory 
change  would  permit  alcohol  content 
information  to  appear  on  any  label 
affixed  to  a  wine  container.  Current 
regulations  require  alcohol  content  to 
appear  on  the  brand  label. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maria  E.  Mahone, 
Writer-Editor,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-1620 
Fax:  202  927-8525 
Email:  maria.mahone@ttb.gov 

RIN:  1513-AB36 


2173.  •  PROPOSED  ESTABLISHMENT 
OF  THE  UPPER  MISSISSIPPI  RIVER 
VALLEY  VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  TTB  proposes  to  establish  the 
29,914-square  mile  “Upper  Mississippi 
River  Valley”  viticultural  area  in 
portions  of  southeast  Minnesota, 
southwest  Wisconsin,  northwest 
Illinois,  and  northeast  Iowa.  The  Upper 
Mississippi  River  Wildlife  and  Fish 
Refuge  Act  of  1924  provides  an 
historical  perspective  in  support  of  the 
Upper  Mississippi  River  Valley 
viticultural  area.  The  boundary  closely 
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follows  Major  Land  Resource  Area  105, 
managed  by  the  Natural  Resources 
Conservation  Service,  under  the  U.S. 
Department  of  Agriculture. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB40  . 


2174.  •  PROPOSED  ESTABLISHMENT 
OF  THE  PINE  MOUNTAIN-MAYACMAS 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  4,600-acre  “Pine 
Mountain-Mayacmas”  proposed 
viticultural  area  lies  approximately  90 
miles  north-northwest  of  San  Francisco, 
California,  off  U.S.  Route  101  in 
Sonoma  and  Mendocino  Counties,  on 
the  western  side  of  the  Mayacmas 
range.  Distinguishing  features  include 
mountainous  soils,  steep  topography 
with  high  elevations,  and  a  growing 
season  climate  that  contrasts  to  the 
valley  floor  below.  Also,  the  Pine 
Mountain  vineyards,  5  to  20-acie  small 
plots  with  flat  or  gently  sloping 
terrains,  nestle  among  the  steep 
mountainous  terrains. 

Timetable: 

Action  Date  FR  Cite 

NPRM  O8/O9/O7 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 


Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 
RIN:  1513-AB41 


2175.  •  PROPOSED  ESTABLISHMENT 
OF  THE  LAKE  CHELAN 
VITICULTURAL  AREA 
Priority:  Routine  and  Frequent 
Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  30,440-acre  Lake  Chelan 
proposed  viticultural  area  lies  east- 
northeast  of  Seattle,  Washington,  on  the 
east  side  of  the  Cascade  range  in 
Chelan  County.  Distinguishing  features 
include  the  alpine  valley  setting,  lake¬ 
moderated  climate,  and  soils  rich  in 
volcanic  pumice. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349. 

Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB42 


2176.  •  PROPOSED  EXPANSION  OF 
THE  FORT  ROSS  SEA  VIEW 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  proposed  expansion  to 
the  Fort  Ross  Seaview  viticultural  area 
would  add  an  additional  15,726  acres 
along  its  northern-most  boundary  line. 
The  Fort  Ross  Seaview  viticultural  area 
is  located  in  western  Sonoma  County, 
California,  just  east  of  the  Pacific 
coastline. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Taji  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb  gov 

RIN:  1513-AB44 


2177.  •  PROPOSED  ESTABLISHMENT 
OF  THE  HAW  RIVER  VALLEY 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  proposed  868-square 
mile  Haw  River  Valley  viticultural  area 
lies  in  the  north-central  Piedmont  area 
of  North  Carolina  on  both  sides  of  the 
Haw  River.  Distinguishing  features 
include  its  geology,  soils,  elevation,  and 
climate.  The  Haw  River  watershed 
plays  a  significant  role  in  the 
determination  of  the  proposed 
boundary. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB45 


2178.  •  PROPOSED  ESTABLISHMENT 
OF  THE  INDIANA  UPLANDS 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 
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Abstract:  The  proposed  4,800-square 
mile  Indiana  Uplands  viticultural  area 
in  south-central  Indiana  includes  150 
acres  of  vineyards  and  nine  wineries. 

It  partially  overlaps  with  the  Ohio 
River  Valley  viticultural  area  (27  CFR 
9.78).  Distinguishing  features  of  the 
proposed-  Indiana  Uplands  viticultural 
cnea  include  its  non-glaciated  plateau 
geology,  thin  residual  soil  and  loess 
cover,  variable  topography,  and  a 
unique  growing  climate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 


Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB46 


2179.  •  PROPOSED  EXPANSION  OF 
THE  PASO  ROBLES  VITICULTURAL 
AREA 

Priority:  Routine  and  Frequent 
Legal  Authority:  27  U.S.C.  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  proposed  southward 
expansion  to  the  established  Paso 
Robles  viticultural  area  includes  a 
region  with  similar  distinguishing  and 
viticultural  features.  Also,  the  current 
boundary  line  divides  a  large  vineyard 
with  acreage  on  both  sides  of  the  line. 


The  expansion  included  a  portion  of 
the  historic  Santa  Margarita  land  grant 
omitted  from  the  Paso  Robles 
viticultural  area. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB47 


FIREARMS 


2180.  FIREARMS  AND  AMMUNITION 
EXCISE  TAXES,  CONSIGNMENT 
SALES  OF  IMPORTED  ARTICLES 

Priority:  Other  Significant 
Legal  Authority:  26  USC  4181  to  4182; 
26  USC  4216  to  4219;  26  USC  4221 
to  4223;  26  USC  4225;  26  USC  6001; 

26  USC  6011;  26  USC  6020  to  6021; 

26  USC  6061;  26  USC  6071;  26  USC 
6081;  26  USC  6091;  26  USC  6101  to 
6104;  26  USC  6109;  26  USC  6151;  26 
USC  6155;  26  USC  6161;  26  USC  6301 
to  6303;  26  USC  6311;  26  USC  6402; 

26  USC  6404;  26  USC  6416;  26  USC 
7502;  26  USC  7805 
CFR  Citation:  27  CFR  53.121 
Legal  Deadline:  None 
Abstract:  TTB  is  amending  the 
regulations  relating  to  the  payment  of 
excise  taxes  on  firearms  and 
ammunition.  The  proposed  amendment 
will  clarify  the  tax  liability  of  a 
domestic  consignee  who  sells  imported 
firearms  or  ammunition  on  behalf  of  a 
resident  of  a  foreign  country. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  Public  Comments: 

nprm@ttb.gov 

Agency  Contact:  Karl  O.  Joedicke, 
Project  Coordinator,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  1310  G  Street  NW.,  Suite 
200E.  Washington,  DC  20220 
Phone:  202  927-7460 
Fax:  202  927-8525 
Email:  karl.joedicke@ttb.gov 

RIN:  1513-AB12 


2181.  DETERMINATION  OF  TAX  AND 
RECORDKEEPING  ON  LARGE 
CIGARS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  5701;  26  USC 
5702 

CFR  Citation:  27  CFR  40;  27  CFR  41 
Legal  Deadline:  None 

Abstract:  This  notice  incorporates  most 
of  the  parts  of  Industry  Circular  91-3, 
dated  March  19,  1991,  entitled  “Large 
Cigar  Taxes  On  and  After  January, 
1991”  that  have  not  been  placed  in  the 
regulations.  This  notice  addresses 
questions  about  determining  the 
amount  of  tax  for  large  cigars  based  on 
their  sale  price  and  gives  guidance  on 
tax  adjustments  for  large  cigars 
provided  at  no  cost  in  connection  with 
a  sale. 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC22 

Agency  Contact:  Amy  R.  Greenberg, 
Management  Analyst,  Department  of 
the  Treasury,  Alcohol  and  Tobacco  Tax 
and  Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  amy.greenberg@ttb.gov 

RIN:  1513-AA16 


2182.  PROPOSED  REVISIONS  TO  THE 
DISTILLED  SPIRITS  PLANT 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  27  CFR  19 
Legal  Deadline:  None 

Abstract:  TTB  is  proposing  to  amend 
the  distilled  spirits  plant  regulations  in 
27  CFR  part  19.  Many  of  these 
proposed  revisions  are  the  result  of  a 
petition  submitted  by  the  Distilled 
Spirits  Council  of  the  United  States 
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(DISCUS).  Other  proposed  revisions  are 
a  result  of  TTB’s  own  comprehensive 
review  of  the  regulations  in  27  CFR 
part  19.  TTB  believes  that  the 
amendments  proposed  in  this  notice 
will  benefit  the  distilled  spirits 
industry  hy  modernizing  many  of  the 
requirements  for  operating  distilled 
spirits  plants  and  thereby  allow 
proprietors  to  operate  in  a  more 
efficient  manner. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC52 

Agency  Contact:  Daniel  J.  Hiland, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax: 202  927-8525 
Email:  daniel.hiland@ttb.gov 

RIN:  1513-AA23 


2183.  PROPOSED  ADDITION  OF  NEW 
GRAPE  VARIETY  NAMES  FOR 
AMERICAN  WINES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  4 
Legal  Deadline:  None 

Abstract:  TTB  has  received  petitions 
proposing  to  add  several  names  to  the 
list  of  grape  variety  names  used  to 
designate  American  wines. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC79 

Agency  Contact:  Jennifer  Berry,  TTB 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  P.O.  Box  18152,  Roanoke,  VA 
24014 


Phone:  540  344-9333 
Fax:  540  344-5855 
Email:  jennifer.berry@ttb.gov 

RIN:  1513-AA42 


2184.  PETITION  TO  ESTABLISH 
SANTA  MARIA  BENCH  AS  A  NEW 
AMERICAN  VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  TTB  received  a  petition  from 
Cambria  Winery  and  Vineyard 
proposing  to  establish  the  “Santa  Maria 
Bench”  viticultural  area  in  Santa 
Barbara  County,  California.  The 
petitioned  viticultural  area  has  4,130 
acres,  with  1,754  acres  planted  to  wine 
grapes,  and  is  within  the  established 
Santa  Maria  and  the  Central  Coast 
viticultural  areas. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC93 

Agency  Contact:  Ramona  L.  Hupp, 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  1310  G  Street  NW.,  Suite  200E, 
Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  ramona.hupp@ttb.gov 

RIN:  1513-AA51 


2185.  FORM  TTB  F  5100.51,  FORMULA 
AND  PROCESS  FOR  DOMESTIC  AND 
IMPORTED  ALCOHOL  BEVERAGES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205:  26  USC 
5222  to  5223;  26  USC  5232;  26  USC 
5386;  26  USC  5401;  26  USC  5555 

CFR  Citation:  27  CFR  5;  27  CFR  7;  27 
CFR  19:  27  CFR  24  to  26 

Legal  Deadline:  None 

Abstract:  This  project  replaces  existing 
forms  used  for  the  submission  of 
formulas  for  wine  and  distilled  spirits 
with  a  single,  new  form,  TTB  F 


5100.51,  Formula  and  Process  for 
Domestic  and  Imported  Alcohol 
Beverages,  to  be  used  by  all  producers 
and  importers  of  alcohol  beverages. 

This  new  form  also  replaces  the 
existing  letterhead  formulas  used  for 
submission  of  beer  formulas.  Use  of 
this  new  form  will  allow  all  alcohol 
beverage  producers  to  use  the  same 
form  and  submit  the  same  information 
for  the  production  and  importation  of 
any  kind  of  alcohol  beverage. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Agency  Contact:  Roberta  Sanders, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  400W,  1310  G 
Street  NW,  Washington,  DC  20220 
Phone:  202  927-8116 
Fax:  202-927-8487 
Email:  roberta.sanders@ttb.gov 

Grade  Joy,  Assistant  Director, 
Department  of  the  Treasury,  Alcohol 
and  Tobacco  Tax  and  Trade  Bureau, 
Suite  400W,  1310  G  Street  NW, 
Washingtonq,  DC  20220 
Phone:  202  927-0638 
Fax:  202-927-8487 
Email:  gracie.joy@ttb.gov 

RIN:  1513-AB28 


2186.  NONBEVERAGE  PRODUCT 
FORMULAS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  27  CFR  17 

Legal  Deadline:  None 

Abstract:  TTB  is  amending  27  CFR  part 
17  to  allow  manufacturers  to  self-certify 
that  their  products  meet  the  legal 
requirements  for  nonbeverage 
drawback.  A  temporary  rule  will  allow 
this  new  procedure  as  an  optional 
alternative,  and  a  concurrent  notice  of 
proposed  rulemaking  (NPRM)  will 
propose  making  the  new  procedure 
mandatory.  Thereafter,  the  changes 
proposed  in  the  NPRM  may  be  made 
permanent  by  a  final  rule. 
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Timetable: 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Interim  Final  Rule  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  C.  Simon, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-9210 
Fax:  202  927-8525 


Email:  steven.simon@ttb.gov 
RIN:  1513-AB35 

2187.  PROPOSED  REVISION  OF  PART 
9— AMERICAN  VITICULTURAL  AREAS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205 

CFR  Citation:  27  CFR  9 

Legal  Deadline:  None 

Abstract:  TTB  is  proposing  to  revise 
27  CFR  part  9.  Through  this  revision, 
we  will  streamline,  clarify,  and 
modernize  the  requirements  for 
submitting  American  viticultural  area 
petitions  to  TTB. 


Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Rita  D.  Butler, 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  Suite  200E,  1310  G  Street  NW., 
Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  rita.butler@ttb.gov 

RIN:  1513-AB39 


Department  of  the  Treasury  (TREAS)  Final  Rule  Stage 
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2188.  NEW  CERTIFICATION 
REQUIREMENTS  FOR  IMPORTED 
WINE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  108-429,  sec  202 

CFR  Citation:  27  CFR  4;  27  CFR  24; 

27  CFR  27 

Legal  Deadline:  None 

Abstract:  TTB  is  amending  the  wine 
regulations  to  implement  new 
certification  requirements  for  imported 
wine  required  by  the  Miscellaneous 
Trade  and  Technical  Corrections  Act  of 
2004. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/24/05  70  FR  49516 

Interim  Final  Rule  08/24/05  70  FR  49479 

Interim  Final  Rule  08/24/05 

Effective 

Final  Rule  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Jennifer  Berry,  TTB 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  P.O.  Box  18152,  Roanoke,  VA 
24014 

Phone:  540  344-9333 
Fax:  540  344-5855 


Email:  jennifer.berry@ttb.gov 
RIN:  1513-ABOO 


2189.  MAJOR  FOOD  ALLERGEN 
LABELING  FOR  WINES,  DISTILLED 
SPIRITS,  AND  MALT  BEVERAGES 

Priority:  Other  Significant 

Legal  Authority:  27  USC  205(e) 

CFR  Citation:  27  CFR  4.32;  27  CFR 
5.32;  27  CFR  7.22 

Legal  Deadline:  None 

Abstract:  Pursuant  to  the  House 
Committee  Report  accompanying  the. 
Food  Allergen  Labeling  and  Consumer 
Protection  Act  of  2004  (Pub.  L.  108- 
282),  TTB  will  consider  how  to 
appropriately  apply  allergen  labeling  to 
beverage  alcohol  products.  We  will 
consider  how  allergen  labeling  for  these 
products  will  operate  within  our 
existing  labeling  regulations  and  with 
FDA  regulations. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

04/29/05 

70  FR  22274 

ANPRM  Comment 

09/26/05 

Period  End 

NPRM 

07/26/06 

71  FR  42329 

Interim  Final  Rule 

07/26/06 

71  FR  42260 

Interim  Final  Rule 

07/26/06 

Effective 

NPRM  Comment 

09/25/06 

Period  End 

Comment  Period 

09/20/06 

71  FR  54943 

Extended 

Action  Date  FR  Cite 

Comment  Period  End  1 2/26/06 
Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lisa  M.  Cesser,  TTB 
Program  Coordinator,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  P.O.  Box  128,  Morganza, 
MD  20660 

Phone:  301  290-1460 
Fax:  301  290-1463 
Email:  lisa.ge.sser@ttb.gov 

Related  RIN:  Related  to  1513-AB07  ' 

RIN:  1513-AB08 


2190.  QUARTERLY  EXCISE  TAX 
FILING  FOR  SMALL  ALCOHOL 
EXCISE  TAXPAYERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  5061  as 
amended  by  PL  109-59 

CFR  Citation:  27  CFR  19;  27  CFR  24; 

27  CFR  25;  27  CFR  26;  27  CFR  70; 
Legal  Deadline:  NPRM,  Statutory, 
January  1,  2006,  Public  Law  109-59. 
Abstract:  Implementation  of  the 
quarterly  excise  tax  payment  procedure 
for  small  alcohol  excise  taxpayers 
contained  in  section  11127  of  Public 
Law  109-59,  the  Safe,  Accountable, 
Flexible,  Efficient  Transportation 
Equity  Act:  A  Legacy  for  Users,  which 
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amended  section  5061  of  the  Internal 
Revenue  Code  of  1986. 

Timetable: 

Action  Date  FR  Cite 


Temporary  Rule 
Effective  Date 
Temporary  Rule  With 
NPRM 
NPRM 

NPRM  Comment 
Period  End 
Final  Rule 


01/01/06 

02/02/06  71  FR  5598 

02/02/06  71  FR  5629 
04/03/06 

06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Marjorie  D.  Ruhf, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  marjorie.ruhf@ttb.gov 

RIN:  1513-AB17 


2191.  GREEN  VALLEY  OF  RUSSIAN 
RIVER  VALLEY 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  Winegrowers  and 
Vintners  of  Sonoma  County’s  Green 
Valley  group  proposes  to  rename  the 
“Sonoma  County  Green  Valley” 
viticultural  area  (27  CFR  9.57)  as  the 
“Green  Valley  of  Russian  River  Valley” 
viticultural  area,  with  the  size  and 
boundaries  remaining  unchanged.  The 
group  explains  the  name  change  is 
warranted  because  the  region  is 
commonly  referred  to  as  “Green 
Valley,”  without  the  Sonoma  County 
modifier.  They  add  th^tjhe  Sonoma 
County  Green  Valley  viticultural  area 
is  considered  as  a  sub-appellation  of 
the  Russian  River  Valley  viticultural 
area  by  virtue  of  location  and  similar 
climate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/02/06  71  FR  25795 

NPRM  Comment  07/03/06 
Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bmreau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB18 


2192.  LEHIGH  VALLEY 
Priority:  Routine  and  Frequent 
Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  Lehigh  Valley  Wine  Trail 
Appellation  Committee  proposed  the 
establishment  of  the  Lehigh  Valley 
viticultural  area,  which  includes  1,888 
square  miles  and  220  vineyard  acres, 
north  of  Philadelphia,  in  Lehigh, 
Northampton,  Berks,  Schuylkill, 

Carbon,  and  Moru-oe  counties  in 
Pennsylvania.  Distinguishing  features 
include  climate,  soil,  and  terrain. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/08/06  71  FR  65437 

NPRM  Comment  01/08/07 
Period  End 

Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB19 


2193.  SWAN  CREEK 
Priority:  Routine  and  Frequent 
Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  Raffaldini  Vineyards 
submitted  a  petition  to  establish  the 
96,000-acre  Swan  Creek  viticultural 


area  on  behalf  of  the  Vineyards  of  Swan 
Creek  Trade  Association,  a  group  of 
vineyards  and  wineries  in  northwest 
North  Carolina.  At  the  time  of  the 
petition,  the  proposed  boundaries  of 
the  agricultural  and  rural  area  include 
three  wineries  and  75  acres  of 
vineyards.  Portions  of  Wilkes,  Yadkin, 
and  Iredell  counties  are  in  the  proposed 
boundaries,  as  is  approximately  60 
percent  of  the  established  Yadkin 
Valley  viticultural  area  (27  CFR  9.174). 
Timetable: 

Action  Date  FR  Cite 

NPRM  09/12/06  71  FR  53612 

NPRM  Comment  1 1/1 3/06 

Period  End 

Final  Rule  10/00/07 

R^ulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB20 


2194.  SAN  FRANCISCO  BAY 
EXPANSION 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  Hestan  Vineyards  proposes  to 
expand  the  San  Francisco  Bay 
viticultural  area  northward  into  Solano 
County,  California.  This  56,280-acre 
expansion  will  include  two  acres  of 
vineyards  and  portions  of  the 
Carquinez  Strait  in  the  City  of  Vallejo. 
The  distinguishing  features  include 
climate,  soil,  and  terrain. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/05/06  71  FR  70472 

NPRM  Comment  02/05/07 
Period  End 

Final  Rule  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
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Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB21 


2195.  SNAKE  RIVER  VALLEY 
Priority:  Routine  and  Frequent 
Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  wine  grape  growers  of 
the  Snake  River  Valley  in  Idaho,  the 
I  Idaho  Grape  Growers  and  Wine 

Producers  Commission,  and  the  Idaho 
Department  of  Commerce  and  Labor 
submitted  a  petition  to  establish  the 
8,263-square  mile  Snake  River  Valley 
viticultural  area.  The  area  includes 
portions  of  western  Idaho  and  eastern 
Oregon.  The  proposed  boundaries 
include  15  wineries,  46  vineyards,  and 
1,107  acres  of  commercial  vineyard 
production. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/17/06  71  FR  40458 

NPRM  Comment  09/15/06 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 
RIN:  1513-AB22 


2196.  PROPOSED  EXPANSION  OF 
THE  ALEXANDER  VALLEY 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 
Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legai  Deadline:  None 
Abstract:  The  petitioner  proposes  to 
expand  the  Alexander  Valley 


viticultural  area  by  1,300  acres,  in  a 
region  along  Hiatt  Road  adjacent  to  the 
current  diagonal  northwestern 
boundary.  The  proposed  expansion 
area,  south-southwest  of  Cloverdale, 
resembles  an  east-facing  triangle  that 
joins  the  diagonal  northwestern 
boundary  line.  The  current  diagonal 
boundary  line  divides  a  vineyard, 
leaving  about  10  acres  outside  of  the 
established  Alexander  Valley 
viticultural  area.  Expansion  of  the 
boundary  line  would  correct  this 
vineyard  problem  and  allow  for  another 
vineyard  to  be  included  in  the 
viticultural  area. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/17/06  71  FR  40465 

NPRM  Comment  09/15/06 

Period  End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB23 


2197.  PROPOSED  ESTABLISHMENT 
OF  THE  TULOCAY  VITICULTURAL 
AREA 

Priority:  Routine  and  Frequent 

Legai  Authority:  27  USC  205(e) 

CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  petitioner  proposes  to 
establish  the  11,200-acre  Tulocay 
viticultural  area.  The  Tulocay  region  is 
totally  within  the  established  Napa 
Valley  viticultural  area  and  the  larger, 
multi-county  North  Coast  viticultural 
area  in  California.  The  distinguishing 
features  of  the  proposed  viticultural 
area  include  a  unique  microclimate  and 
geography. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/08/06  71  FR  65432 


Action  Date  FR  Cite 


NPRM  Comment  01/08/07 

Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220  • 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB26 


2198.  PROPOSED  ESTABLISHMENT 
OF  THE  PASO  ROBLES  WESTSIDE 
VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205(e) 

CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  proposed  179,622-acre 
Paso  Robles  Westside  viticultural  area 
is  located  in  California  about  30  miles 
inland  from  the  Pacific  Ocean  and  180 
miles  south  of  San  Francisco.  The 
proposed  viticultural  area  is  totally 
within  San  Luis  Obispo  County,  the 
Paso  Robles  viticultural  area,  and  the 
multi-county  Central  Coast  viticultural 
area.  The  establishment  of  the  proposed 
Paso  Robles  Westside  viticultural  area 
would  not  affect  the  existing,  larger 
Paso  Robles  viticultural  area. 
Distinguishing  features  of  the  proposed 
Paso  Robles  Westside  viticultural  area 
include  climate,  soils,  and  topography. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Comment  Period 
Extended 
Final  Rule 


01/24/07  72  FR  3088 
03/26/07 

04/24/07 

03/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
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Phone:  415  271-1254 

Fax:  707-778-6349 

Email:  nancy;sutton@ttb.gov 

RIN:  1513-AB27 

FIREARMS 


2199.  FIREARMS  EXCISE  TAX; 
EXEMPTION  FOR  SMALL 
MANUFACTURERS,  PRODUCERS, 
AND  IMPORTERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  4181  to  4182; 
26  USC  4216  to  4219;  26  USC  4221 
to  4223;  26  USC  4225;  26  USC  6001; 

26  USC  6011;  26  USC  6020  to  6021; 

26  USC  6071;  26  USC  6081;  26  USC 
6091;  26  USC  6101  to  6104;  26  USC 
6109;  26  USC  6151;  26  USC  6155;  26 
USC  6161;  26  USC  6301  to  6303;  26 
USC  6311;  26  USC  6402;  26  USC  6404; 
26  USC  6416;  26  USC  7502;  26  USC 
7805 


CFR  Citation:  27  CFR  53.62 
Legal  Deadline:  None 

Abstract:  This  final  rule  amends  the 
regulations  administered  by  the 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau  to  reflect  the  small 
manufacturers  excise  tax  exemption 
contained  in  section  5241  of  the  Safe, 
Accountable,  Flexible,  Efficient 
Transportation  Equity  Act:  A  Legacy  for 
Users.  Section  5241  of  this  Act 
amended  section  4182  of  the  Internal 
Revenue  Code  of  1986  to  exempt  any 
pistol,  revolver,  or  firearm  from  the  tax 
imposed  by  section  4181  if  it  was 
manufactured,  produced,  or  imported 
by  a  person  who  mEmufactures, 
produces,  or  imports  less  than  an 
aggregate  of  50  such  articles  during  the 
calendar  year. 


Timetable: 

Action  Date  FR  Cite 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Karl  O.  Joedicke, 
Project  Coordinator,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  1310  G  Street  NW.,  Suite 
200E,  Washington,  DC  20220 
Phone:  202  927-7460 
Fax:  202  927-8525 
Email:  karl.joedicke@ttb.gov 

RIN:  1513-AB25 


TOBACCO  PRODUCTS 


2200.  REMOVAL  OF  TOBACCO 
PRODUCTS  AND  CIGARETTE  PAPERS 
AND  TUBES,  WITHOUT  PAYMENT  OF 
TAX,  FOR  USE  BY  THE  UNITED 
STATES  IN  LAW  ENFORCEMENT 
ACTIVITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  5703  to  5705; 
26  USC  5723;  26  USC  5741;  26  USC 
5751;  26  USC  5762  to  5763;  26  USC 
6313;  26  USC  7212;  26  USC  7342;  26 
USC  7606;  26  USC  7805;  44  USC 
3504(h) 

CFR  Citation:  27  CFR  45.31 
Legal  Deadline:  None 

Abstract:  The  Department  of  the 
Treasury  and  the  Alcohol  and  Tobacco 
Tax  and  Trade  Bureau  propose  to 
amend  the  regulations  relating  to  the 
removal  of  tobacco  products  and 
cigarette  papers  and  tubes,  without 
payment  of  tax,  for  use  by  the  United 
States  in  law  enforcement  activities. 
Specifically,  we  propose  to  allow 
manufacturers  of  tobacco  products  and 
cigarette  papers  and  tubes  to  remove 
these  articles  without  payment  of  tax 
for  use  by  Federal  agencies  in  their  law 
enforcement  activities,  and  to  exempt 
packages  of  those  removed  products 
fiom  the  tax-exempt  labeling 


requirement.  We  take  this  action  to 
timely  meet  the  needs  of  Federal  law 
enforcement  operations,  particularly 
investigations  involving  tobacco 
diversion  and  cigarette  smuggling. 

Timetable: 


Action  Date  FR  Cite 


Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Rule 


04/15/05  70  FR  19888 
04/15/05 

•06/15/05 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Maria  E.  Mahone, 
Writer-Editor,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-1620 
Fax:  202  927-8525 
Email:  maria.mahone@ttb.gov 


RIN:  1513-AA99 


2201.  TAX  CLASSIFICATION  OF 
CIGARS  AND  CIGARETTES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  5142  to  5143; 
26  USC  5146;  26  USC  5701;  26  USC 
5703  to  5705;  26  USC  5711  to  5713; 

26  USC  5721  to  5723;  26  USC  5731; 

26  USC  5741;  26  USC  5751;  26  USC 
5753  to  5754;  26  USC  5761  to  5763; 

26  USC  6061;  26  USC  6065;  26  USC 
6109;  26  USC  6151;  26  USC  6301  to 
6302;  26  USC  6311;  26  USC  6313;  26 
USC  6402;  26  USC  6404;  26  USC  6423; 

26  USC  6676;  26  USC  6806;  26  USC 
7011;  26  USC  7212;  26  USC  7325;  26 
USC  7342;  26  USC  7502  to  7503;  26 
USC  7606;  26  USC  7805;  31  USC  9301; 
31  USC  9303  to  9304;  31  USC  9306; 

18  USC  2342;  26  USC  5708;  26  USC 
7101;  26  USC  7651  to  7652;  44  USC 
3504(h) 

CFR  Citation:  27  CFR  40.11  to  40.13; 

27  CFR  41.11  to  41-13;  27  CFR  44.11 
to  4-13;  27  CFR  45.11  to  45-13 

Legal  Deadline:  None 

Abstract:  TTB  is  proposing  changes  to 
the  regulations  that  govern  the 
classification  and  labeling  of  cigars  and 
cigarettes  for  Federal  excise  tax 
purposes  under  the  Internal  Revenue 
Code  of  1986.  The  proposed  regulatory 
changes  address  concerns  that  TTB  has 
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regarding  the  adequacy  of  the  current 
regulatory  standards  for  distinguishing 
between  cigars  and  cigarettes.  The 
document  also  summarizes  and 
responds  to  three  petitions  received  by 
TTB  requesting  rulemaking  action 
regarding  the  classification  of  cigars 
and  cigarettes,  with  particular  reference 
to  the  distinction  between  little  cigars 
and  cigarettes.  The  proposals  contained 
in  this  document  clarify  the  application 
of  existing  statutory  definitions  and 
update  and  codify  administrative  policy 
to  provide  clearer  cmd  more  objective 
product  classification  criteria. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

Comment  Period 
Extended 
NPRM  Comment 
Period  End 
Comment  Period  End 
Final  Rule 


10/25/06  71  FR  62506 
12/05/06  71  FR  70476 

12/26/06 

03/26/07 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Linda  W.  Chapman, 
TTB  Specialist,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  1310  G  Street  NW.,  Suite 
200E,  Washington,  DC  20220 
Phone:  202  927-8181 
Fax:  202  927-8525 
Email:  linda.chapman@ttb.gov 

RIN:  1513-AB34 


2202.  IMPLEMENTATION  OF  PUBLIC 
LAW  105-33,  SECTION  9302, 
RELATING  TO  TOBACCO  PRODUCT 
MINIMUM  MANUFACTURING 
REQUIREMENTS  AND  TRANSFER 
MARKING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  5702  to  5703; 
26  Use  5704(b):  26  USC  5712  to  5713; 

26  USC  5741;  26  USC  5754;  26  USC 
5761(c) 

CFR  Citation:  27  CFR  40.61(b);  27  CFR 
40.183;  27  CFR  40.213;  27  CFR  40.233; 

27  CFR  41.1;  27  CFR  41.11;  27  CFR 
41.71;  27  CFR  44.11;  27  CFR  44.61  to 
44.61a:  27  CFR  44.62;  27  CFR  44.142 
to  44.143;  27  CFR  44.147;  27  CFR 
44.152  to  44.154;  27  CFR  44.181;  27 
CFR  44.198  to  44.208;  27  CFR  44.210; 
27  CFR  44.213;  27  CFR  44.256  to 
44.267 

Legal  Deadline:  None 


Abstract:  The  Alcohol  and  Tobacco 
Tax  and  Trade  Bmeau  (TTB)  is 
adopting  as  a  final  rule,  with  some 
editorial  changes,  the  temporary 
regulations  implementing  (1)  several 
provisions  of  the  Balanced  Budget  Act 
of  1997  relating  to  minimum 
manufacturing  requirements  for  tobacco 
product  manufacturers  to  qualify  for  a 
permit  and  transfer  of  tobacco  products, 
and  (2)  miscellaneous  administrative 
changes  that  update  references  to  TTB 
form  numbers  and  recordkeeping 
requirements  under  the  tobacco 
program. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Amy  R.  Greenberg, 
Management  Analyst,  Department  of 
the  Treasury,  Alcohol  and  Tobacco  Tax 
and  Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  amy.greenberg@ttb.gov 

Related  RIN:  Related  to  1512-AB99 
RIN:  1513-AB37 


2203.  TOBACCO  PRODUCTS  AND 
CIGARETTE  PAPERS  AND  TUBES 
SHIPPED  FROM  PUERTO  RICO  TO 
THE  U.S. 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  5703;  26  USC 
57.11;  26  USC  5641 

CFR  Citation:  27  CFR  41.11;  27  CFR 
41.29;  27  CFR  41.105  to  41.106;  27  CFR 
41.110  to  41.111;  27  CFR  41.114;  27 
CFR  41.121 

Legal  Deadline:  None 

Abstract:  The  Alcohol  and  Tobacco 
Tax  and  Trade  Bureau  (TTB)  is 
adopting  as  a  final  rule,  with  some 
editorial  changes,  the  temporary 
regulations  concerning  TTB  onsite 
supervision  of,  and  TTB  forms  for, 
certain  tobacco  products  and  cigarette 
papers  and  tubes  manufactured  in 
Puerto  Rico  and  shipped  firom  Puerto 
Rico  to  the  United  States.  The 
temporary  regulations  eliminated  TTB 
supervision  and  related  forms  when 
taxes  are  determined.  Companies  in 


Puerto  Rico  who  currently  ship  Puerto 
Rican  tobacco  products  from  Puerto 
Rico  to  the  United  States  are  required 
to  use  commercial  records  to  document 
such  shipments. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 

Agency  Contact:  Amy  R.  Greenberg, 
Management  Analyst,  Department  of 
the  Treasury,  Alcohol  and  Tobacco  Tax 
and  Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  amy.greenberg@ttb.gov 

Related  RIN;  Related  to  1513-AA17, 
Related  to  1512-AC24 

RIN:  1513-AB38 


2204.  IMPLEMENTATION  OF  WINE 
CREDIT  PROVISIONS  OF  PUBLIC  LAW 
104-188 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  552(a);  26  USC 
5041 

CFR  Citation:  27  CFR  24.278  to  24.279 

Legal  Deadline:  None 

Abstract:  TTB  is  amending  wine 
regulations  to  implement  a  change  in 
the  law  that  allows  certain  transferees 
in  bond  to  deduct  the  tax  credit  for 
small  wine  producers.  Changes  to  bond 
calculations  are  also  included  in  this 
regulation. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Interim  Final  Rule 
Final  Rule 


06/02/97  62  FR  29681 
08/01/97 

06/02/97  62  FR  29663 
06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


Additional  Information:  Transferred 
fi-om  RIN  1512-AB65 


Agency  Contact:  Marjorie  D.  Ruhf, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
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Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  marjorie.ruhf@ttb.gbv 

RIN:  1513-AA05 


2205.  IMPLEMENTATION  OF  PUBLIC 
LAW  105-33,  SECTION  9302, 
REQUIRING  THE  QUALIFICATION  OF 
TOBACCO  PRODUCT  IMPORTERS 
AND  MISCELLANEOUS  TECHNICAL 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  5712  to  5713 
CFR  Citation:  27  CFR  41 
Legal  Deadline:  None 
Abstract:  These  regulations  will 
implement  section  9302  provisions  of 
Public  Law  105-33,  requiring  permits 
for  businesses  engaged  in  importing 
tobacco  products.  Also,  minor  technical 
amendments  have  been  included  in  this 
rule. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

12/22/99 

64  FR  71955 

NPRM  Comment 

02/22/00 

Period  End 

Interim  Final  Rule 

12/22/99 

64  FR  71 947 

Interim  Final  Rule 

01/01/00 

Effective  • 

Interim  Final  Rule 

05/03/00 

65  FR  17477 

Comment  Period 

End 

Final  Rule 

09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC07 

Agency  Contact:  Linda  W.  Chapman, 
TTB  Specialist,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  1310  G  Street  NW.,  Suite 
200E,  Washington,  DC  20220 
Phone:  202  927-8181 
Fax:  202  927-8525 
Email:  linda.chapman@ttb.gov 

RIN:  1513-AAlO 


2206.  PROPOSAL  TO  RECOGNIZE 
SYNONYMS  FOR  PETITE  SIRAH  AND 
ZINFANDEL  GRAPE  VARIETIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  4 
Legal  Deadline:  None 


Abstract:  TTB  is  proposing  to  amend 
the  list  of  prime  grape  names  for 
American  wines  to  recognize  the  name 
“Durif  ’  as  a  synonym  for  the  Petite 
Sirah  grape  and  to  recognize  the  name 
“Primitivo”  as  a  synonym  for  the 
Zinfandel  grape.  This  is  in  response  to 
the  result  of  recent  DNA  research  into 
the  identity  of  these  grape  varieties. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  Extended 
NPRM  Comment 
Period  End 
Final  Rule 


04/10/02  67  FR  17312 
06/06/02  67  FR  3891 5 

10/08/02 

01/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC65 

Agency  Contact:  Jennifer  Berry,  TTB 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  P.O.  Box  18152,  Roanoke,  VA 
24014 

Phone:  540  344-9333 
Fax:  540  344-5855 
Email:  jennifer.berry@ttb.gov 

RIN:  1513-AA32 


2207.  ORGANIC  CLAIMS  IN  LABELING 
AND  ADVERTISING  OF  ALCOHOL 
BEVERAGES 

Priority:  Info./Admin./Other 

Legal  Authority:  27  USC  205 

CFR  Citation:  27  CFR  4;  27  CFR  5;  27 
CFR  7;  27  CFR  13 

Legal  Deadline:  None 

Abstract:  TTB  amended  its  alcohol 
beverage  labeling  rules  to  cross- 
reference  the  U.S.  Department  of 
Agriculture’s  National  Organic  Program 
(NOP)  rules.  The  mandatory 
compliance  date  for  the  NOP  rules  was 
October  21,  2002.  ’TTB  requested 
comments  on  the  temporary  rule  in  an 
associated  notice  of  proposed 
rulemaking. 

Timetable: 

Action  Date  FR  Cite 

NPRM  1^08/02  67  FR  62860 

Temporary  Rule  10/08/02  67  FR  62856 

NPRM  Comment  12/27/02  67  FR  79011 

Period  Reopened 


Action  Date  FR  Cite 

NPRM  Comment  05/09/03  68  FR  24903 

Period  Reopened 
Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  Transferred 
from  RIN  1512-AC87 

Agency  Contact:  Marjorie  D.  Ruhf, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  marjorie.ruhf@ttb.gov 

RIN:  1513-AA46 


2208.  PETITION  TO  ESTABLISH  THE 
FORT  ROSS  SEA  VIEW  VITICULTURAL 
AREA 

Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 

Abstract:  The  proposed  27,500-acre 
Fort  Ross-Seaview  viticultural  area  is  in 
the  North  Coast  and  Sonoma  Coast 
viticultural  areas.  It  is  approximately  65 
miles  north-northwest  from  San 
Francisco,  close  to  the  Pacific  coastline. 
TTB  is  considering  eui  interim  ruling 
to  allow  use  of  the  AVA  name  within 
the  originally  petitioned  boundaries, 
while  opening  for  public  comments  an 
adjacent  proposed  area  located 
immediately  north  of  the  original 
boundary  line. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/12/05  70  FR  25000 

NPRM  Comment  06/08/05 

Period  End 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton,  AVA 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  415  271-1254 
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Final  Rule  Stage 


Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AA64 


2209.  PETITION  TO  ESTABLISH 
CALISTOGA  AS  AN  AMERICAN 
VITICULTURAL  AREA 
Priority:  Routine  and  Frequent 

Legal  Authority:  27  USC  205 
CFR  Citation:  27  CFR  9 
Legal  Deadline:  None 
Abstract:  In  response  to  a  petition,  the 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau  proposed  to  establish  the 
Calistoga  viticultural  area  in  Calistoga, 
Napa  Valley,  California.  We  designate 
viticultural  areas  to  allow  bottlers  to 
better  describe  the  origin  of  wines  and 
allow  consumers  to  better  identify  the 
wines  they  may  purchase.  We  invited 
conunents  on  this  proposed  addition  to 
our  regulations,  particularly  from 
bottlers  who  use  brand  names  similar 
to  Calistoga. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/31/05  70  FR  16451 

NPRM  Comment  05/31/05 

Period  End 

Final  Rule  09/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Amy  R.  Greenberg, 
Management  Analyst,  Department  of 
the  Treasury,  Alcohol  and  Tobacco  Tax 
and  Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  amy.greenberg@ttb.gov 

RIN:  1513-AA92 


2210.  MATERIALS  AUTHORIZED  FOR 
THE  TREATMENT  OF  WINE  AND 
JUICE;  PROCESSES  AUTHORIZED 
FOR  THE  TREATMENT  OF  WINE, 
JUICE,  AND  DISTILLING  MATERIAL 
Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  5381  to  5382; 
26  USC  5385  to  5387 

CFR  Citation:  24  CFR  246;  24  CFR  248 


Legai  Deadiine:  None 

Abstract:  TTB  is  revising  its  lists  of 
approved  wine  treating  materials  and 
processes  to  add  several  new  materials 
and  processes  and  revise  existing 
limitations  for  a  few  others. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  1 1  /1 9/04  69  FR  67639 

Interim  Final  Rule  01/18/05 

Comment  Period 
End 

Final  Rule  07/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Jennifer  Berry,  TTB 
Specialist,  Department  of  the  Treasury, 
Alcohol  and  Tobacco  Tax  and  Trade 
Bureau,  P.O.  Box  18152,  Roanoke,  VA 
24014 

Phone:  540  344-9333 
Fax:  540  344-5855 
Email:  jennifer.berry@ttb.gov 

RIN:  1513-AA96 


2211.  SUSPENSION  OF  SPECIAL 
(OCCUPATIONAL)  TAX 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  108-357,  sec  246; 

26  USC  5148 

CFR  Citation:  27  CFR  17;  27  CFR  19; 

27  CFR  24  to  27;  27  CFR  194 

Legal  Deadline:  Final,  Statutory,  July 
1,  2005,  section  246  of  the  American 
Jobs  Creation  Act  of  2004. 

Abstract:  Implements  section  246  of 
the  American  Jobs  Creation'  Act  of  2004 
{Pub.  L.  208-357),  which  provides  that 
for  the  3-year  period  from  July  1,  2005 
through  June  30,  2008,  the  rate  of 
special  (occupational)  tax  on  certain 
specified  occupations  shall  be  zero. 

Timetable: 


Action 

Date 

FR  Cite 

Interim  Final  Rule 

10/31/05 

70  FR  62238 

Interim  Final  Rule 
Effective 

07/01/05 

NPRM 

10/31/05 

70  FR  62258 

NPRM  Comment 
Period  End 

12/30/05 

Final  Rule 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  C.  Simon, 
Program  Manager,  Department  of  the 
Treasury,  Alcohol  and  Tobacco  Tax  and 
Trade  Bureau,  Suite  200E,  1310  G 
Street  NW.,  Washington,  DC  20220 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  steven.simon@ttb.gov 

RIN:  1513-AB04 


2212.  •  IMPLEMENTATION  OF  PUBLIC 
LAW  103-465,  SECTION  712,  TIME 
FOR  PAYMENT  AND  DEPOSITS  OF 
CERTAIN  EXCISE  TAXES  (NO.  277) 

Priority:  Other  Significant 

Legal  Authority:  26  U.S.C.  5061(d) 

CFR  Citation:  27  CFR  19.522,  19.523; 

27  CFR  24.271;  27  CFR  25.163,  25.164; 
27  CFR  26.112;  27  CFR  26.164;  27  CFR 
40.163-165;  27  CFR  40.355;  27  CFR 
41.114;  27  CFR  53.11;  27  CFR  53.21-24; 
27  CFR  53.142;  27  CFR  53.151,  53.152; 
27  CFR  53.157,  53.158;  27  CFR  70.306 

Legal  Deadline:  None 

Abstract:  TTB  is  finalizing  a  temporary 
rule  which  implements  the  Uruguay 
Round  Agreement  Act  Public  Law  103- 
465,  Section  712,  Time  for  Payment 
and  Deposits  of  Certain  Excise  Taxes. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Kara  T.  Fontaine, 
Management  Analyst,  Department  of 
the  Treasury,  Alcohol  and  Tobacco  Tax 
and  Trade  Bureau,  1310  G  Street  NW, 
Suite  200E,  Washington,  DC  20220 
Phone:  202  927-1621 
Fax:  202-927-8595 
Email:  kara.fontaine@ttb.gov 


06/00/07 


RIN:  1513-AB43 
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Department  of  the  Treasury  (TREAS)  Long-Term  Actions 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau  (TTB) 


ALCOHOL 


2213.  PROHIBITION  OF  ALCOHOL 
BEVERAGE  CONTAINERS  AND 
STANDARD  OF  FILL  FOR  DISTILLED 
SPIRITS  AND  WINE 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  27  CFR  4  to  5;  27  CFR 
7 

Timetable: 

Action  Date  FR  Cite  . 

NPRM 

NPRM  Comment 
Period  End 
Revised 

N  PRM-Aggregate 
Packaging 
Revised 

NPRM-Deceptive 
Packaging 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Lisa  M.  Gesser 
Phone:  301  290-1460 
Fax:  301  290-1463 
Email:  lisa.gesser@ttb.gov 

RIN:  1513-AA07 


2214.  USE  OF  VARIOUS  WINEMAKING 
TERMS  ON  WINE  LABELS  AND  IN 
ADVERTISEMENTS;  REQUEST  FOR 
PUBLIC  COMMENT 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  27  CFR  4 


Timetable: 

Action  Date  FR  Cite 

ANPRM  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Lisa  M.  Gesser 
Phone:  301  290-1460 
Fax:  301  290-1463 
Email:  lisa.gesser@ttb.gov 

RIN:  1513-AB24 


02/09/99  64  FR  6486 
04/12/99 

04/00/08 

04/00/08 


Administrative/Procedures 


Action 


Date  FR  Cite 


2215.  AVAILABILITY  OF 
INFORMATION 

Priority:  Info./Admin./Other 
CFR  Citation:  27  CFR  70 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/08 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Kara  T.  Fontaine 
Phone:  202  927-1621 
Fax:  202-927-8595 
Email:  kara.fontaine@ttb.gov 

RIN:  1513-AA98 


2216.  EXPORTATION  OF  LIQUORS 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  27  CFR  28 
Timetable: 

Action  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
Period  End 
ANPRM  Comment 
Period  Extended 
ANPRM  Comment 
Period  Extended 
End 

Second  ANPRM 


09/08/92  57  FR  40887 
10/08/92 

10/15/92  57  FR  47320 
12/07/92 

08/09/96  61  FR41500 


Second  ANPRM  1 2/1 0/96 

Comment  Period 
End 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Joanne  Brady 
Phone:  215  333-7050 
Fax:  215. 333-8871 
Email:  joanne.brady@ttb.treas.gov 
RIN:  1513-AAOO 


2217.  IMPLEMENTATION  OF  PUBLIC 
LAW  105-34,  SECTION  1416, 
RELATING  TO  REFUND  OF  TAX  FOR 
DOMESTIC  WINE  RETURNED  TO 
BOND  REGARDLESS  OF 
MERCHANTABILITY  (TAXPAYER 
RELIEF  ACT  OF  1997) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  27  CFR  24.66;  27  CFR 
24.295;  27  CFR  24.312 

Timetable: 

Action  Date  FR  Cite 

•  Interim  Final  Rule  To  Be  Determined 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Marjorie  D.  Ruhf 
Phone:  202  927-8210 
Fax:  202  927-8525 


Email:  marjorie.ruhf@ttb.gov 
RIN:  1513-AA06 


2218.  AMENDED  STANDARD  OF 
IDENTITY  FOR  SHERRY 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  27  CFR  4 
Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Marjorie  D.  Ruhf 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  marjorie.ruhf@ttb.gov 

RIN:  1513-AA08 


2219.  LABELING  AND  ADVERTISING 
OF  MALT  BEVERAGES 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  27  CFR  7 
Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
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Long-Term  Actions 

Agency  Contact:  Ramona  L.  Hupp  Fax:  202  927-8525 

Phone:  202  927-8210 

Email:  ramona.hupp@ttb.gov 

RIN:  1513-AA60 

Department  of  the  Treasury  (TREAS) 

Alcohol  and  Tobacco  Tax  and  Trade  Bureau  (TTB) 

Completed  Actions 

2220.  PETITION  TO  ESTABLISH  THE 
OUTER  COASTAL  PLAIN  AMERICAN 
VITICULTURAL  AREA 
Priority:  Routine  and  Frequent 
CFR  Citation:  27  CFR  9 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  02/09/07  72  FR  6165 

Final  Rule  Effective  03/1 2/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Jennifer  Berry 
Phone:  540  344-9333 
Fax:  540  344-5855 
Email:  jennifer.berry@ttb.gov 
RIN:  1513-AB13 


2221.  TECHNICAL  AMENDMENT  TO 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  27  CFR  9 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  .  11/15/06  71  FR  66454 

Final  Rule  Effective  11/1 5/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Nancy  Sutton 


Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AB32 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


2222.  PETITION  TO  ESTABLISH 
CHEHALEM  MOUNTAINS  AS  A  NEW 
AMERICAN  VITICULTURAL  AREA 

Priority:  Routine  and  Frequent 

CFR  Citation:  27  CFR  9 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  1 1/27/06  71  FR  68458 

Final  Rule  Effective  1 2/27/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton 
Phone:  415  271-1254 
Fax:  707-778-6349 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AA57 


2223.  PETITION  TO  ESTABLISH  THE 
SHAWNEE  HILLS  VITICULTURAL 
AREA 

Priority:  Routine  and  Frequent 

CFR  Citation:  27  CFR  9 

Completed:  _ 

Reason  Date  FR  Cite 

Final  Rule  ~  11/27/06  71  FR  68463 

Final  Rule  Effective  12/27/06 


Agency  Contact:  Rita  D.  Butler 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  rita.butler@ttb.gov 

RIN:  1513-AA70 


2224.  PROPOSED  ESTABLISHMENT 
OF  TRACY  HILLS  VITICULTURAL 
AREA 

Priority:  Routine  and  Frequent 

CFR  Citation:  27  CFR  9 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  1 1/08/06  71  FR  65409 

Final  Rule  Effective  1 2/08/06 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Nancy  Sutton 
Phone:  202  927-8210 
Fax:  202  927-8525 
Email:  nancy.sutton@ttb.gov 

RIN:  1513-AA89 

BILLING  CODE  4810— 33— S 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Comptroller  of  the  Currency  (OCC) 


2225.  REGULATORY  BURDEN 
REDUCTION  AND  TECHNICAL 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301;  5  USC 
504;  5  USC  552;  5  USC  554  to  557; 

12  USC  1  et  seq;  12  USC  24;  12  USC 
24a;  12  USC  71;  12  USC  71a;  12  USC 
84;  12  USC  92  to  92a;  12  USC  93  to 
93a;  12  USC  161;  12  USC  164;  12  USC 


215a-2;  12  USC  215a-3;  12  USC  375a 
to  375b;  12  USC  481  to  482;  12  USC 
484;  12  USC  505;  12  USC  1442;  12  USC 
1817  to  1818;  12  USC  1820  to  1821; 

12  USC  1831m;  12  USC  1831p-l;  12 
USC  1831o;  12  USC  1833e;  12  USC 
1867;  12  USC  1951  et  seq;  12  USC 
1972;  12  USC  2601  et  seq;  12  USC  2801 
et  seq;  12  USC  2901  et  seq;  12  USC 
3101  et  seq;  12  USC  3102;  12  USC 
3108;  12  USC  3401  et  seq;  12  USC 


3909;  12  USC  4717;  15  USC  77uu;  15 
USC  78;  15  USC  78o-4;  15  USC  78o-5; 
15  USC  78q;  15  USC  78q-l;  15  USC 
78s;  15  USC  78u-2;  15  USC  78u-3;  15 
USC  78w;  18  USC  641;  18  USC  1905 
and  1906;  28  USC  2461  note;  29  USC 
1204;  31  USC  330;  31  USC  5321;  31 
USC  9701;  42  USC  3601;  42  USC 
4012a;  42  USC  4104a;  42  USC  4104b; 
42  USC  4106;  42  USC  4128;  44  USC 
3506;  44  USC  3510 
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TREAS— OCC 


Proposed  Rule  Stage 


CFR  Citation:  12  CFR  1  to  5;  12  CFR 
7;  12  CFR  9  to  11;  12  CFR  16;  12  CFR 
19;  12  CFR  21;  12  CFR  22  to  23;  12 
CFR  26  to  28;  12  CFR  31  to  32;  12 
CFR  37;  12  CFR  40 

Legai  Deadiine:  None 

Abstract:  This  rulemaking  would  revise 
the  OCC’s  rules  in  order  to  reduce 
regulatory  burden  and  make  technical, 
clarifying,  and  conforming  changes. 

The  revisions  would  update  part  1  to 
codify  recent  OCC  precedents  and 
clarify  current  requirements,  make 
technical  changes  to  parts  4  and  5  to 
reflect  the  OCC’s  current  organizational 
restructuring;  simplify,  clarify,  and 
make  conforming  and  technical 
corrections  to  the  OCC’s  corporate 
application  procedures  and  standards 
in  part  5;  conform  parts  5,  23,  31  and 
32  to  the  Federal  Reserve  Board’s 
Regulation  W;  revise  part  7  to  clarify 
a  national  bank’s  authority  to  act  as  a 
guarantor  or  surety;  update  and  clarify 
national  bank  authority  to  engage  in 
electronic  activities;  conform  part  9  to 
regulations  adopted  by  the  Securities 
and  Exchange  Commission:  streamline 
certain  requirements  under  part  16; 
amend  part  34  to  provide  additional 
flexibility  in  selecting  indices  for  use 
with  adjustable  rate  mortgages:  update 
and  make  technical  corrections  to  part 
37;  amend  various  parts  of  title  12  to 
remove  OCC  authority  over  District  of 
Columbia-chartered  banks  pursuant  to 
the  2004  District  of  Columbia  Omnibus 
Authorization  Act  and  amend  parts  5, 

7,  19  and  24  to  reflect  by  the  Finai\cial 
Services  Regulatory  Relief  Act  of  2006 
(Pub.  L.  109-351,  10/13/2006). 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Heidi  M.  Thomas, 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 

Washington,  DC  20219 

Phone:  202  874-5090 

Fax:  202  874-4889 

Email:  heidi.thomas@occ.treas.gov 


2226.  INTERAGENCY  PROPOSAL  FOR 
MODEL  PRIVACY  FORM  UNDER  THE 
GRAMM-LEACH-BLILEY  ACT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  6801  et  seq 

CFR  Citation:  12  CFR  40 

Legal  Deadline:  NPRM,  Statutory,  April 
11,  2007,  Interagency  NPRM  must  be 
issued  by  4/11/2007. 

Section  728  of  the  Financial  Services 
Regulatory  Relief  Act  of  2006  (Pub.  L. 
109-351,  Oct.  13,  2006)  requires  that  a 
model  privacy  form  be  issued  in 
proposed  form  for  comment  no  later 
than  April  11,  2007. 

Abstract:  Pursuant  to  section  728  of  the 
Financial  Services  Regulatory  Relief 
Act,  the  OCC,  the  Board  of  Governors 
of  the  Federal  Reserve  System,  the 
Federal  Deposit  Insurance  Corporation, 
the  Office  of  Thrift  Supervision,  the 
National  Credit  Union  Administration, 
the  Federal  Trade  Commission,  the 
Commodities  Futures  Trading 
Commission,  and  the  Securities  and 
Exchange  Commission  jointly  are 
proposing  to  amend  their  rules  that 
implement  sections  502  and  503  of  the 
Gramm-Leach-Bliley  Act  to  allow 
financial  institutions  to  provide  a  safe 
harbor  model  privacy  form.  This 
proposal  also  would  remove  the  sample 
clauses  contained  in  these  rules  as  of 
two  year?  after  the  publication  date  of 
a  final  rule. 

Timetable: 

Action  '  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
Period  End 
NPRM 

NPRM  Comment 
Period  End 


12/30/03  68  FR  75164 
03/29/04 

03/29/07  72  FR  14940 
05/29/07 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entitles  Affected:  Businesses 


Government  Levels  Affected:  None 

Agency  Contact:  Heidi  M.  Thomas, 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 
Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874^889 
Email:  heidi.thomas@occ.treas.gov 


2227.  ACCURACY  AND  INTEGRITY  OF 
INFORMATION  FURNISHED  TO  A 
CONSUMER  REPORTING  AGENCY 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1  et  seq;  12 
USC  24  (seventh);  12  USC  93a:  12  USC 
481;  12  USC  484;  12  USC  1818;  15  USC 
1681a:  15  USC  1681b:  15  USC  1681s: 

15  USC  1681S-2:  15  USC  1681w:  15 
USC  6801;  15  USC  6805 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  OCC,  along  with  the  Board 
of  Governors  of  the  Federal  Reserve 
System,  the  Federal  Deposit  Insurance 
Corporation,  the  Office  of  Thrift 
Supervision,  the  National  Credit  Union 
Administration,  and  the  Federal  Trade 
Commission,  plans  to  issue  a  proposed 
rulemaking  that  would  implement 
section  312  of  the  FACT  Act  relating 
to  the  accuracy  and  integrity  of  the 
information  furnished  to  a  consumer 
reporting  agency  and  the  ability  of 
consumers  to  dispute  information 
directly  with  persons  who  furnish 
information  to  a  consumer  reporting 
agency. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  03/22/06  71  FR  T4419 

ANPRM  Comment  05/22/06 
Period  End 

NPRM  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Patrick  T.  Tierney, 
Senior  Attorney,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 

Washington,  DC  20219 

Phone:  202  874-5090 

Fax:  202  874-4889 

Email:  patrick.tierney@occ.treas.gov 

RIN:  1557-AC89 


2228.  •  LENDING  LIMITS  PILOT 
PROGRAM 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  12  USC  l  et  seq.;  12 
USC  84;  12  USC  93a 

CFR  Citation:  12  CFR  32 
Legal  Deadline:  None 


RIN:  1557-AC79 


RIN:  1557-AC80 
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P  . 

Proposed  Rule  Stage 

Abstract:  The  OCC  is  reevaluating  its 

Timetable: 

Comptroller  of  the  Currency,  Legislative 

lending  limits  pilot  program,  which 
authorizes  special  national  bank 

II  lending  limits  for  one  to  four  family 

M  residential  real  estate  loans,  small 

^  business  loans,  and  small  farm  loans, 

y  The  program  will  expire  on  September 

|i  11,  2007,  unless  extended  or  made 

^  i  permanent. 

Action 

Date  FR  Cite 

and  Regulatory  Activities  Division,  250 

E  Street  SW.,  Washington,  DC  20219 

Phone:  202  874-5090 

Fax:  202  874-4889 

Email:  mitchell.plave@occ.treas.gov 

Related  RIN:  Related  to  1557-AB82, 

Related  to  1557-AC83 

RIN:  1557-AD03 

NPRM  09/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Mitchell  Plave, 
Counsel,  Department  of  the  Treasury, 

:]  Department  of  the  Treasury  (TREAS) 

Comptroller  of  the  Currency  (OCC)« 

Final  Rule  Stage 

2229.  IDENTITY  THEFT  DETECTION, 
PREVENTION,  AND  MITIGATION 
PROGRAM  FOR  FINANCIAL 
INSTITUTIONS  AND  CREDITORS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  15  USC  I68lc;  15 
use  1681m 

CFR  Citation:  12  CFR  41 
Legai  Deadline:  None 

Abstract:  OCC,  the  Board  of  Governors 
of  the  Federal  Reserve  System,  the 
Federal  Deposit  Insurance  Corporation, 
the  Office  of  Thrift  Supervision  (the 
Federal  Banking  Agencies),  the 
National  Credit  Union  Administration, 
and  the  Federal  Trade  Commission  are 
issuing  a  joint  final  rule  establishing 
guidelines  and  regulations  to 
implement  sections  114  and  315  of  the 
FACT  Act  of  2003. 

Section  114  requires  the  Federal 
Banking  Agencies  to  jointly  issue 
guidelines  for  financial  institutions  and 
creditors  identifying  patterns,  practices, 
and  specific  forms  of  activity  that 
indicate  the  possible  existence  of 
identity  theft.  In  addition,  the  Federal 
Banking  Agencies  must  issue 
regulations  requiring  each  financial 
institution  and  creditor  to  establish 
reasonable  policies  and  procedures  to 
implement  the  guidelines.  The 
regulations  must  contain  a  provision 
requiring  a  card  issuer  to  notify  the 
cardholder  if  the  card  issuer  receives 
a  notice  of  change  of  address  for  an 
existing  account,  and  a  short  time  later 
receives  a  request  for  an  additional  or 
replacement  card. 

Section  315  of  the  FACT  Act  requires 
the  Agencies  to  issue  a  regulation 
describing  reasonable  polices  and 
procedures  for  a  user  of  consumer 
credit  reports  that  receives  a  notice  of 
discrepancy  from  a  consumer  reporting 
agency,  informing  the  user  of  a 


substantial  discrepancy  between  the 
address  for  the  consumer  that  the  user 
provided  to  request  the  consumer 
report  and  the  addresses  in  the  file  of 
the  consumer  reporting  agency. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


07/18/06  71  FR40786 
09/18/06 


consumer  notice  and  opt-out  provisions 
of  the  FACT  Act  regarding  the  sharing 
of  consumer  information  among 
affiliates  for  marketing  purposes. 

Timetable: 


Date  FR  Cite 

NPRM  07/15/04  69  FR  42502 

Final  Action  08/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Patrick  T.  Tierney, 
Senior  Attorney,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 

Washington,  DC  20219 

Phone:  202  874-5090 

Fax:  202  874-4889 

Email:  patrick.tierney@occ.treas.gov 

RIN:  1557-AC88 

2231.  IMPLEMENTATION  OF  A 
REVISED  BASEL  CAPITAL  ACCORD 
(BASEL  II) 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  12  USC  93a;  12  USC 
3907;  12  USC  3909 

CFR  Citation:  12  CFR  3 
Legai  Deadiine;  None 

Abstract:  As  part  of  OCC’s  ongoing 
efforts  to  develop  and  refine  capital 
standards  to  ensure  the  safety  and 
soundness  of  the  national  banking 
system  and  to  implement  statutory 
requirements,  OCC  is  amending  various 
provisions  of  the  capital  rules  for 
national  banks.  This  change  involves 
the’  implementation  of  the  new 


Final  Action  07/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Deborah  Katz,  Senior 
Counsel,  Department  of  the  Treasury, 
Comptroller  of  the  Currency,  Legislative 
and  Regulatory  Activities  Division,  250 
E  Street  SW.,  Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 
Email:  deborah.katz@occ.treas.gov 

RIN:  1557-AC87 

2230.  FAIR  CREDIT  REPORTING: 
AFFILIATE  MARKETING 
REGULATIONS 

Priority:  Other  Significant 

Legai  Authority:  12  USC  1  et  seq;  12 
USC  24  (seventh);  12  USC  93a:  12  USC 
481;  12  USC  484;  12  USC  1818;  15  USC 
1681a:  15  USC  1681b:  15  USC  1681s; 

15  USC  1681w;  15  USC  6801;  15  USC 
6805;  PL  108-159 

CFR  Citation:  12  CFR  41 

Legal  Deadline;  Other,  Statutory, 
September  4,  2004,  See  section  214  of 
the  FACT  Act,  PL  108-159. 

Abstract:  OCC  plans  to  issue  a 
rulemaking  that  would  implement  the 
affiliate-sharing  provisions  of  section 
214  of  the  Fair  and  Accurate  Credit 
Transactions  Act  (FACT  Act).  The 
regulation  would  implement  the 
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framework  for  the  Basel  Capital  Accord 
(Basel  11).  OCC  is  conducting  this 
rulemaking  jointly  with  the  other 
Federal  Banking  Agencies.  In  addition, 
the  Federal  Banking  Agencies  also  have 
published  for  comment  additional 
proposed  Basel  II  Guidance.  See  72  FR 
9084  (February  28,  2007). 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

08/04/03 

68  FR  45900 

NPRM 

09/25/06 

71  FR  55830 

NPRM  Comment 
Period  End 

01/23/07 

NPRM  Comment 
Period  Extended 
From  01/23/2007  to 
03/26/2007 

12/26/06 

71  FR  77518 

Final  Action 

06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ron  Shimabukuro, 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 
Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 

Email:  ron.shimabukuro@occ.treas.gov 
Related  RIN:  Split  from  1557-AB14  . 
RIN:  1557-AC91 


2232.  RISK-BASED  CAPITAL 
GUIDELINES;  CAPITAL  ADEQUACY 
GUIDELINES;  CAPITAL 
MAINTENANCE:  DOMESTIC  CAPITAL 
MODIFICATIONS  (BASEL  lA) 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  12  USC  93a;  12  USC 
3907;  12  USC  3909 

CFR  Citation:  12  CFR  3 
Legal  Deadline:  None 

Abstract:  As  part  of  OCC’s  ongoing 
efforts  to  develop  and  refine  the  capital 
standards  to  enhance  their  risk 
sensitivity  and  ensure  the  safety  and 
soundness  of  the  national  banking 
system,  OCC  is  proposing  to  amend 
yarious  provisions  of  the  capital  rules. 
This  change  involves  amending  the 
current  risk-based  capital  rules  for 
those  banks  that  will  not  be  subject  to 
the  new  Basel  Capital  Accord  (Basel  II) 
capital  framework.  OCC  is  conducting 


this  rulemaking  jointly  with  the  other 
Federal  banking  agencies. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

10/20/05 

70  FR  61068 

ANPRM  Comment 

01/18/06 

Period  End 

NPRM 

12/26/06 

71  FR  77446 

NPRM  Comment 

03/26/07 

Period  End 

Final  Action 

06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Carl  Kaminski, 
Attorney,  Department  of  the  Treasury, 
Comptroller  of  the  Currency,  Legislative 
and  Regulatory  Activities  Division,  250 
E  Street  SW.,  Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 
Email:  carl.kaminski@occ.treas.gov 

RIN:  1557-AC95 


2233.  RISK-BASED  CAPITAL 
STANDARDS:  MARKET  RISK 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1  et  seq;  12 
USC  93a:  12  USC  161;  12  USC  1818; 

12  USC  3907;  12  USC  3909 

CFR  Citation:  12  CFR  3 
Legal  Deadline:  None 

Abstract:  As  part  of  the  ongoing  effort 
to  implement  the  Basel  11  capital 
framework,  the  OCC  is  proposing  to 
amend  the  current  market  risk  capital 
requirements  for  national  banks.  See 
the  International  Convergence  of 
Capital  Measurement  and  Capital 
Standards:  A  Revised  Framework  (June 
2004)  and  the  Application  of  Basel  11 
to  Trading  Activities  and  the  Treatment 
of  Double  Default  (April  2005).  This 
proposal  is  part  of  a  joint  Agency 
notice  of  proposed  rulemaking  with  the 
other  Federal  Banking  Agencies  to 
make  the  current  market  risk  capital 
requirements  generally  more  risk 
sensitive  for  trading  activities  in  banks 
and  bank  holding  companies. 
Specifically,  the  Federal  Banking 
Agencies  propose  to  require  banks  to 
hold  additional  capital  for  the  risk  of 
default  of  trading  positions  beyond  the 
10-day  horizon  currently  required  by 
the  current  market  risk  capital 
requirement.  A  bank  may  develop  its 
own  approach  or  use  an  approach 


similar  to  that  for  credit  risk  of  its  non¬ 
trading  positions  to  calculate  the 
capital  charge. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/25/06  71  FR  55958 

NPRM  Comment  01/23/07 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ron  Shimabukuro, 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 
Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 

Email:  ron.shimabukuro@occ.treas.gov 
RIN:  1557-AC99 


2234.  •  EXPANDED  EXAMINATION 
CYCLE  FOR  CERTAIN  SMALL 
INSURED  DEPOSITORY  INSTITUTIONS 
AND  U.S.  BRANCHES  AND  AGENCIES 
OF  FOREIGN  BANKS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  93a;  5  USC 
552;  E.O.  12600;  5  USC  301;  12  USC 
161;  12  USC  481  to  482;  12  USC  484(a); 
12  USC  1442;  12  USC  1817(a)(3);  12 
USC  1818(u)  to  1818(v):  12  USC 
1820(d)(6);  12  USC  1820(k):  12  USC 
1821(c):  12  USC  1821(o);  12  USC 
182l(t);  12  USC  1831m;  12  USC 
1831p-l:  12  USC  18310;  12  USC  1867; 
12  USC  1951  et  seq.;  12  USC  2601  et 
seq.;  12  USC  2801  et  seq.;  12  USC  2901 
et  seq.;  12  USC  3101  et  seq.;  12  USC 
3401  et  seq.;  15  USC  77uu(b):  15  USC 
78q(c)(3);  18  USC  641;  18  USC  1905 
to  1906;  29  USC  1204;  31  USC  9701; 

42  USC  3601;  44  USC  3506;  44  USC 
3510;  12  USC  1833e 
CFR  Citation:  12  CFR  4 
Legal  Deadline:  None 

Abstract:  The  OCC  plans  to  use  an 
interim  final  rule  to  amend  12  CFR  part 
4,  the  rule  concerning  the  frequency  of 
examination  of  national  banks.  The 
interim  rule  will  implement  section  605 
of  the  Financial  Services  Regulatory 
Relief  Act  of  2006,  Pub.  L.  No.  109- 
351,  120  Stat.  1966  (2006)(FSRRA),  and* 
conforming  amendments  made  in  H.R.- 
6345,  Pub.  L.  No.  109-473,  120  Stat. 
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3561  (2007).  Section  605  of  the  FSRRA 
increased  the  availability  of  the 
extended  18-month  examination  cycle 
to  well-qualified  hanks,  e.g.  those  that 
are  well-managed  and  well-capitalized, 
with  composite  Uniform  Financial 
Institutions  Rating  System  (UFIRS) 
supervisory  ratings  of  “outstanding” 
(UFIRS  l).and  assets  of  $500  million 
or  less.  Under  the  current  version  of 
Part  4,  extended  examination  cycles  are 
only  available  to  well-qualified  bcmks 
with  assets  of  $250  million  or  less.  OCC 
would  revise  part  4  to  raise  that  figure 
to  $500  million.  The  interim  rule  will 


also  implement  the  discretion  granted 
the  OCC  in  H.R.  6345  to  permit  well- 
qualified  banks  with  $500  million  or 
less  in  total  assets  and  composite 
ratings  of  “good”  (UFIRS  1  or  2)  to 
qualify  for  an  18-month  examination 
cycle.  The  interim  rule  will  define  the 
term  “well  managed”  to  mean  a  bank 
with  a  UFIRS  rating  of  1  or  2  for 
management  in  the  bank’s  latest 
supervisory  review. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Mitchell  Plave, 
Counsel,  Department  of  the  Treasury, 
Comptroller  of  the  Currency,  Legislative 
and  Regulatory  Activities  Division,  250 
E  Street  SW.,  Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 
Email:  mitchell.plave@occ.treas.gov 

RIN:  1557-AD02 


Department  of  the  Treasury  (TREAS)  Long-Term  Actions 

Comptroller  of  the  Currency  (OCC) 


Action 


Date 


FR  Cite 


2235.  RECORDKEEPING 
REQUIREMENTS  FOR  BANK 
EXCEPTIONS  FROM  SECURITIES 
BROKER  OR  DEALER  REGISTRATION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  Not  Yet  Determined 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Stuart  E.  Feldstein 
Phone:  202  874-5090 
Fax:  202  874-4889 
Email:  stuart.feldstein@occ.treas.gov 

RIN:  1557-AB93 


2236.  •  MANAGEMENT  OFFICIAL 
INTERLOCKS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  12  USC  93a;  12  USC 
3201  to  3208 
CFR  Citation:  12  CFR  26 
Legal  Deadline:  None 
Abstract:  OCC,  along  with  the  Board 
of  Governors  of  the  Federal  Reserve 
System,  the  Federal  Deposit  Insurance 
Corporation,  the  Office  of  Thrift 
Supervision  are  amending  their  rules 
regarding  management  interlocks  to 
implement  section  610  of  the  Financial 
Services  Regulatory  Relief  Act  of  2006 
and  to  correct  an  inaccurate  cross- 
reference  in  their  existing  regulations. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  01/11/07  72  FR  1274 


Interim  Final  Rule  01/1 1/07 

Effective 

Interim  Final  Rule  02/12/07 

Comment  Period 
End 

Final  Action  To  Be  Detennined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Heidi  M.  Thomas, 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Legislative  and  Regulatory  Activities 
Division,  250  E  Street  SW., 
Washington,  DC  20219 
Phone:  202  874-5090 
Fax:  202  874-4889 
Email:  heidi.thomas@occ.treas.gov 

RIN:  1557-ADOl 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Comptroller  of  the  Currency  (OCC) 


2237.  •  COMMUNITY  REINVESTMENT 
ACT  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  21  to  22;  12 
use  26  to  27;  12  USC  30;  12  USC  36; 
12  USC  93a;  12  USC  161;  12  USC  215; 
12  USC  215a;  12  USC  481;  12  USC 
1814;  12  USC  1816;  12  USC  1828(c); 

12  USC  1835a;  12  USC  2901  to  2907; 
12  USC  3101  to  3111 

CFR  Citation:  12  CFR  25 

Legal  Deadline:  None. 


Abstract:  OCC,  along  with  the  Board 
of  Governors  of  the  Federal  Reserve 
System,  the  Federal  Deposit  Insurance 
Corporation,  the  Office  of  Thrift 
Supervision  issued  a  joint  final  rule  to 
reinsert  a  provision  that  was  removed 
in  August  2005.  The  agencies  also 

amended  their  CRA  regulations  to 
increase  the  asset-size  threshold  to  be 
used  to  define  “small  bank”  and 
“intermediate  small  bank.” 


Timetable: 

Action  Date  FR  Cite 

Final  Action  12/29/06  71  FR  78335 

Final  Action  Effective  01/01/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Margaret  Hesse,  , 
Special  Counsel,  Department  of  the 
Treasury,  Comptroller  of  the  Currency, 
Community  and  Consumer  Law 
Division,  250  E  Street  SW., 

Washington,  DC  20219 
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Phone:  202  874-5750  Email:  margaret.hesse@occ.treas.gov 

Fax:  202  874-5322  '  R|N:  1557-ADOO 

BiLUNG  CODE  4830-01— S 


TREAS— OCC 


Department  of  the  Treasury  (TREAS)  Prerule  Stage 

Internal  Revenue  Service  (IRS) 


2238.  •  IMPOSITION  OF 
WITHHOLDING  ON  CERTAIN 
PAYMENTS  MADE  BY  GOVERNMENT 
ENTITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26.USC  3402(t);  26 
use  7805 

CFR  Citation:  26  CFR  24.3402(t) 

Legal  Deadline:  None 

Abstract:  Section  3402(t)was  enacted 
by  the  Tax  Increase  Prevention  & 
reconciliation  Act  of  2005  to  require 
certain  governmental  entities  to 


withhold  on  certain  payments  for 
ervice  property. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Federalism:  Undetermined 

Additional  Information:  REG-58747-06 


Drafting  attorney:  Stephen  J.  Coleman 
(202)  622-3228 

Reviewing  attorney:  James  Gibbons 
(202)  622-4910 

CC:  PA:  APJ 

Agency  Contact:  Stephen  J.  Coleman, 
Attorney- Advisor  (Tax),  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3228 
Email:  Stephen. j.coleman@irscounsel. 
treas.gov 

RIN:  1545-BG45 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Internal  Revenue  Service  (IRS) 


2239.  INCOME  TAX— TAXPAYER’S 
OBLIGATION  TO  FILE  A  NOTICE  OF 
REDETERMINATION  OF  FOREIGN  TAX 
AND  CIVIL  PENALTIES  FOR  FAILURE 
TO  RLE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
905;  26  USC  6689 

CFR  Citation:  26  CFR  1;  26  CFR  301; 

26  CFR  602 

Legal  Deadline:  None 

Abstract:  The  regulations  will  establish 
procedures  for  taxpayers  by  which  they 
must  notify  the  IRS  of  a  change  in 
foreign  tax  liability  for  a  taxable  year 
for  which  they  claimed  the  foreign  tax 
credit.  In  addition,  the  regulations  set 
forth  deadlines  for  compliance  with  the 
notification  requirements;  failure  to 
meet  those  deadlines  may  result  in  the 
imposition  of  penalties. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/23/88  53  FR  23659 

Second  NPRM  04/00/07 

Final  Action  04/00/07 


Additional  Information;  REG-209020-86 
(lNTL-061-86) 

Drafting  attorney:  Teresa  B.  Hughes 
(202)  622-3850 

Reviewing  attorney:  Ginny  Y.  Chung 
(202)  622-3850 

Treasury  attorney:  Jesse  Eggert  (202) 
622-1540 

CC:  INTL 

Agency  Contact:  Teresa  B.  Hughes, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 
Fax:  202  622-4476 
Email:  teresa.b.hughes@irscounsel. 
treas.gov 

RIN:  1545-AC09 


2240.  CLARIRCATION  OF 
TREATMENT  OF  SEPARATE 
LIMITATION  LOSSES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  Section  1203  of  the  Tax 
Reform  Act  of  1986  amends  section 


904(f)  by  adding  paragraph  (f)(5)  at  the 
end  thereof,  which  requires  that  foreign 
source  losses  with  respect  to  any 
income  category  first  offset  a  taxpayer’s 
other  foreign  source  income  before  such 
losses  offset  the  taxpayer’s  U.S.  source 
income.  The  regulation  will  provide 
rules  for  the  allocation  of  foreign  source 
losses. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-209044 -89 
(INTL-338-89) 

Drafting  attorney:  Jeffrey  L.  Parry  (202) 
622-3850 

Reviewing  attorney:  Bethany  Ingwalson 
(202)  622-3850 

CC:INTL 

Agency  Contact:  Jeffiey  L.  Parry, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 
RIN:  1545-AMll 


23030 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


TREAS— IRS 
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2241.  OUTBOUND  TRANSFERS  OF 
PROPERTY  TO  FOREIGN 
CORPORATIONS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  7805;  26  USC 
367 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  income  tax  regulations 
under  section  367(a)  will  be  amended 
to  reflect  the  changes  made  to  that 
section  by  the  Technical  and 
Miscellaneous  Corrections  Act  of  1988. 
Section  367(a)(5)  now  provides  that  a 
transfer  of  assets  to  a  foreign 
corporation  in  an  exchange  described 
in  section  361  is  subject  to  section 
367(a)(1),  unless  certain  ownership 
requirements  and  other  conditions  are 
met.  The  regulations  will  provide 
guidance  regarding  the  application  of 
this  section.  The  change  in  the  statute 
was  necessitated  by  the  repeal  of 
“General  Utilities.” 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-209006-89 
(INTL-089-89) 

Drafting  attorney:  Daniel  M.  McCall 
(202)  622-3860 

Reviewing  attorney:  Charles  P.  Besecky 
(202)  622-3860 

CCrINTL 

Agency  Contact:  Daniel  M.  McCall, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

RIN:  1545-AM97 


2242.  FOREIGN  INSURANCE 
COMPANY— DOMESTIC  ELECTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
953 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
substantive  and  procedural  rules 


regarding  the  election  under  section 
953(d)  to  treat  certain  controlled  foreign 
corporations  engaged  in  the  insurance 
business  as  domestic  corporations. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-208980-89 
(INTL-765-89) 

Drafting  attorney:  Ethan  A.  Atticks 
(202)  622-3840 

Reviewing  attorney:  Phyllis  Marcus 
(202)  622-3840 

CC:INTL 

Agency  Contact:  Ethan  A.  Atticks, 
Attorney-Advisor,  Depeu'tment  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue -NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-A025 

2243.  TAXATION  OF  GLOBAL 
TRADING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
864;  26  USC  482;  26  USC  863 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 
Abstract:  These  regulations  will 
improve  the  taxation  of  global  trading. 

Timetable: 


ANPRM 

NPRM 

NPRM  Comment 
Period  End 
Hearing 
Second  NPRM 


08/28/90  55  FR  35152 
03/06/98  63  FR  11177 
06/04/98 

07/14/98 

12/00/07 


CC:INTL 

Agency  Contact:  Gregory  A.  Spring, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-APOl 


2244.  DEFINITION  OF  “HIGHLY 
COMPENSATED  EMPLOYEE” 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
414 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  define  the 
term  “highly  compensated  employee” 
under  section  414(q)  of  the  Code. 
Temporary  and  proposed  regulations, 
under  sections  414(q)  and  414(sJ,  were 
published  February  19,  1988  (53  FR 
4965).  Final  regulations,  under  section 
414(s),  were  published  September  19, 
1991  (56  FR  47659),  under  project  EE- 
129-86.  The  regulations  under  414(q) 
were  split  off  from  project  EE-129-86. 

It  is  anticipated  that  proposed 
regulations  under  section  414(q)  will  be 
published  in  the  future  under  project 
REG-209558-92  (EE-32-92). 

Timetable: 


NPRM  02/19/88  53  FR  4999 

NPRM  Comment  04/19/88 

Period  End 

Partially  Closed  by  TD  06/27/94  59  FR  32911 
8548 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  Local, 
State 

Federalism:  Undetermined 
Additional  Information:  REG-209558-92 

Drafting  attorney:  Christopher  A. 

Crouch  (202)  622-6090 

Reviewing  attorney:  E.  Preston  Rutledge 
(202)  622-6090 

Treasury  attorney:  W.  Thomas  Reeder 
(202)  622-1341 

CC:  TEGE 

Agency  Contact:  Christopher  A. 
Crpuch,  Attorney  Advisor,  Department 
of  the  Treasury,  Internal  Revenue 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-208299-90 
(INTL-70-90) 

Drafting  attorney:  Gregory  A.  Spring 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

Treasury  attorney:  Jesse  Eggert  (202) 
622-1540 
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Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone;  202  622-6090 
Fax:  202  927-1851 

Email:  christopher.a.crouch@irscounsel. 
treas.gov 

RIN:  1545-AQ74 


2245.  INTEGRATED  FINANCIAL 
TRANSACTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
864 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract;  The  regulation  addresses 
whether  funding  raised  for  a  securities 
dealing  and/or  trading  operation,  cuid 
whether  matched  book  sale  and 
repurchase  transactions  conducted  by 
securities  dealers  qualify  as  integrated 
financial  transactions  under  section 
1.861-10(c). 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Additional  Information:  REG-209604-93 
(lNTL-OOl-93) 

Drafting  attorney:  Theodore  D.  Setzer 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

CC:INTL 

Agency  Contact:  Theodore  D.  Setzer, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-AR20 


2246.  APPLICATION  OF  ATTRIBUTION 
RULES  TO  FOREIGN  TRUSTS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates;  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  provide 
attribution  rules  for  foreign  trusts  with 


respect  to  foreign  personal  holding 
companies,  foreign  passive  investment 
companies,  and  controlled  foreign 
corporations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Federalism;  Undetermined 
Additional  Information:  REG-252774-96 

Drafting  attorney:  M.  Grace  Fleeman 
(202)  622-3880 

Reviewing  attorney:  Elizabeth  Karzon 
(202)  622-3880 

CC:INTL 

Agency  Contact:  M.  Grace  Fleeman, 
Senior  Technical  Reviewer,  Department 
of  the  Treasury,  Internal  Revenue 
Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

RIN:  1545-AU91 


2247.  AGREEMENTS  FOR  PAYMENT 
OF  TAX  LIABILITIES  IN 
INSTALLMENTS 

Priority:  Substantive.  Nonsignificant 

Legal  Authority:  26  USC  6159;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  Section  6159  of  the  Internal 
Revenue  Code  allows  the  IRS  to  enter 
into  agreements  with  taxpayers  for  the 
payment  of  tax  liabilities  in 
installments.  The  principal  purpose  of 
this  project  is  to  update  the  regulations 
under  section  6159  to  reflect  various 
amendments  to  that  section  and  related 
statutes.  The  proposed  regulations 
govern  the  acceptance  and  rejection  of 
installment  agreements,  the  terms  of 
those  agreements  and  when  they  may 
be  modified  or  terminated  by  the 
Service,  and  appeal  procedures  when 
the  Service  makes  a  rejection  or 
termination  decision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/31/97  62  FR  68241 

Second  NPRM  01/21/98  63  FR  3186 

Third  NPRM  •  05/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-100841-97 

Drafting  attorney:  G.  William  Beard 
(202)  622-3620 

Reviewing  attorney;  Lawrence 
Schattner  (202)  622-3620 

CC:PA:CBS 

Agency  Contact:  William  Beard,  Senior 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622^173 

Fay:  202  622-8882 

Email:  gene.w.beard@irscounsel. 

treas.gov 

RIN:  1545-AU97 


2248.  SUBSTANTIATING  TRAVEL 
EXPENSE  DEDUCTIONS  FOR 
MEMBERS  OF  CONGRESS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l;  26  CFR  5 
Legai  Deadiine:  None 

Abstract:  This  regulation  provides 
rules  for  the  substantiation  of  Congress 
members’  travel  expenses.  The  current 
regulations  are  out  of  date  because  the 
authorizing  legislation  was ' 
subsequently  repealed. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  Information:  REG-105513-97 

Drafting  attorney:  George  B.  Baker  (202) 
622-4930 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:  ITA 

Agency  Contact:  George  B.  Baker, 
Branch  Chief,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4930 

RIN:  1545-AV55 
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2249.  CONSTRUCTIVE  SALES  OF 
APPRECIATED  FINANCIAL  POSITIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  These  regulations  relate  to 
principles  for  determining  if  a  taxpayer 
has  constructively  sold  an  appreciated 
hnancial  position. 

Timetable: 

Action  Date  FR  Cite 

N^M  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REG-102191-98 

Drafting  attorney:  Kathleen  A.  Sleeth 
(202)  622-3920 

Reviewing  attorney:  Elizabeth  A. 
Handler  (202)  622-3157 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:FI 

Agency  Contact:  Kathleen  A.  Sleeth, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3920 

Email:  kathleen.a.sleeth@irscounsel. 

treas.gov 

RIN:  1545-AW97 


2250.  RULES  FOR  SOURCING 
CERTAIN  TRANSPORTATION 
INCOME,  SPACE,  OR  OCEAN 
ACTIVITY  INCOME,  AND  RELATED 
FOREIGN  BASE  COMPANY  SHIPPING 
INCOME 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  The  regulation  provides 
guidance  for  application  of  the  source 
rules  for  transportation  income  under 
section  863(c). 

Timetable: 

Action  Date  FR  Cite 

NP’RM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Government  Levels  Affected:  None 

Additional  Information:  REC-115557-98 

Drafting  attorney:  Patricia  A.  Bray  (202) 
622-3880 

Reviewing  attorney:  Edward  R.  Barret 
(202)  622-3880 

Treasury  attorney:  Jesse  Eggert  (202) 
622-1540 

CC:INTL 

Agency  Contact:  Patricia  A.  Bray, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

RIN:  1545-AX02 


2251.  GUIDANCE  ON  COST 
RECOVERY  IN  THE  ENTERTAINMENT 
INDUSTRY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  relates  to  the 
application  of  the  income  forecast 
method  under  section  167(g)  of  the 
Internal  Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/31/02  67  FR  38025 

Second  NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-103823-99 

Drafting  attorney:  Bernard  P.  Harvey,  III 
(202)  622-3110 

Reviewing  attorney:  Charles  B.  Ramsey 
(202)  622-3110 

Treasury  attorney:  Dennis  Tingey  (202) 
622-1335 

CC:PSI 

Agency  Contact:  Bernard  P.  Harvey  III, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

RIN:  1545-AX12 


2252.  INSPECTION  OF  WRITTEN 
DETERMINATIONS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  This  regulation  amends 
Treasury  Regulation  sections  301.6110- 
1  through  301.6110-7  relating  to  written 
determinations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-113129-98 

Drafting  attorney:  Deborah  C.  Lambert- 
Dean  (202)  622-4570 

Reviewing  attorney:  Donald  Squires 
(202)  622-4570 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:PA:DPL 

Agency  Contact:  Deborah  C. 
Lambert-Dean,  Attorney-Advisor, 
Department  of -the  Treasury,  Internal 
Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-4570 

RIN:  1545-AX40 


2253.  AWARDING  OF  COSTS  AND 
CERTAIN  FEES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
7430 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  amendments  to 
the  Treasury  Regulations  incorporate 
the  1997  and  1998  amendments  to  26 
U.S.C.  7430,  relating  to  the  awarding 
of  attorney’s  fees  in  administrative  and 
court  proceedings.  The  amendments  to 
26  U.S.C.  7430  were  enacted  under  the 
Taxpayer  Relief  Act  of  1997  and  the 
IRS  Restructuring  and  Reform  Act  of 
1998. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 
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TREAS-^fRS 


Proposed  Rule  Stage 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-111833-99 

Drafting  attorney:  Tami  C.  Belouin 
(202)  622-3847 

Reviewing  attorneys:  Susan  T.  Mosley 
(202)  622-7950  and  Henry  S. 
Schneiderman  (202)  622-3400 

Treasury  attorney:  Micliael  Desmond  . 
(202)  622-1981 

CC:PA:APJ 

Agency  Contact:  Tami  C.  Belouin, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3847 

RIN:  1545-AX46 


2254.  MODIFICATION  TO  SECTION 
367(A)  STOCK  TRANSFER 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  367;  26  USC 
7805 

CFR  Citation:  26  CFR  1;  26  CFR  602 

Legal  Deadline:  None 

Abstract:  This  regulation  will  modify 
section  367(a),  stock  transfer 
regulations,  to  address  the  use  of  the 
check-the-box  regulations  and  the  use 
of  convertible  stock. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-l  16053-99 
Drafting  attorney:  Daniel  M.  McCall 
(202)  622-3860 

Reviewing  attorney:  Charles  Besecky 
(202)  622-3860 

CC:  INTL 

Agency  Contact:  Daniel  M.  McCall, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 
RIN:  1545-AX77 


2255.  DEFINITION  OF  PASSIVE 
FOREIGN  INVESTMENT  COMPANY 
UNDER  SECTION  1297 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
1297 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  defines  a 
passive  foreign  investment  company 
(PFIC)  under  section  1297(a)  and  the 
terms  “passive  income”  and  “passive 
asset”  under  section  1297(b).  The 
regulation  will  also  set  forth  the 
exceptions  to  the  terms  “passive 
income”  and  “passive  asset,”  and 
provide  guidance  on  the  applicability 
of  the  look-through  rule  under  section 
1297(c),  in  cases  involving  PFICs  that 
own  25  percent  or  more  of  a  lower- 
tier  foreign  subsidiary.  In  addition,  the 
regulation  will  provide  guidance  under 
section  1297(e),  regarding  the  overlap 
rule  between  a  controlled  foreign 
corporation  and  a  PFIC. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-100427-00 

Drafting  attorney:  Ethan  A.  Atticks 
(202)  622-3840 

Reviewing  attorney.  Valerie  A.  Mark 
Lippe  (202)  622-3840 

Treasury  attorney:  David  Ernick  (202) 
622-1754 

CC:INTL 

Agency  Contact:  Ethan  A.  Atticks, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-AX78 


2256.  CLARIFICATION  OF  FOREIGN 
BASE  COMPANY  SALES  INCOME 
RULES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
954 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 


Abstract:  This  regulation  will  clarify 
application  of  the  manufaturing 
exception  in  the  foreign  base  company 
sales  rules. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-106356-oo 

Drafting  attorney:  Ethan  A.  Atticks 
(202)  622-3840 

Reviewing  attorney:  Phyllis  E.  Marcus 
(2p2)  622-3840 

CC:INTL 

Agency  Contact:  Ethan  A.  Atticks, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-AX91 


2257.  TAXABLE  YEARS  OF 
CONTROLLED  FOREIGN 
CORPORATIONS  (CFCS) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
898 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
definitions  and  rules  for  determining 
the  required  year  for  certain  CFCs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-108523-00 
Drafting  attorney:  Jeffrey  L.  Vinnik 
(202)  622-3840 

Reviewing  attorney:  Phyllis  Marcus 
(202)  622-3840 

CC:INTL 

Agency  Contact:  Jeffrey  L.  Vinnik, 
Attorney-Advisor,  Department  of  the  . 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
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Phone:  202  622-3840 
RIN:  1545-AY30 


2258.  DOLLAR-VALUE  UFO 
Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  472;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  under  the  dollar-value  last-in, 
first-out  (LIFO)  inventory  method  for 
taxpayers  that  define  LIFO  items  based 
on  components  of  cost. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-107580-00 
Drafting  attorney:  Leo  F.  Nolan  II  (202) 
622-4970 

Reviewing  attorney:  Jeffery  G.  Mitchell 
(202)  622-4970 

Treasury  attorney:  Sharon  Kay  (202), 
622-0865 

CC:ITA 

Agency  Contact:  Leo  F.  Nolan  II, 
General  Attorney  (Tax),  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-^970 
Email:  leo.f.nolan@irscounsel.  treas.gov 

RIN:  1545-AY39 


2259.  SPECIAL  RULES  RELATING  TO 
TRANSFERS  OF  INTANGIBLES  TO 
FOREIGN  CORPORATIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805';  26  USC 
367 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  address 
the  income  tax  consequences  relating 
to  the  transfer  of  intangibles  to  foreign 
corporations. 

Timetable: 

Action  ^  Date  FR  Cite 

NPRM  12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Federalism:  Undetermined 
Additional  Information:  REG-106877-00 

Drafting  attorney:  David  B.  Bailey  (202) 
622-3860 

Reviewing  attorney:  Thomas  D.  Beem 
(202)  622-3860 

Treasury  attorney:  David  Emick  (202) 
622-1754 

CC:INTL 

Agency  Contact:  David  B.  Bailey, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

RIN:  1545-AY41 


2260.  LIABILITIES  ASSUMED  IN 
CERTAIN  CORPORATE 
TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  357;  26  USC 
7805 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
relate  to  the  assumpfion  of  liabilities 
in  certain  corporate  transactions  under 
section  357  of  the  Internal  Revenue 
Code,  and  affect  corporations  and  their 
shareholders. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  05/06/03  68  FR  23931 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-100818-01 

Drafting  attorney:  Douglas  C.  Bates 
(202)  622-7550 

Reviewing  attorney:  Debra  Carlisle 
(202)  622-7550 

CC:  COR 

Agency  Contact:  Douglas  C.  Bates, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Phone:  202  622-7550 

Fax:  202  622^111 

Email:  douglas.c.bates@irscounsel. 

treas.gov 

RIN:  1545-AY74 


2261.  DISCLOSURE  OF  RETURNS 
AND  RETURN  INFORMATION  IN 
JUDICIAL  AND  ADMINISTRATIVE  TAX 
PROCEEDINGS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  6103;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  This  proposed  rule  relates  to 
the  disclosure  of  returns  and  return 
information  in  judicial  and 
administrative  tax  proceedings 
pursuant  to  26  U.S.C.  6103(h)(4)-. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-120297-01 

Drafting  attorney:  Sarah  Tate  (202)  622- 
4570 

Reviewing  attorney:  Donald  M.  Squires 
(202)  622-4570 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  DPL 

Agency  Contact:  Sarah  Tate, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4570 

RIN:  1545-AY89 


2262.  TRANSACTIOr^  INVOLVING 
OBLIGATIONS  OF  CONSOLIDATED 
GROUP  MEMBERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
1502 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations  are 
in  regard  to  intercompany  obligations. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-i075g2-oo 

Drafting  attorney:  Frances  L.  Kelly  (202) 
622-7072 

Reviewing  attorney:  Michael  J.  Wilder 
(202)  622-3393 

CC:  COR 

Agency  Contact:  Frances  L.  Kelly, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7072 
Email:  frances.l.kelly@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-AW30 
RIN:  1545-BAll 


2263.  DEDUCTIBILITY  OF  EMPLOYER 
CONTRIBUTIONS  FOR  DEFERRED 
COMPENSATION 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  These  regulations  will  update 
and  clarify  the  general  rules  for 
deductibility  of  employer  contributions 
to  qualihed  retirement  plans  and  other 
deferred  compensation  arrangements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-l 39449-01 

Drafting  attorney:  Linda  S.F.  Marshall 
(202)  622-6090 

Reviewing  attorney:  Mark  Schwimmer 
(202)  622-6090 

Treasury  attorney:  Thomas  Reeder  (202) 
622-1341 

CC:TEGE 


Agency  Contact:  Linda  S.F.  Marshall, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6090 

RIN:  1545-BA13 


2264.  ALLOCATION  AND 
APPORTIONMENT  RULES:  GUIDANCE 
ON  SELECTED  ISSUES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
863 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  provides 
guidance  with  respect  to  the  allocation 
and  apportionment  under  section  861 
of  selected  deductions,  e.g.,  disaster 
losses  and  research  and 
experimentation  expenses. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-128240-01 

Drafting  attorney:  Teresa  B.  Hughes 
(202)  622-3850 

Reviewing  attorney:  Anne  O.  Devereaux 
(202)  622-3850 

Treasury  attorney:  John  Harrington 
(202)  622-0589 

CC:INTL 

Agency  Contact:  Teresa  B.  Hughes, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service. 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3850 

Fax:  202  622-4476 

Email:  teresa.b.hughes@irscounsel. 

treas.gov 

RIN:  1545-BA64 


2265.  ALLOCATION  OF  NEW 
MARKETS  TAX  CREDIT 

Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  45D;  26  USC 
7805 

CFR  Citation:  26  CFR  1 


Legal  Deadline:  None 

Abstract:  The  regulations  will  address 
how  the  section  45D  new  markets  tax 
credit  should  be  allocated  to  the 
partners  of  a  partnership  under  section 
704(b)  of  the  Internal  Revenue  Code 
and  will  address  related  partnership 
issues. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-l 31 999-02 

Drafting  attorney:  Richard  T.  Probst 
(202)  622-3060 

Reviewing  attorney:  James  A.  Quinn 
(202)  622-3060 

CC:  PSI 

Agency  Contact:  Richard  T.  Probst, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3060 
Fax:  202  622-3484 
Email:  richard.t.probst@irscounsel. 
treas.gov 

RIN:  1545-BA84 


2266.  ACCRUAL  RULES  FQR 
CREDITABLE  FOREIGN  TAXES  AND 
GUIDANCE  ON  CHANGE  IN  TAXABLE 
YEAR 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
will  clarify  the  rules  for  determining 
when  a  creditable  foreign  tax  accrues 
and  may  be  claimed  as  a  credit,  and 
will  provide  guidance  for  determining 
the  allowable  foreign  tax  credit  upon 
a  change  in  the  U.S.  taxable  year. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


> 
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Additional  Information:  REG-144597-02 

Drafting  attorney:  Teresa  B.  Hughes 
(202)  622-3850 

Reviewing  attorney:  Barbara  A.  Felker 
(202)  622-3850 

CC:INTL 

Agency  Contact:  Teresa  B.  Hughes, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 
Fax:  202  622-4476 
Email:  teresa.b.hughes@irscoimsel. 
treas.gov 

RIN: 1545-BB27 


2267.  AMENDING  THE  LOW-INCOME 
HOUSING  TAX  CREDIT  PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  42;  26  USC 

7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  These  regulations  are 
amendments  to  the  general  public  use 
requirements  in  the  low-income 
housing  tax  credit  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-151145-02 

Drafting  attorney:  Jack  Malgeri  (202) 
622-3040 

Reviewing  attorney:  Paul  Handleman 
(202)  622-3040 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:PSI 

Agency  Contact:  Jack  Malgeri, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3040 

RIN: 1545-BB37 


2268.  SUBSTITUTE  DIVIDEND 
PAYMENTS  IN  SECURITIES  LENDING 
AND  SIMILAR  TRANSACTIONS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
7701;  26  USC  863 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  This  regulation  relates  to 

taxation  of  cross-border  and  foreign-to- 

foreign  substitute  dividend  payments  in 

secmities  lending  and  similar 

transactions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  REG-130751-01 

Drafting  attorney:  Theodore  D.  Setzer 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

CC:INTL 

Agency  Contact:  Theodore  D.  Setzer, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-BB56 


2269.  LOSS  ON  SUBSIDIARY  STOCK 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  337(d);  26 
USC  7805;  26  USC  1502 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  provide 
guidance  to  corporations  that  are 
members  of  an  affiliated  group  filing 
a  consolidated  income  tax  return  and 
that  own  stock  of  a  subsidiary.  The 
regulations  will  provide  rules  relating 
to  the  loss  allowed  on  a  disposition  of 
subsidiary  and  stock,  to  the  reduction 
of  the  subsidiary’s  attributes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/23/07  72FR2S64 

NPRM  Comment  04/23/07 

Period  End 

Final  Action  06/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  information:  REG-157711-02 

Drafting  attorney:  Phoebe  Bennett  (202) 
622-7770 

Reviewing  attorney:  Theresa  Abell  (202) 
622-7700 

CC:  COR 

Agency  Contact:  Phoebe  Bennett, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7770 

Fax:  202  622-0477 

Emai  1:  phoebe.bennett@irscounsel . 

treas.gov 

RIN:  1545-BB61 


2270.  LIQUIDATION  OF  AN  INTEREST 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  2704(b);  26 
USC  7805 

CFR  Citation:  26  CFR  25 
Legal  Deadline:  None 

Abstract:  This  regulation  relates  to 
additional  rules  for  determining  when 
restrictions  on  liquidation  are 
disregarded  in  valuing  an  interest 
under  section  2704  of  the  Internal 
Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-163113-02 
Drafting  attorney:  John  MacEachen 
(202)  622-7830 

Reviewing  attorney:  George  Masnik 
(202)  622-3090 

Treasury  attorney:  Catherine  Hughes 
(202)  622-9407 
CC:  PSI 

Agency  Contact:  John  MacEachen, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7830 

RIN:  1545-BB71 
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2271.  UTILITY  ALLOWANCE 
REGULATION  UPDATE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  42;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  modify 
and  update  utility  allowance 
regulations  under  section  1.42-10, 
which  provides  for  an  alternative 
method  for  computing  utility 
allowances  under  section  1.42- 
10(b)(4)(ii).  Also,  the  regulation  will 
provide  for  annual  updates  of  utility 
allowances. 

Timetable: 

Action  .  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  Information:  REG-128274-03 

Drafting  attorney:  David  Selig  (202) 
622-3040 

Reviewing  attorney:  Paul  Handleman 
(202)  622-3040 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  David  Selig, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3040 

RIN:  1545-BC22 


2272.  ADDITIONAL  GUIDANCE 
REGARDING  MARK-TO-MARKET 
ACCOUNTING  FOR  TRADERS  IN 
SECURITIES  AND/OR  COMMODITIES, 
INCLUDING  FOREIGN  CURRENCY 
INSTRUMENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  7805;  26  USC 
988(a)(1)(B) 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  provides 
additional  rules  relating  to  the  trader 


mark-to-market  election:  1)  The 
coordination  of  income  character  rules 
of  the  mark-to-market  regime  with  the 
capital  election  under  section 
988(a)(1)(B);  2)  the  definition  of 
commodities  for  purposes  of  section 
475;  and  3)  the  application  of  the  mark- 
to-market  rules  for  traders  that  trade 
both  securities  and  commodities  in  a 
single  business. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-135660-03 

Drafting  attorney:  Camille  B.  Evans 
(202)  622-3800 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:INTL 

Agency  Contact:  Camille  B.  Evans, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3800 

RIN: 1545-BC48 


2273.  COORDINATION  OF  UNITED 
STATES  AND  CERTAIN 
POSSESSIONS  INCOME  TAXES 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1;  26  CFR  301 
Legal  Deadline:  None 

Abstract:  Internal  Revenue  Code 
section  7654  contains  provisions  for 
coordination  of  United  States  and 
certain  possessions  income  taxes. 
Specifically,  section  7654  provides  for 
“cover  over”  of  the  net  collection  of 
taxes  imposed  under  chapter  1  or 
deducted  and  withheld  under  chapter 
24.  Section  7654  of  the  Internal 
Revenue  Code  of  1986  provides  specific 
rules  for  cover  over  with  regard  to  the 
possessions  American  Samoa  and  the 
U.S.  Virgin  Islands. 

Section  7654  of  the  1954  Code,  as 
amended  in  1972  by  Public  Law  92- 


606,  provides  specific  rules  for  cover 
over  with  regard  to  the  possessions 
Guam  and  the  Northern  Mariana 
Islands  (NMI).  Section  7654  of  the  1954 
Code  remains  applicable  to  Guam  and 
the  NMI  because  neither  of  these  two 
possessions  has  an  effective 
implementing  agreement  yvith  the 
United  States,  in  accordance  with  the 
Tax  Reform  Act  of  1986,  Public  Law 
99-514. 

The  regulations  will  provide  rules 
under  both  the  1954  Code  and  the  1986 
Code  versions  of  section  7654. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected;  None 

Additional  Information:  REG-139900-03 

Drafting  attorney:  Javier  G.  Salinas 
(202)  435-5262 

Reviewing  attorney:  Ricardo  A.  Cadenas 
(202)  435-5262 

Treasury  attorney:  Gretchen  Sierra  (202) 
622-1755 

CC:  INTL 

Agency  Contact:  Javier  G.  Salinas, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435-5262 

Related  RIN:  Related  to  1545-BD32 

RIN:  1545-BC54 


2274.  SUSPENSION  OF  RUNNING  OF 
PERIOD  OF  LIMITATION  DURING  A 
PROCEEDING  TO  ENFORCE  OR 
QUASH  A  DESIGNATED  OR  RELATED 
SUMMONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  25  USC  6503;  26  USC 
7805 

CFR  Citation:  26  CFR  l;  26  CFR  301 

Legal  Deadline:  None 

Abstract:  These  regulations  relate  to 
the  use  of  designated  and  related 
summonses  and  the  effect  on  the  period 
of  limitations  on  assessment  when  a  ^ 
case  is  brought  with  respect  to  a 
designated  or  related  summons. 
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Timetable; 

Action  Date  FR  Cite 

NPRM  07/31/03  68  FR  44905 

Second  NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information;  REG-208199-91 
Drafting  attorney:  Elizabeth  D.  Rawlins 
(202)  622-3600 

Reviewing  attorney:  Peter  J.  Devlin 
(202)  622-3600 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA;  CBS 

Agency  Contact:  Elizabeth  D.  Rawlins, 
Attorney-Advisor,  Department  of  the  . 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3600 

RIN:  1545-BC55 


2275.  GUIDANCE  UNDER  SECTION 
2053  REGARDING  POST-DEATH 
EVENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  20 
Legal  Deadline:  None 

Abstract:  These  regulations  relate  to 
the  amount  deductible  under  section 
2053(a)(3)  of  the  Internal  Revenue 
Code.  The  regulations  will  affect  estates 
of  decedents  where  claims  exist  against 
the  decedent’s  estate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  REC-143316-03 

Drafting  attorney:  DeAnn  K.  Malone 
(202)  622-3112 

Reviewing  attorney:  Melissa  Liquerman 
(202)  622-7830 


Treasury  attorney:  Cathy  Hughes  (202) 
622-9407 

CC:  PSI 

Agency  Contact:  DeAnn  K.  Malone, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3112 

RIN:  1545-BC56 


2276.  QUALIFIED  ZONE  ACADEMY 
BONDS;  OBLIGATIONS  OF  STATES 
AND  POLITICAL  SUBDIVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  provide 
for  permissible  expenditure  and  use  of 
proceeds,  coordinate  and  make 
consistent  provisions  regarding 
determination  of  credit  rate  and 
maturity  date.  It  will  provide  for 
remedial  action  in  case  of  change  in 
use  of  bond  proceeds.  The  regulations 
will  also  implement  the  arbitrage  and 
reporting  requirements. 

Timetable: 

Action  D^te  FR  Cite 

NPRM  03/26/04  69  FR  15747 

Public  Hearing  07/21/04 

Second  NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Local, 
State 

Additional  Information;  REG-121475-03 

Drafting  attorney:  Zoran  Stojanovic 
(202)  622-3980 

Reviewing  attorney:  Timothy  L.  Jones 
(202)  622-3701 

CC:  TEGE 

Agency  Contact:  Zoran  Stojanovic, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone;  202  622-3980 
Fax:  202  622-4437 
Email:  zoran.stojanovic@irscounsel. 
treas.gov 

RIN:  1545-BC61 


2277.  BELOW-MARKET  LOANS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  7805;  26  USC 
7872(h) 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
relate  to  the  Federal  income  tax 
consequences  of  certain  helow-market 
loans.  > 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-209226-84 

Drafting  attorney;  Shawn  R.  Tetelman 
(202)  622-3930 

Reviewing  attorney:  David  B.  Silber 
(202)  622-3930 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC;FI 

Agency  Contact:  Shawn  R.  Tetelman, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3930 
Email:  shawn.r.tetelman@irscounsel. 
treas.gov 

RIN:  1545-BC78 


2278.  REGULATIONS  GOVERNING 
THE  PERFORMANCE  OF  ACTUARIAL 
SERVICES  UNDER  THE  EMPLOYEE 
RETIREMENT  INCOME  SECURITY  ACT 
OF  1974 

Priority;  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  29  USC  1241;  26  USC 
7805 

CFR  Citation:  20  CFR  901 
Legal  Deadline:  None 

Abstract:  Regulations  governing  the 
performance  of  actuarial  service  under 
the  Employee  Retirement  Income 
Security  Act  of  1974  (ERISA).  The 
^gulations  will  cover  the  qualifications 
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required  for  enrollment,  continuing 
education  requirements  for  enrolled 
actuaries,  professional  standards  for  the 
performance  of  actuarial  services  under 
ERISA,  the  grounds  for  disciplinary 
action  against  an  enrolled  actuary,  and 
the  procedures  to  be  followed  in  taking 
disciplinary  actions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-159704-03 

Drafting  attorney:  Michael  J.  Roach 
(202)  622-6090 

CC:TEGE 

Agency  Contact:  Michael  J.  Roach, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Gonstitution  Avenue  NW, 
Washington,  DC  20224 
Phone;  202  622-6090 

RIN:  1545-BC82 


2279.  DEFINITION  OF  LOSS  FOR 
PURPOSES  OF  THE  STRADDLE 
RULES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
1092 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulation  will  govern 
the  definition  of  the  term  “loss”  for 
purposes  of  sections  1092  and  263(g). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-159869-03 

Drafting  attorney:  Mary  Brewer  (202) 
622-3950 

Reviewing  attorney:  Christina  Morrison 
(202)  622-3950 

Treasury  attorneys:  Michael  Novey 
(202)  622-1339 


‘  CC:FI 

Agency  Contact:  Mary  Brewer, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3950 

RIN:  1545-BC83 


2280.  GUIDANCE  REGARDING  THE 
ACTIVE  TRADE  OR  BUSINESS 
REQUIREMENT  UNDER  SECTION 
355(B) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  rulemaking 
will  provide  guidance  regarding  the 
active  trade  or  business  requirement 
under  section  355(b). 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-123365-03 

Drafting'  attorney:  Russell  P.  Subin 
(202)  622-7790 

Reviewing  attorney:.  Stephen  P.  Fattman 
(202)  622-7700 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Russell  P.  Subin, 
Attorney-Advisor,  Department  of  the 
Treasuiy',  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7790 

RIN:  1545-BC94 


2281.  ACCUMULATED  ADJUSTMENT 
ACCOUNT  AND  OTHER  CORPORATE 
SEPARATIONS  UNDER  SECTION  355 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 


Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
will  amend  the  current  regulations 
under  section  1.1368-2  in  order  to 
address  the  proper  treatment  of  an  S 
corporation’s  accumulated  adjustment 
account  in  a  section  355  transaction  not 
preceded  by  a  section  368(a)(1)(D) 
reorganization. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-168722-03 

Drafting  attorney:  Deane  M.  Burke  (202) 
622-3070 

Reviewing  attorney:  James  Quinn  (202) 
622-3070 

CC:PSI 

Agency  Contact:  Deane  M.  Burke, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3070 

RIN:  1545-BC98 


2282.  SUPPORT  TEST  IN  THE  CASE 
OF  A  CHILD  OF  DIVORCED  PARENTS 

Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  152;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
will  update  section  1.152-4. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-149856-03 

Drafting  attorney:  Victoria  J.  Driscoll 
(202)  622-4920 

Reviewing  attorney:  Stephen  J.  Toomey 
(202)  622-4920 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 
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CC:  ITA 

Agency  Contact;  Victoria  J.  Driscoll, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622^920 
Fax:  202  622-6853 

RIN:  15.45-BDOl 


2283.  DEFINITION  OF  QUALIFIED 
FOREIGN  CORPORATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805(a);  26 

use  1 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  Notice  2003-79,  section  5, 
published  on  December  15,  2003,  states 
that  the  IRS  intends  to  issue 
regulations,  for  years  after  2003,  that 
provide  procedures  for  a  foreign 
corporation  to  certify  that  it  is  a 
qualihed  foreign  corporation  for 
purposes  of  IRC  section  l(h)(ll)(C). 
(Temporary  rules  provided  in  Notice 
2003-79  were  subsequently  extended  by 
Notice  2004-71,  published  on 
November  8,  2004,  and  by  Notice  2006- 
3,  published  January  17,  2006.)  The 
regulations  will  also  provide 
procedures  for  certifying  that  a  security 
that  is  not  a  common  or  ordinary  share 
is  equity  rather  than  debt;  that  a  foreign 
company  is  entitled  to  benefits  under 
a  comprehensive  income  tax  treaty 
where  a  security  is  not  readily  tradable 
on  a  recognized  U.S.  stock  exchange; 
and  that  the  foreign  corporation  is  not 
a  PFIC  in  the  taxable  year  in  which 
a  dividend  is  paid,  or  in  the  preceding 
taxable  year.  The  regulations  cire  also 
expected  to  address  the  meaning  of  the 
requirement  in  the  legislative  history 
that  to  qualify  under  a  treaty  for 
purposes  of  l(h)(ll)  “substantially  all 
of. .  .[the  foreign  corporation’s]  income 
in  the  taxable  year  in  which  the 
dividend  is  paid”  must  qualify  for 
treaty  benefits. 

Timetable: 

Action  Date  FR  Cite 

I^PRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-107420-04 


Drafting  attorney;  Ana  C.  Guzman  (202) 
622-3880 

Reviewing  attorney:  Edward  R.  Barret 
(202)  622-3880 

CC:INTL 

Agency  Contact:  Ana  C.  Guzman, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

Edward  R.  Barret,  Attorney-Advisor, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-3880 
RIN:  1545-BD15 


2284.  REMIC  INTEREST-ONLY 
REGULAR  INTERESTS 
Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  These  rules  relate  to  the 
proper  timing  of  income  or  deduction 
attributable  to  an  interest-only  regular 
interest  in  a  Real  Estate  Mortgage 
Investment  Conduit  (REMIC). 

Timetable: 

Action  Date  FR  Cite 

ANPRM  08/25/04  69  FR  52212 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-106679-04 

Drafting  attorney:  Kathleen  A.  Sleeth 
(202)  622-3920 

Reviewing  attorney:  Elizabeth  A. 
Handler  (202)  622-3157 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC;FI 

Agency  Contact:  Kathleen  A.  Sleeth, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3920 
Email:  kathleen.a.sleeth@irscounsel. 
treas.gov 

RIN:  1545-BD18 


2285.  SECTION  42  QUALIFIED 
CONTRACT  PROVISIONS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  42;  26  USC 
7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  This  proposed  regulation 

under  sections  42(h)(6)(F)  and 

42(h)(6)(K)  will  provide  guidance  for 

provisions  relating  to  qualified 

contracts. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-114084-04 

Drafting  attorney:  Jack  Malgeri  (202) 
622-3040 

Reviewing  attorney:  Susan  Reaman 
(202)  622-3040 

Treasury  reviewer:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  Jack  Malgeri, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone;  202  622-3040 

RIN:  1545-BD20 


2286.  PAYMENTS  FOR  WHICH  NO 
RETURN  OF  INFORMATION  IS 
REQUIRED  UNDER  SECTION  6041 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  6041;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  proposed  regulation  will 
remove  section  1.6041-3(g)  of  the 
Income  Tax  Regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Bequired:  No 
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Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-147136-03 

Drafting  attorney:  Timothy  S.  Sheppard 
(202)  622-4910 

Reviewing  attorney:  James  C.  Gibbons 
(202)  622-7085 

Treasury  attorney:  John  Parcel!  (202) 
622-2578 

CC:  PA:  APJ 

Agency  Contact:  Timothy  S.  Sheppard, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-4910 
RIN:  1545-BD21 


2287.  DEFINITION  OF  DISQUALIFIED 
PERSON 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  i 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
provide  certain  changes  to  the 
definition  of  a  disqualified  person 
under  section  1.1031-l(k)  of  the  income 
tax  regulations  to  facilitate  the  ability 
of  banks  and  bank  affiliates  to  act  as 
qualified  intermediaries  in  section  1031 
exchanges. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-l 60005-03 

Drafting  attorney:  Brendan  P.  O’Hara 
(202)  622-4920  ' 

Reviewing  attorney:  Steven  Toomey 
(202)  622-4920 

CC:  ITA 

Agency  Contact:  Brendan  P.  O’Hara, 
Attorney  Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4920 

RIN:  1545-BD28 


2288.  TRANSFERS  OF  RESTRICTED 
STOCK 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  83;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
address  the  application  of  section  83 
to  the  transfer  of  substantially 
nonvested  stock  to  a  related  person. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

% 

Government  Levels  Affected:  None 
Additional  Information:  REG-127147-04 

Drafting  attorney:  Stephen  B.  Tackney 
(202)  622-6030 

Treasury  attorney:  Dan  Hogans  (202) 
622-1332 

CC:  TEGE 

Agency  Contact:  Stephen  B.  Tackney, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4030,  Washington,  DC  20224 
Phone:  202  622-6030 
Fax:  202  622-7865 
Email:  stephen.b.tackney@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BD45 
RIN:  1545-BD44 


2289.  CLASSIFICATION  OF  INDIAN 
TRIBAL  CORPORATIONS 

Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  7701;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulation  will  provide 
guidance  regarding  classification  of 
Indian  Tribal  Corporations  for  Federal 
tax  purposes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Government  Levels  Affected:  None 
Federalism:  Undetermined 
Additional  Information:  REG- 136069-04 

Drafting  attorney:  Steven  A.  Schmoll 
(202)  622-3050 

Reviewing  attorney:  Dianna  K.  Miosi 
(202)  622-3050 

CC:PSI 

Agency  Contact:  Steven  A.  Schmoll. 
Attorney  -  Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3050 
Email:  steven.a.schmoll@irscounsel. 
treas.gov 

RIN:  1545-BD61 


2290.  DECLARATORY  JUDGMENT- 
GIFT  TAX  VALUE 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  7477;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Proposed  regulations  relating 
to  the  redetermination  of  value  of 
certain  gifts  in  a  declaratory  judgment 
action. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REG-143716-04 
Drafting  attorney:  William  L.  Blodgett 
(202)  622-3090 

Reviewing  attorney:  George  L.  Masnik 
(202)  622-3090 

Treasury  attorney:  Catherine  Hughes 
(202)  622-9407 
CC:  PSI 

Agency  Contact:  William  L.  Blodgett, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3090 

RIN:  1545-BD67 
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2291.  REGULATIONS  UNDER 
SECTION  706  REGARDING 
DETERMINATION  OF  DISTRIBUTIVE 
SHARES  WHEN  A  PARTNER’S 
INTEREST  CHANGES 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  706;  26  USC 
7805  ■ 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
rules  regarding  the  determination  of  a 
partner’s  distributive  share  when  the 
partner’s  interest  changes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-l4468g-04 

Drafting  attorney:  Laura  C.  Fields  (202) 
622-3050 

Reviewing  attorney:  Dianna  K.  Miosi 
(202)  622:3050 
CC:  PSI 

Agency  Contact:  Laura  C.  Fields, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  ' 
Washington,  DC  20224 
Phone:  202  622-3050 

RIN:  1545-BD71 


2292.  SHAREHOLDER’S  BASIS  IN 
STOCK  OF  AN  S  CORPORATION 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  7805;  26  USC 
1367 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
rules  relating  to  the  determination  of 
a  shareholder’s  basis  in  stock  of  an  S 
corporation. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Final  Action 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REC-144859-04 

Drafting  attorney:  Stacy  L.  Short  (202) 
622-3070 

Reviewing  attorney:  Christine  Ellison 
(202)  622-3070  . 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:PSI 

Agency  Contact:  Stacy  L.  Short, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3070 
RIN:  1545-BD72 


2293.  GUIDANCE  UNDER  SECTION 
707(C)  REGARDING  GUARANTEED 
PAYMENTS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  707;  26  USC 
7805 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  This  regulation  will  modify 
the  regulations  under  section  707(c)  to 
address  certain  situations  involving 
guaranteed  payments  to  partners. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-l446g4-04 

Drafting  attorney:  Jason  T.  Smyczek 
(202)  622-3050 

Reviewing  attorney:  David  R.  Haglund 
(202)  622-3050 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Jason  T.  Smyczek, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service,  , 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Phone:  202  622-3050 
RIN:  1545-BD74 


2294.  UPDATE  AND  REVISION  OF 
TREASURY  REGULATION  SECTIONS 
1.381(CK4)  AND  (5)-1 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  381(c)(4);  26 
USC  381(c)(5);  26  USC  7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  The  proposed  amendments 
will  focus  on  how  to  determine  the 
principal  accounting  method;  how 
taxpayers  will  procedurally  change 
their  accounting  methods  when  they’re 
not  permitted  to  use  or  prefer  not  to 
use  the  principal  accounting  method; 
how  taxpayers  will  reflect  the 
difference  in  computing  taxable  income 
when  they  change  their  accounting 
methods;  reconciling  Treasury 
Regulation  section  1.381(c)(4)  language, 
terms,  and  conditions  with  Treasury 
Regulation  section  1.381(c)(5);  and 
reordering,  simplifying,  and  indexing 
Treasury  Regulation  sections  1.381 
(c)(4)  and  (5). 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REC-151884-03 
and  REC-151887-03 

Drafting  attorney:  Cheryl  L.  Oseekey 
(202)  622-4970 

Reviewing  attorney:  Roy  A.  Hirschhom 
(202)  622-4970 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  ITA 

Agency  Contact:  Cheryl  L.  Oseekey, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4970 

PIN:  1545-BD81 


04/12/07  72  FR  18417 
07/11/07 

12/00/07 
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2295.  AMENDMENTS  TO  26  CFR 
SECTION  1.263(A)-5  REGARDING 
TREATMENT  OF  CAPITALIZED  COSTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  263(a);  26 
USC  7805 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  The  IRS  and  Treasury 
Department  intend  to  propose 
regulations  to  address  the  treatment  of 
amounts  that  facilitate  certain  tax-free 
and  taxable  transactions  and  other 
restructurings  and  that  are  required  to 
be  capitalized  under  section  263(a)  and 
section  1.263(a)-5. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-143640-04 

Drafting  attorney:  Angella  L.  Warren 
(202)  622-4950 

Reviewing  attorney:  Glenn  Bogdonoff 
(202)  622-4950 

Treasury  attorneys:  Sharon  Kay  (202) 
622-0865 

CC:  ITA 

Agency  Contact:  Angella  L.  Warren, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-4950 
RIN:  1545-BD82 


2296.  GUIDANCE  REGARDING 
SELECTED  ISSUES  UNDER  SECTION 
336(E) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  336;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
will  address  the  circumstances  in 


which  a  corporation  that  owns  stock  in 
another  corporation,  meeting  the 
requirements  of  section  1504(a)(2),  and 
sells,  exchange,  or  distributes  such  an 
interest  may  elect  to  treat  the 
transaction  as  a  disposition  of  the 
assets  of  such  other  corporation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-143544-04 

Drafting  attorney:  Mark  Weiss  (202) 
622-7790 

Reviewing  attorney:  Ken  Cohen  (202) 
622-7790 

CC:  COR 

Agency  Contact:  Mark  J.  Weiss, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7790 

RIN:  1545-BD84 


2297.  DEFINITION  OF  THE  “DUE 
DATE”  FOR  PURPOSES  OF 
CALCULATING  OVERPAYMENT 
INTEREST  UNDER  SECTION 
301.661T(H) 

Priority:  Substantive,  Nonsignificant 
Unfunded  Mandates;  Undetermined 

Legal  Authority:  26  USC  6611;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  These  regulations  will  amend 
26  CFR  section  301 .6611 -1(h)  to  clarify 
the  allowance  for  overpayment  interest 
in  cases  in  which  an  overpayment  is 
credited  against  an  underpayment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-148576-04 

Drafting  attorney:  Timothy  S.  Sheppard 
(202)  622-4910 


Reviewing  attorney:  Pamela  W.  Fuller 
(202)  622-4910 

CC:  PA:  APJ 

Agency  Contact:  Timothy  S.  Sheppard, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-4910 
RIN:  1545-BD86 


2298.  REDUCTION  OF  FUEL  EXCISE 
TAX  EVASION 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  48 
Legal  Deadline:  None 
Abstract:  Changes  to  tax  on  aviation 
grade  kerosene  and  other  excise  taxes 
related  to  taxable  fuels. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REG-153838-04 

Drafting  attorney:  Deborah  }.  Karet  (202) 
622-3130 

Reviewing  attorneys:  Frank  K.  Boland 
(202)  622-3130  and 

Curt  G.  Wilson  (202)  622-3000 

Treasury  attorney:  John  Parcell  (202) 

622-2578 

CC:  PSI 

Agency  Contact:  Deborah  J.  Karet, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3130 

Email:  deborah.j.karet@irscounsel. 

treas.gov 

RIN: 1545-BE03 


2299.  INTRA-GROUP  GROSS 
RECEIPTS  UNDER  SECTION  41 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  41;  26  USC 
7805 
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CFR  Citation;  26  CFR  1 
Legai  Deadiine:  None 

Abstract:  The  proposed  regulations 
will  address  the  treatment  of  intra¬ 
group  transactions  in  the  determination 
of  a  controlled  group’s  gross  receipts 
for  purposes  of  the  section  41  research 
credit. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-159420-04 

Drafting  attorney:  Jaime  C.  Park  (202) 
622-3120 

Reviewing  attorney:  Brenda  M.  Stewart 
(202)  622-3120 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  Jaime  C.  Park, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Ave  NW,  Washington,  DC 
20024 

Phone:  202-622-3120 

Email:  jaime.c.park@irscounsel. 

treas.gov 

RIN: 1545-BE14 


2300.  FARMER  AND  FISHERMAN 
INCOME  AVERAGING  UNDER  THE 
AMERICAN  JOBS  CREATION  ACT  OF 
2004  (AJCA) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1301;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  project  will  amend  the 
farm  income  averaging  regulations 
under  section  1.1301-1  to  include  the 
concept  of  fishing  business. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information;  REC-161695-04 


Drafting  attorney:  Amy  J.  Pfalzgraf  (202) 
622-4960 

Treasury  attorney:  John  Parcel!  (202) 
622-2578 

CC:  ITA 

Agency  Contact:  Amy  J.  Pfalzgraf, 
Senior  Counsel,  Department  of  the 
Treasvuy,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4960 
Email:  amy.f.pfalzgrafSirscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE39 
RIN:  1545-BE23 


2301.  TRACTORS,  TRAILERS, 
TRUCKS,  AND  TIRES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
imdetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  48 
Legal  Deadline:  None 

Abstract:  This  project  will  provide 
guidance  on  trucks,  tractors,  trailers, 
and  tires  in  light  of  legislative  changes 
and  litigation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REC-103380-05 

Drafting  attorney:  Celia  A.  Gabrysh 
(202)  622-3130 

Reviewing  attorneys:  Barbara  B. 
Franklin  (202)  622-3130  and 

Curt  G.  Wilson  (202)  622-3000 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Celia  A.  Gabrysh, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3130 

RIN:  1545-BE31 


2302.  RELEASE  OF  LIEN  OR 
DISCHARGE  OF  PROPERTY 

Priority:  Info./Admin. /Other 

Legal  Authority:  26  USC  6325;  26  USC 
6503;  26  USC  7426;  26  USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Proposed  regulations  that 
reflect  the  enactment  of  sections 
6325(b)(4),  7426(a)(4)  and  (b)(5),  and 
6503(f)(2)  of  the  IRS  Restructuring  and 
Reform  Act  of  1998,  giving  third-party 
owners  of  property  administrative  and 
judicial  remedies  to  discharge  tax  liens 
from  their  property. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/11/07  72  FR  1301 

NPRM  Comment  04/1 1/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-159444-04 

Drafting  attorney:  Debra  A.  Kohn  (202) 
622-3620 

Reviewing  attorney:  Lawrence 
Schattner  (202)  622-3620 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:  PA:  CBS 

Agency  Contact:  Debra  A.  Kohn, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-7985 

Email:  debra.akohn@irscounsel. 

treas.gov 

RIN:  1545-BE35 


2303.  RESEARCH  EXPENDITURES 
RESULTING  IN  INVENTORY 
PROPERTY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  174;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  address 
the  treatment,  under  section  174,  of 
amounts  paid  or  incurred  for  the  direct 
labor  and  materials  used  to  construct 
property  to  be  sold  to  third  parties. 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23045 


TREAS— IRS 


Proposed  Rule  Stage 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-124148-05 

Drafting  attorney:  Jaime  C.  Park  (202) 
622-3120 

Reviewing  attorney:  Brenda  M.  Stewart 
(202)  622-3120 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  Jaime  C.  Park, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Ave  NW,  Washington,  DC 
20024 

Phone:  202  622-3120 

Email:  jaime.c.park@irscounsel. 

treas.gov 

RIN:  1545-BE64 


2304.  SECTION  401  (AK4)  GUIDANCE 
Priority:  Substantive,  Nonsigniticant 

Legal  Authority:  26  USC  401;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Provide  additional  guidance 
on  satisfying  the  section  401(a)(4) 
nondiscrimination  requirement  with 
respect  to  benefits  or  contributions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-127586-05 

Drafting  attorney:  Christopher  A. 
Crouch  (202)  622-6090 

Reviewing  attorney:  Linda  S.  Marshall 
(202)  622-6090 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CC:  TEGE 

Agency  Contact:  Christopher  A. 
Crouch,  Attorney  Advisor,  Department 
of  the  Treasury,  Internal  Revenue 


Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6090 
Fax:  202  927-1851 

Email:  christopher.a.crouch@irscounsel. 
treas.gov 

RIN:  1545-BE69 


2305.  INFORMATION  REPORTING  ON 
REAL  ESTATE  TRANSACTIONS 

Priority:  Info./Admin./Other 

Legal  Authority:  26  USC  6011;  26  USC 
6045;  26  USC  7805 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  amends  26 
CFR  section  1.6045-4  of  the  Income  Tax 
Regulations  by  providing  that  a  sale  or 
exchange  of  an  interest  in  timber  for 
an  outright  or  a  lump  sum  amount  is 
subject  to  information  reporting  under 
26  U.S.C.  section  6045(e). 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-l 55669-04 

Drafting  attorney:  Julie  Hanlon-Bolton 
(202)  622-7028 

Reviewing  attorney:  James  C.  Gibbons 
(202)  622-4910 

CC:  PA:  APJ 

Agency  Contact:  Jiilie  Hanlon-Bolton, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Ave,  NW,  Washington,  DC 
20224 

Phone:  202  622-7028 

Email:  julie.hanlon-bolton@irscounsel. 

treas.gov 

RIN:  1545-BE73 


2306.  START-UP  AND 
ORGANIZATIONAL  EXPENDITURES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  195;  26  USC 
248;  26  USC  709;  26  USC  7805 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
implement  the  changes  to  sections  195, 
248,  and  709  of  the  Internal  Revenue 
Code,  made  by  section  902  of  the 


American  Jobs  Creation  Act  of  2004 
(Pub.  L.  No.  108-357).  Under  the  Act, 
a  corporate  taxpayer  may  elect  to 
deduct  up  to  $5000  of  start-up 
expenditures  and  $5000  of 
organizational  expenditures  in  the 
taxable  year  in  which  the  trade  or 
business  begins.  The  remainder  of  the 
start-up  or  organizational  expenditures 
are  allowed  as  deductions  ratably  over 
the  180-month  period  beginning  with 
the  month  the  corporation  begins 
business.  Similar  rules  are  provided  for 
organizational  and  syndication  fees  for 
partnerships. 

Timetable: 

Action  Date  FR  Cite 

_____  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Smali  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-164965-04 

Drafting  attorney:  Grace  K.  Matuszeski 
(202)  622-7900 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  ITA 

Agency  Contact:  Grace  Matuszeski, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7900 

RIN: 1545-BE77 


2307.  ABANDONMENT  OF  STOCK 
AND  OTHER  SECURITIES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legai  Authority:  26  USC  165(g);  26 
USC  166;  26  USC  7805;  26  USC  332 

CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  Guidance  is  needed  regarding 
the  Federal  income  tax  consequences  of 
the  surrender  of  stock,  securities,  or 
debt  for  no  consideration  where  the 
surrender  is  not  a  gift  or  contribution. 
Since  these  interpretive  regulations  will 
clarify  current  law,  a  cost/benefit 
analysis  is  not  necessary. 

Timetable: 

Action  Date  FR  Cite  . 

NPRM  12/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-iOlOOl-05 

Drafting  attorney:  Sean  M.  Dwyer  (202) 
622-5020 

Reviewing  attorney:  Andrew  M.  Irving 
(202)  622-5020 

CC:  ITA 

Agency  Contact:  Sean  M.  Dwyer, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-5020 

RIN: 1545-BE80 


2308.  TARGETED  POPULATIONS 
UNDER  SECTION  45D(E)<2) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  450;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulation  provides 
guidance  under  section  45D  regarding 
how  an  entity  meets  the  requirements 
to  be  a  qualified  active  low-income 
community  business  for  purposes  of  the 
new  markets  tax  credit  when  its 
activities  involve  targeted  populations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-142339-05 

Drafting  attorney:  Lauren  R.  Taylor 
(202)  622-3040 

Reviewing  attorney:  Susan  Reaman 
(202)  622-3040 

Treasury  attorney:  Sharon  Kay  (202) 
'622-0865 

CC:  PSI 

Agency  Contact:  Lauren  R.  Taylor, 
General  Attorney  (Tax),  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
5111,  Washington,  DC  20224 
Phone:  202  622-3040 


Fax:  202  622-4753 

Email:  lauren.r.taylor@irscounsel. 

treas.gov 

RIN:  1545-BE89 


2309.  S  CORPORATION  GUIDANCE 
UNDER  AMERICAN  JOBS  CREATION 
ACT  OF  2004 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1361;  26  USC 
1362;  26  USC  1366;  26  USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  revises  S 
corporation  regulations  under  section 
1361  and  other  affected  code  sections 
to  reflect  provisions  of  (AJCA) 
“American  Jobs  Creation  Act  of  2004” 

&  (GOZA)  Gulf  Opportunity  Zone  Act, 
including  family  shareholder  rules 
under  Act  section  231;  also  updates  or  ■ 
replaces  obsolete  references  in 
regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-143326-05 

Drafting  attorney:  Bradford  R.  Poston 
(202)  622-3060 

Reviewing  attorney:  John  T.  Hines  (202) 
622-3060 

CC:  PSI 

Agency  Contact:  Bradford  R.  Poston, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW,  Room 

5015,  Washington,  DC  20224 

Phone:  202  622-3060 

Fax:  202  622-3484 

Email:  bradford.r.poston@irscounsel. 

treas.gov 

RIN: 1545-BE95 


2310.  CAPITAL  COSTS  INCURRED  TO 
COMPLY  WITH  EPA  SULFUR 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 


Abstract:  This  regulation  provides 
guidance  under  section  179B  of  the 
Internal  Revenue  Code  relating  to  EPA 
sulfur. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REC-143453-05 

Drafting  attorney:  Douglas  Kim  (202) 
622-3110 

Reviewing  attorney:  Kathleen  Reed 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Douglas  Kim, 
Attorney-Advisor,  Department  of  the 
Trea'Sury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BE97 
RIN: 1545-BE96 


2311.  DISALLOWANCE  OF 
PARTNERSHIP  LOSS  TRANSFERS 
AND  BASIS  REDUCTION  IN  STOCK 
OF  A  CORPORATE  PARTNER 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  704;  26  USC 
734;  26  USC  743;  26  USC  755;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
intend  to  provide  guidance  under 
sections  704,  734,  743,  and  755  as 
amended  by  the  American  Jobs 
Creation  Act  of  2004  regarding  the 
disallowance  of  certain  partnership  loss 
transfers,  and  no  reduction  of  basis  in 
stock  held  by  a  partnership  in  a 
corporate  partner. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

•Undetermined 
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Proposed  Rule  Stage 


Federalism:  Undetermined 

Additional  Information:  REG-144468-05 

Drafting  attorneys:  Barbara  J.  Campbell 
and  Sean  1.  Kahng  (202)  622-3050 

CC:PSI 

Agency  Contact:  Sean  I.  Kahng, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3050 

Barbara  Campbell,  Attorney-Advisor, 
Department  of  the  Treasury,  Internal 
Revenue  Service,’ 1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-3050 

RIN:  1545-BE98 


2312.  SECTION  704(C)  AND  737 
REGULATIONS  UPDATE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
704;  26  USC  737 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  proposed  rule  will 
modify  regulations  under  sections  704 
and  737  consistent  with  Notice  2005- 
15. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REC-143397-05 

Drafting  attorney:  Laura  C.  Fields  (202) 
622-3050 

Reviewing  attorney:  Beverly  Katz  (202) 
622-3050 


Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-3060 

RiN: 1545-BE99 


2313.  CAFETERIA  PLANS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  125;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Proposed  regulations  on 
cafeteria  plans  (employee  welfare 
benefit  plans  allowing  employees  to 
choose  between  taxable  benefits  and 
nontaxable  benefits  (e.’g.,  employer- 
provided  accident  and  health  plans, 
group  term  life  insurance  or  dependent 
care  assistance  programs). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-142695-05 

Drafting  attorney:  Elizabeth  A.  Purcell 
(202)  622-6080 

Reviewing  attorney:  Harry  Beker  (202) 
622-6080. 

Treasury  attorney:  Kevin  Knopf  (202) 
622-2329 

CC:  TEGE 

Agency  Contact:  Elizabeth  A.  Purcell, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6080 

Related  RIN:  Related  to  1545-BFOl 
RIN: 1545-BFOO 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Leveis  Affected:  None 
Additional  Information:  REG-146895-05 

Drafting  attorney:  Ruha  Nasrallah  (202) 
622-3110 

Reviewing  attorney:  Kathleen  Reed 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Ruba  Nasrallah, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BF06 
RIN: 1545-BF05 


2315.  CREDIT  CARD  CLAIMS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
6416 

CFR  Citation:  26  CFR  48 
Legal  Deadline:  None 

Abstract:  Refunds  of  excise  taxes  on 
exempt  sales  of  fuel  by  credit  card. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REC-147282-05 


Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Laura  C.  Fields, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3050 

Heather  L.  Faught,  Attorney-Advisor, 
Department  of  the  Treasury,  Internal 


2314.  ELECTION  TO  EXPENSE 
CERTAIN  REFINERIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
179C 

CFR  Citation:  26  CFR  1 
Logal  Deadline:  None 

Abstract:  Provide  guidance  under 
section  179C  of  the  Internal  Revenue 
Code. 


Drafting  attorney:  Taylor  Cortright  (202) 
622-3130 

Reviewing  attorneys:  Frank  Boland 
(202)  622-3130  and  Curt  Wilson  (202) 
622-3000 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Taylor  Cortright. 
Attorney,  Department  of  the  Treasury,  . 
Internal  Revenue  Service,  1111 
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Constitution  Avenue  NW,  Room  5314, 
Washington,  DC  20224 
Phone:  202  622-7055 

RIN: 1545-BF07 


2316.  NUCLEAR  DECOMMISSIONING 
COST 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract  Proposed  regulations  under 
the  Energy  Tax  Incentives  Act  of  2005 
concerning  nuclear  decommissioning 
costs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-147290-05 

Drafting  attorney:  Bernard  P.  Harvey 
(202)  622-3110 

Reviewing  attorney:  Peter  C.  Friedman 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Bernard  P.  Harvey  III, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BF09 
RIN: 1545-BF08 


2317.  CLEAN  RENEWABLE  ENERGY 
BONDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-58  sec 
1303(d);  26  USC  54 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Section  54  of  the  Code  allows 
certain  specified  entities  to  issue  Clean 
Renewable  Energy  Bonds.  Taxpayers 
who  purchase  these  bonds  are  entitled 
to  a  credit  against  income  tax  in  lieu 
of  receiving  interest  payments  fi'om  the 
Clean  Renewable  Energy  Bond  issuers. 


These  regulations  explain  the 
requirements  for  issuing  the  bonds  and 
for  claiming  the  tax  credit. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Local, 
State,  Tribal 

Additional  Information:  REG-148071-05 

Drafting  attorney:  Aviva  M.  Roth  (202) 
622-3980 

Reviewing  attorney:  Timothy  L.  Jones 
(202)  622-1380 

Treasury  attorney:  John  Cross  (202) 

622-1322 

CC:  TEGE 

Agency  Contact:  Aviva  M.  Roth, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  4013, 
Washington,  DC  20224 
Phone:  202  622-3980 
Email:  aviva.m.roth@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BF12 
RIN:  1545-BFll 


2318.  FEDERAL  INCOME  TAX 
CONSEQUENCES  OF  TRANSFERS 
BETWEEN  AN  INDIVIDUAL  DEBTOR 
AND  THE  BANKRUPTCY  ESTATE  IN 
CASES  UNDER  CHAPTERS  7  AND  11 
OF  TITLE  11  OF  THE  UNITED  STATES 
CODE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  The  proposed  notice  of 
proposed  rulemaking  designates  as  non- 
taxable  certain  asset  transfers  between 
individual  debtors  and  their  bankruptcy 
estates  that  occur  at  the  commencement 
of  the  bankruptcy  case,  after 
commencement  and  before  termination 
of  the  bankruptcy  estate,  and  upon  the 
termination  of  the  estate.  The 
regulations  provide  specific  rules 
governing  the  succession  of  tax 
attributes  by  the  estate  and  the  debtor 
in  connection  with  these  non-taxable 
transfers.  The  regulations  also  define 
the  section  1398  phrase  “termination  of 
the  estate.” 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-116372-03 

Drafting  attorney:  Laurence  K.  Williams 
(202)  622-3600 

Reviewing  attorney:  Pamela  W.  Fuller 
(202)  622-3600 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  CBS 

Agency  Contact:  Laurence  K.  Williams, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3600 
RIN: 1545-BF13 


2319.  ALCOHOL  FUEL  AND 
BIODIESEL 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  6426;  26  USC 
6427(e);  26  USC  40  A;  26  USC  40;  26 
USC  34;  26  USC  7805 

CFR  Citation:  48  CFR  6425;  48  CFR 
6427 

Legal  Deadline:  None 

Abstract:  Sections  40A,  6426,  and 
6427(e)  were  added  to  the  Internal 
Revenue  Code  (Code)  by  the  American 
Jobs  Creation  Act  of  2004  (Pub.  L.  108- 
357)(ACT).  The  Act  also  amended 
section  40  of  the  Code.  These  Code 
provisions  relate  to  credits  for  alcohol 
and  biodiesel  used  as  a  fuel  and  credits 
and  payments  for  alcohol  fuel  and 
biodiesel  mixtures.  The  regulations  will 
provide  guidance  on  these  Code 
sections. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-155087-05 
Drafting  attorney:  Susan  Athy  (202) 
>622-3130 


I 
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Reviewing  attorney:  Frank  Boland  (202) 
622-3130  and  Curt  Wilson  (202)  622- 
3000 

Treasury  attorney:  John  Parcel!  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Susan  Athy, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3130 

RIN:  1545-BF17 


2320.  CREDIT  FOR  PRODUCTION 
FROM  ADVANCED  NUCLEAR  POWER 
FACILITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
45J 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  Regulations  will  provide 
guidance  for  implementation  of  new 
section  45 J;  in  particular,  regulations 
will  provide  a  certification  process  for 
approval  and  allocation  of  the  National 
Megawatt  Limitation. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-157616-05 

Drafting  attorney:  Patrick  S.  Kirwan 
(202)  622-3110 

Reviewing  attorney:  Peter  Friedman 
(202)  622-3110 

Treasury  attorney:  John  Parcel!  (202) 
622-2578 


Agency  Contact:  Patrick  S.  Kirwan, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 
Email:  patrick.s.kirwan@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BF20 
RIN: 1545-BF19 


2321.  TAXPAYER  ASSISTANCE 
ORDERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7811  (a);  26 
USC  7805 

CFR  Citation:  42  CFR  301 
Legal  Deadline:  None 
Abstract:  Proposed  amendments  to 
Treasury  Regulation  section  301.7811- 
1  to  ensure  that  the  regulation  reflects 
amendments  to  section  7811  of  the 
Internal  Revenue  Code. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-152166-05 

Drafting  attorney:  Robin  M.  Tuczak 
(202)  622-3529 

Reviewing  attorney:  Judith  M.  Wall 
(202)  622-8131 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  NTA 

Agency  Contact:  Robin  Tuczak, 
Technical  Advisor  to  the  Special 
Counsel,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3529 

Email:  robin. m.tuczak@irscounsel. 

treas.gov 

RIN: 1545-BF33 

2322.  ENTERTAINMENT  EXPENSE 
DISALLOWANCE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  Regulations  implementing  the 
JOBS  Act  2004  amendments  to  section 
274(e)(2)  and  (e)(9),  regarding 
limitations  on  deductions  for  expenses 
for  entertainment  of  specified 
individuals. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-147171-05 

Drafting  attorney:  Michael  A.  Nixon 
(202)  622-4930 

Reviewing  attorney:  George  Baker  (202) 
622-4930 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:  ITA 

Agency  Contact:  Michael  A.  Nixon. 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4930 

RIN: 1545-BF34 


2323.  FAILURE  TO  MAINTAIN  LIST  OF 
ADVISEES  WITH  RESPECT  TO 
REPORTABLE  TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301.6708-1 
Legal  Deadline:  None 

Abstract:  Proposed  regulation  regarding 
the  penalty  imposed  under  section 
6708  for  a  person  required  to  maintain 
a  list  under  section  6112  who  fails  to 
make  the  list  available  upon  the  request 
of  the  Secretary. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REC-160873-04 

Drafting  attorney:  Lawrence  E.  Mack 
(202)  622-4940 

Reviewing  attorney:  Nancy  M.  Galib 
(202)  622-8523 

CC:  PA:  APJ 

Agency  Contact:  Lawrence  E.  Mack, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW.,  Washington, 
DC  20224 

Phone:  202  622-4940 

Email:  lawrence.e.mack@irscounsel. 

treas.gov 

RIN: 1545-BF39 
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2324.  ACCURACY-RELATED 
PENALTIES 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  USC  6662A;  USC 
6662;  USC  6664;  26  USC  7805 

CFR  Citation:  26  CFR  1.6662A;  26  CFR 
1.6662;  26  CFR  1.6664 

Legal  Deadline:  None 

Abstract:  Proposed  regulations 
regarding  the  new  provisions  and 
amendments  made  to  code  sections 
6662,  6662 A,  and  6664  by  the 
American  Jobs  Creation  Act  of  2004 
and  the  Gulf  Opportunity  Zone  Act  of 
2005. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-160870-04 

Drafting  attorney:  Laura  R.  Urich  (202) 
622-4940 

Reviewing  attorney:  Ashton  P.  Trice 
(202)  622-4940 

Treasury  attorney:  Mike  Desmond  (202) 
622-1981 

CC:  PA:  APJ 

Agency  Contact:  Laura  Rebecca  Urtch, 

Attorney  Advisor,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone;  202  622^940 

Fax:  202  622-1585 

Email:  laura.r.urich@irscounsel. 

treas.gov 

RIN: 1545-BF40 


2325.  TAXATION  OF  FRINGE 
BENEFITS  AND  EXCLUSIONS  FROM 
GROSS  INCOME  OF  CERTAIN  FRINGE 
BENERTS 

Priority:  Routine  and  Frequent 
Legal  Authority:  26  USC  7805 
CFR  Citation;  26  CFR  1.61-21-(k)(6)(B) 
Legal  Deadline:  None 

Abstract:  This  proposed  regulation  . 
contains  proposed  amendments  to  the 
fringe  benefit  regulations.  Income  Tax 
Regulation  section  1.61-21(k)(6)(B)  is 
amended  by  removing  a  reference  to 
section  414(q)(l)(C)  of  the  Internal 
Revenue  Code  (Code)  that  no  longer 


exists  and  replacing  it  with  a  reference 
to  regulation  section  1.61-21(f)(5)(i). 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-162699-05 

Drafting  Paralegal:  Eboni  P.  Stokes 
(202)  622-4783 

Reviewing  Branch  Chief:  Lynne  A. 
Camillo  (202)  622-6040 

CC:  TEGE 

Agency  Contact:  Eboni  Patrice  Stokes, 

Paralegal  Specialist,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-4783 

Email:  eboni.p.stokes@irscounsel. 

treas.gov 

RIN: 1545-BF42 


2326.  LIMITATION  ON  IMPORTATION 
OF  BUILT-IN  LOSSES 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.362-1 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
will  provide  guidance  in  adjusting  basis 
to  avoid  the  importation  of  built-in 
losses. 

Timetable: 

Action  Date  FR  Cite 

NPRM  1^00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-161948-05 

Drafting  attorney:  Joanne  M.  Fay  (202) 
622-8877 

Reviewing  attorney:  Filiz  A.  Serbes 
(202)  622-3703 

CC:  COR 

Agency  Contact:  Joanne  M.  Fay, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone;  202  622-8877 

Email:  joanne.m.fay@irscounsel. 

treas.gov 

RIN: 1545-BF43 


2327.  FURTHER  GUIDANCE 
REGARDING  APPLICATION  OF 
SECTION  409A 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  409A 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  Regulations  regarding  the 
measurement  of  income  inclusion  and 
calculation  of  applicable  taxes  under 
section  409A  of  the  Internal  Revenue 
Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-148326-05 

Drafting  attorney:  Stephen  B.  Tackney 
(202)  622-6030 

Treasury  attorney:  Dan  Hogan  (202) 
622-1332 

CC:  TEGE 

Agency  Contact:  Stephen  B.  Tackney, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4030,  Washington,  DC  20224 
Phone;  202  622-6030 
Fax:  202  622-7865 
Email:  stephen.b.tackney@irscounsel. 
treas.gov 

RIN: i545-BF50 


2328.  REQUIREMENTS  FOR 
REORGANIZATIONS  QUALIFYING 
UNDER  SECTION  368(AK1KE)  OR  (F) 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  is  intended  to 
provide  guidance  regarding  the 
requirements  of  a  reorganization  under 
section  368(a)(1)(F),  the  tax 
consequences  of  such  a  reorganization, 
and  give  examples  of  transactions  so 
qualifying. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-148532-05 

Drafting  attorney:  Douglas  C.  Bates 
(202)  622-7550  ' 

Reviewing  attorney:  Debra  L.  Carlisle 
(202)  622-7550 

CC:  COR 

Agency  Contact:  Douglas  C.  Bates, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington.  DC  20224 
Phone:  202  622-7550 
Fax:  202  622-4111 
Email:  douglas.c.bates@irscounsel. 
treas.gov 

Related  RIN:  Split  ft-om  1545-BD31 
RIN:  1545-BF51 


2329.  475  HELD  FOR  INVESTMENT 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  475(b) 

CFR  Citation:  26  CFR  Part  1 
Legal  Deadline:  None 

Abstract:  Publication  of  notice  of 
proposed  rule-making  relating  to 
whether  a  security  is  held  for 
investment  and  excluded  from  the 
application  of  section  475(a)  of  the 
Internal  Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Reguiatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected.  None 
Additional  Information:  REC^253307-g6 

Drafting  attorney:  Lauren  J.  Medovoy 
(202)  622-3920 

Reviewing  attorney:  Elizabeth  Handler 
(202)  622-3920 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC;  FI 

Agency  Contact:  Lauren  J.  Medovoy, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington. 
DC  20224 

Phone:  202  622-3920 
Fax;  202  622-7970 


Email:  laimen. j  .medovoy@irscounsel. 
treas.gov 

RIN:  1545-BF53 

2330.  CHANGE  TO  OFFICE  TO  WHICH 
NOTICES  OF  NONJUDICIAL  SALE 
AND  REQUESTS  FOR  RETURN  OF 
WRONGFULLY  LEVIED  PROPERTY 
MUST  BE  SENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6343;  26  USC 
7425 

CFR  Citation:  26  CFR  301.6343-2;  26 
CFR  301.7425-3 

Legal  Deadline:  None 

Abstract:  These  proposed  amendments 
to  the  regulations  provide  guidance 
relating  to  the  giving  of  notice  of 
nonjudicial  sales  under  section  7425(b) 
of  the  Internal  Revenue  Code  and 
requests  for  return  of  wrongfully  levied 
property  under  section  6343(b)  of  the 
Internal  Revenue  Code.  In  order  to 
account  for  the  IRS’s  current 
organizational  structure  and  to  allow 
for  future  reorganizations  of  the  IRS, 
the  proposed  regulations  remove 
certain  specific  titles. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-148951-05 

Drafting  attorney:  Robin  M.  Ferguson 
(202)  622-3610 

Reviewing  attorney:  Mitch  Hyman  (202) 
622-3610 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA;  CBS 

Agency  Contact:  Robin  M.  Ferguson, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3610 

Fax:  202  622-7561 

Email:  robin.m.ferguson@irscounsel. 

treas.gov 

RIN:  1545-BF54 


2331.  SECTION  6707  AND  THE 
FAILURE  TO  FURNISH  INFORMATION 
REGARDING  REPORTABLE 
TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  301.6707-1;  26 
CFR  1.6091-1 

Legai  Deadiine:  None 

Abstract:  Proposed  regulations 
regarding  the  imposition  of  penalities 
under  section  6707  of  the  Internal 
Revenue  Code  on  material  advisors 
who  fail  to  file  a  return  under  section 
6111(a)  or  file  false  or  incomplete 
information  with  respect  to  a  reportable 
transaction. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-160872-04 

Drafting  attorney:  Matthew  S.  Cooper 
(202)  622-4940 

Reviewing  attorney:  Ashton  Trice  (202) 
622-4940 

CC:  PA:  APJ 

Agency  Contact:  Matthew  S.  Cooper, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5135, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email;  matthew.s.cooper@irscounsel. 

treas.gov 

RIN:  1545-BF59 


2332.  SECTION  6707A  AND  THE 
FAILURE  TO  INCLUDE  ON  ANY 
RETURN  OR  STATEMENT  ANY 
INFORMATION  REQUIRED  TO  BE 
DISCLOSED  UNDER  SECTION  6011 
WITH  RESPECT  TO  A  REPORTABLE 
TRANSACTION 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301.6707A-1 
Legal  Deadline:  None 

Abstract:  Proposed  regulations 
regarding  the  imposition  of  penalties 
under -section  6707A  of  the  Internal  • . 
Revenue  Code  for  the  failure  to  include 
on  any  return  or  statement  any 
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information  required  to  be  disclosed 
under  section  6011  with  respect  to  a 
reportable  transaction. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG'160868-04 
Drafting  attorney:  Dillon  J.  Taylor  (202) 
622-4940 

Reviewing  attorney:  Ashton  Trice  (202) 

622-4940 

CC:  PA:  APJ 

Agency  Contact:  Dillon  Taylor, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5127, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  dillon.j.taylor@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BF62 
RIN: 1545-BF61 


2333.  ACTIVITIES  CUSTOMARILY 
PERFORMED  BY  STATES  AND  LOCAL 
GOVERNMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7871(e) 

CFR  Citation:  26  CFR  1.7871(e) 

Legal  Deadline:  None 
Abstract:  The  advanced  notice  of 
proposed  rulemaking  provides  that  the 
Internal  Revenue  Service  and  the 
Department  of  Treasury  expect  to  issue 
guidance  providing  that  for  purposes  of 
tax  exempt  bonds  issued  by  Indian 
tribal  governments  under  sections 
103(a)  and  7871(a)(4)  of  the  Internal 
Revenue  Code.  Plan  activity  will  be 
considered  an  activity  customarily 
performed  by  State  and  local 
governments  with  general  taxing  power 
within  the  meaning  of  section  7871(e) 
only  if:  (1)  The  activity  is  one 
conducted  by  a  lequisite  number  of 
State  or  local  governments,  (2)  the 
activity  has  been  conducted  by  States 
or  local  governments  for  a  requisite 
period  of  time  and  (3)  the  activity  is 
not  a  commercial  or  industrial  activity. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  0^09/06  71  FR4547T 


Action  Date  FR  Cite 

ANPRM  Comment  11/07/06 

Period  End 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Tribal 
Additional  Information:  REC-l  18788-06 

Drafting  attorney:  Aviva  M.  Roth  (202) 
622-3980 

Reviewing  attorney:  Timothy  L.  Jones 
(202)  622-3701 

Treasury  attorney:  John  J.  Cross  III  (202) 
622-1322 

CC:  TECE 

Agency  Contact:  Aviva  M.  Roth, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  4013, 
Washington,  DC  20224 
Phone:  202  622-3980 
Email:  aviva.m.roth@irscounsel. 
treas.gov 

RIN:  1545-BF63 


2334.  CLARIFICATION  OF  SECTION 
6411  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6411 

CFR  Citation:  26  CFR  1.6411-2 
(Revision);  26  CFR  1.6411-3  (Revision) 

Legal  Deadline:  None 

Abstract:  These  proposed  amendments 
to  the  regulations  clarify  that,  after 
being  computed  under  the  terms  of  the 
section  1.6411-2  regulations,  a  tentative 
carryback  allowance  may  be  reduced 
under  section  1.6411-3  by  unassessed 
amounts.  In  order  to  account  for  the 
IRS’  cmrent  organizational  structure, 
the  proposed  regulations  remove  the 
title. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-l  18886-06 

Drafting  attorney:  Cynthia  A.  McCreevy 
(202)  622-4910 

Reviewing  attorneys:  Pamela  Fuller 
(202)  622-3600  and 


Curtis  Wilson  (202)  622-7800 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:  PA:  APJ 

Agency  Contact:  Cynthia  A.  McCreevy, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4910 
Fax:  202  927-9248 

Email:  cynthia.a.mcgreevy@irscounsel. 
treas.gov 

RIN: 1545-BF65 


2335.  APPLYING  SECTION  1(H)  TO 
CAPITAL  GAIN  DIVIDENDS  OF  RICS 
AND  REITS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
will  contain  rules  determining  the 
amounts  that  a  RIC  or  REIT  may 
designate  for  various  purposes  under 
section  1(h)  and  871(k)(2). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-l  19739-06 

Drafting  attorney:  Sonja  Kotlica  (202) 
622-6295 

CC:FI 

Agency  Contact:  Sonja  Kotlica, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-6295 
RIN: 1545-BF72 


2336.  MULTIPLE  ANNUITY  STARTING 
DATE  LIMITATIONS  ON  BENEFITS 
UNDER  QUALIFIED  PLANS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805(e) 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulation 
would  provide  guidance  with  respect 


Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23053 


TREAS — IRS  Proposed  Rule  Stage 


to  determining  the  annual  benefit  under 
a  defined  benefit  plan  for  the  purpose 
of  applying  the  limitations  of  section 
415  in  cases  where  there  has  been  more 
than  one  annuity  starting  date. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

Additional  Information:  REG-122142-06 

Drafting  attorneys:  Christopher  A. 
Crouch  (202)  622-6090  and 

Linda  S.  Marshall  (202)  622-6090 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CC;  TEGE 

Agency  Contact:  Christopher  A. 
Crouch,  Attorney  Advisor,  Department 
of  the  Treasury,  Internal  Revenue 
Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6090 
Fax:  202  927-1851 

Email:  christopher.a.crouch@irscounsel. 
treas.gov 

RIN: 1545-BF74 


2337.  GUIDANCE  ON  DETERMINATION 
OF  INTEREST  EXPENSE  ALLOCABLE 
IN  A  GLOBAL  DEALING  OPERATION 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
0882;  26  USC  0861;  26  USC  0864 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  address 
guidance  on  determination  of  interest 
expense  allocable  in  a  global  dealing 
operation;  coordination  of  interest 
expense  allocable  to  global  dealing 
operation  with  interest  allocation  rules 
of  section  861  and  determination  of 
interest  deduction  of  foreign 
corporations  under  section  882. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-125604-06 

Drafting  attorney:  Margaret  K.  Harris 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

Treasury  attorney:  Jesse  Eggert  (202) 
622-1540 

CC:  INTL 

Agency  Contact:  Margaret  K.  Harris, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service,* 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-BF76 


2338.  U.S.  SOURCE  INCOME 
EFFECTIVELY  CONNECTED  WITH  U.S. 
BUSINESS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
0864 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  provides 
rules  determining  when  income  from 
stock  or  securities  in  the  active  conduct 
of  a  banking  financing  or  similar 
business  will  be  treated  as  effectively 
connected  with  a  United  States 
business. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REC-125594-06 
Drafting  attorney:  Margaret  K.  Harris 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

Reviewing  attorney:  Jesse  Eggert  (202) 

622-1540 

CC;  INTL 

Agency  Contact:  Margaret  K.  Harris, 
Attorney-Advisor,  Department  of  the 


Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN: 1545-BF77 


2339.  SOURCE  OF  INCOME;  SOURCE 
OF  GUARANTEE  FEE  INCOME 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
0863 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  provides 
rules  relating  to  the  source  of  income 
from  financial  guarantee  fees,  letters  of 
credit,  and  other  interest  equivalents 
with  respect  to  similar  financial 
instruments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REG-125599-06 

Drafting  Attorney:  Margaret  K.  Harris 
(202)  622-3870 

Reviewing  Attorney:  Paul  S.  Epstein 
(202)  622-3870 

CC:INTL 

Agency  Contact:  Margaret  K.  Harris. 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN: 1545-BF78 


2340.  GUIDANCE  UNDER  SECTION  67 
REGARDING  MISCELLANEOUS 
ITEMIZED  DEDUCTIONS  OF  A  TRUST 
OR  ESTATE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  67;  26  USC 
7805 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract;  The  guidance  will  address 
the  application  of  IRC  section  67  to  the 


23054  Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007/Unified  Agenda 

TREAS — IRS  Proposed  Rule  Stage 


Small  Entities  Affected:  No 


permissible  itemized  deductions  of  a 
trust  or  estate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 
Additional  Information:  REG-128224-06 
Drafting  attorney:  Jennifer  Keeney  (202) 
622-3060 

Reviewing  attorney:  Bradford  R.  Poston 
(202)  622-3060 

CC:  PSI 

Agency  Contact:  Jennifer  Keeney, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue,  NW,  Room 

5019,  Washington,  DC  20224 

Phone:  202  622-3060 

Fax:  202  622-3484 

Email:  jennifer.keeney@irscounsel. 

treas.gov 

RIN: 1545-BF80 

2341.  REGULATION  TO  DELETE  THE 
TORT  TYPE  RIGHTS  TEST  FROM  THE 
SECTION  104(AK2)  REGULATIONS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  l;  26  USC 
7805 

CFR  Citation:  26  CFR  l.l04-l{c) 

Legal  Deadline:  NPRM,  Statutory,  June 
30,  2006. 

Abstract:  These  proposed  regulations 
will  amend  section  1.104(c)  of  the 
Income  Tax  Regulations  to  reflect  the 
amendments  made  to  section 
1.104(a)(2)  by  sections  1605(a)  and  (b) 
of  the  Small  Business  Job  Protection 
Act  of  1996.  The  regulations  are  also 
amended  to  delete  the  requirement  that 
damages  qualify  for  exclusion  from 
gross  income  under  104(a)(2)  of  the 
Code  only  if  the  legal  suit,  action,  or 
settlement  agreement  in  which  the 
damages  are  received  is  based  upon  tort 
or  tort  type  rights. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 
Additional  Information:  REG-127270-06 

Drafting  attorney:  Sheldon  A.  Iskow 
(202)  622-4920 

Reviewing  attorney:  Michael  J. 
Montemurro  (202)  622-4920 

CC:  ITA 

Agency  Contact:  Sheldon  A.  Iskow, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-4920 

Fax:  202  622-6853 

Email:  sheldon.a.iskow@irscounsel. 

treas.gov 

RIN: 1545-BF81 

2342.  EXCLUSION  OF  INCOME  FROM 
THE  INTERNATIONAL  OPERATION  OF 
SHIPS  OR  AIRCRAFT 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
883 

CFR  Citation:  26  CFR  1.883-0;  26  CFR 

1.883- 1;  26  CFR  1.883-2;  26  CFR 

1.883- 3;  26  CFR  1.883^;  26  CFR 

1.883- 5; 

Legal  Deadline:  None 

Abstract:  This  regulation  will  address 
amendment  to  section  1.883-3 
regulations. 

Timetable: . 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-i  38707-06 

Drafting  attorney:  Patricia  A.  Bray  (202) 
622-3880 

Reviewing  attorney:  Elizabeth  U. 

Karzon  (202)  622:3880 

CC:  INTL 

Agency  Contact:  Patricia  A.  Bray, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

RIN:  1545-BF90 


2343.  WITHHOLDING  AND 
REPORTING  OBLIGATIONS  UNDER 
SECTION  1441  REGARDING  TENDER 
OFFERS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l;  26  CFR  1441 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
provide  guidance  for  U.S.  financial 
institutions  to  satisfy  their  withholding, 
reporting  and  deposit  obligations  under 
chapter  3  of  the  Code  with  respect  to 
payments  made  to  foreign  account 
holders  pursuant  to  a  self-tender  offer 
made  by  a  publicly  traded  corporation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Leveis  Affected:  None 
Additional  Information:  REG-140206-06 

Drafting  attorney:  Kathryn  T.  Holman 
(202)  622-3840 

Reviewing  attorney:  Carl  M.  Cooper 
(202)  622-3840 

Treasury  attorney:  David  Sotos  (202) 
622-0851 

CC:  INTL 

Agency  Contact:  Kathryn  T.  Holman, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 
RIN: 1545-BF93 

2344.  CIRCULAR  230— REVIEW  OF 
SECTION  10.35  ET  SEQ. 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  3i  USC  330;  5  USC 
301;  5  USC  500;  5  USC  551  to  559 

CFR  Citation:  31  CFR  10.35;  31  CFR 
10.36;  31  CFR  10.37;  31  CFR  10.38 

Legal  Deadline:  None 

Abstract:  Proposed  regulations 
modifying  the  standards  for  covered 
opinions  and  other  written  advice. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-138367-06 

Drafting  attorney:  Matthew  S.  Cooper 
(202)  622-4940 

Reviewing  attorney:  Brinton  Warren 
(202)  622-7800 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  APJ 

Agency  Contact:  Matthew  S.  Cooper, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5135, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  matthew.s.cooper@irscounsel. 

treas.gov 

RIN: 1545-BF96 


2345.  •  EXTENSIONS  OF  TIME  TO 
FILE  ENTITY  CLASSIFICATION 
ELECTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7701 
CFR  Citation:  26  CFR  301  . 

Legal  Deadline:  None 

Abstract:  'these  proposed  regulations 
provide  rules  for  entities  seeking 
extensions  of  time  to  file  entity 
classification  elections. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-143705-06 

Drafting  attorney:  Richard  T.  Prohst 
(202)  622-3060 

Reviewing  attorney:  Beverly  Katz  (202) 
622-3060 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Richard  T.  Probst, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington.  DC  20224 
Phone:  202  622-3060 


Fax:  202  622-3484 

Email:  richard.t.probst@irscounsel. 

treas.gov 

RIN:  1545-BGOl 


2346.  •  BUILT-IN  GAINS  AND  LOSSES 
UNDER  SECTION  382(H) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  IRS  is  issuing  temporary 
regulations  relating  to  the  treament  of 
prepaid  income  under  the  built-in  gain 
provisions  of  section  382(h).  The  text 
of  those  regulations  also  serves  as  the 
text  of  the  proposed  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-162992-03 

Drafting  attorney:  Sean  C.  McKeever 
(202)  622-8167 

Reviewing  attorney:  Mark  S.  Jennings 
(202)  622-7750 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Sean  C.  McKeever, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW,  Room 
5421C.  Washington,  DC  20224 
Phone:  202  622-8167 
Fax:  202  622-7555 
Email:  sean.c.mckeever@irscounsel. 
treas.gov 

RIN:  1545-BG03 


2347.  •  REVISION  TO  REGULATIONS 
RELATING  TO  WITHHOLDING  OF  TAX 
ON  CERTAIN  U.S.  SOURCE  INCOME 
PAID  TO  FOREIGN  PERSONS  AND 
REVISION  OF  INFORMATION 
REPORTING  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1441 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
provide  guidance  regarding  the 


documentation  requirements  under 
section  1441  and  the  treatment  of 
certain  obligations  issued  in  bearer 
form. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 
Additional  Information:  REG-144021-06 

Drafting  Attorney:  Kathryn  T.  Holman 
(202)  622-3840 

Reviewing  Attorney:  Carl  M.  Cooper 
(202)  622-3840 

Treasury  Attorney:  David  Sotos  (202) 
622-0851 

CC:INTL 

Agency  Contact:  Kathryn  T.  Holman, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-BG04 


2348.  •  ELECTRONIC  PAYMENT 
SYSTEM  MAILBOX  RULE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6302;  26  USC 
6311 

CFR  Citation:  31  CFR  6302-l(h)(6):  31 
CFR  6311-2(b) 

Legal  Deadline:  None 

Abstract:  Proposed  and  temporary 
regulations  extending  the  time  by 
which  a  taxpayer  may  initiate  an 
electronic  tax  payment  and  still  have 
such  payment  be  considered  a  timely 
payment. 

Timetable: 

Action  Date  FR  CKe 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-145147-05 

Drafting  attorney:  Natasha  M. 
Mulleneaux  (202)  622-4604 

Reviewing  attorney:  Charles  A.  Hall 
(202)  622-4940 
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CC:  PA:  APJ 

Agency  Contact:  Natasha  M. 
Mulleneaux,  Attorney,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Ave,  NW, 
Washington,  DC  20224 
Phone:  202  622-4604 
Fax:  703  605-1959 
Email: 

natasha.m.mulleneaux@irscounsel. 

treas.gov 

RIN:  1545-BG05 

2349.  •  ALLOCATION  OF  COSTS 
UNDER  THE  SIMPLIFIED  METHODS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  1.263A-1:  26 
CFR  1.263A-2:  26  CFR  1.263A-3 

Legal  Deadline:  None 

Abstract:  This  project  deals  with  the 
simplified  options  available  to 
taxpayers  for  allocating  additional 
section  263A  costs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-126770-06 

Drafting  attorney:  W.  Thomas  McElroy 
(202)  622-4970  ' 

Reviewing  attorney:  John  P.  Moriarty 
(202)  622-4930 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  ITA  ^ 

Agency  Contact:  Thomas  McElroy  Jr., 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW., 
Washington,  DC  20224 
Phone:  202  622-4970 

RIN:  1545-BG07 

2350.  •  INCOME  OF  FOREIGN 
GOVERNMENTS  AND 
INTERNATIONAL  ORGANIZATIONS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
0892 

CFR  Citation:  26  CF  1 


Legal  Deadline:  None 

Abstract:  These  regulations  will 
provide  rules  regarding  the  taxation  of 
income  of  foreign  governments  and 
international  organizations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-148537-06 
Drafting  Attorney:  David  A.  Juster  (202) 
622-3850 

Reviewing  Attorney:  Richard  L. 
Chewning  (202)  622-3850 

Treasury  Attorney:  Jesse  Eggert  (202) 
622-1540 

CC:ir^L 

Agency  Contact:  David  A.  Juster, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 

Related  RIN:  Related  to  1545-AL93 
RIN:  1545-BG08 

2351.  •  SECTION  1.367(A)-8 
REVISIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.367(a)-3T:  26 
CFR  1.367(a)-8T 

Legal  Deadline:  None 

Abstract:  This  project  is  for  regulations 
that  revise  Section  1.367(a)-8.  The 
regulations  will  provide  rules 
describing  how  U.S.  taxpayers  enter 
into  gain  recognition  agreements  in 
connection  with  the  transfer  of  stock 
or  securities  to  foreign  corporations. 
The  regulations  will  also  clarify  the 
effect  that  certain  transactions  have  on 
existing  gain  recognition  agreements. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 


Additional  Information:  REG-147144-06 

Drafting  Attorney:  Daniel  M.  McCall 
(202)  622-3860 

CC:INTL 

Agency  Contact:  Daniel  M.  McCall, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

RIN:  1545-BG09 

2352.  •  INFORMATION  RETURNS 
REQUIRED  WITH  RESPECT  TO 
CERTAIN  FOREIGN  CORPORATIONS 
AND  OTHER  CONFORMING  CHANGES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  6038 
Legal  Deadline:  None 

Abstract:  The  regulations  provide 
updated  guidance  with  respect  to  the 
information  required  to  be  furnished 
about  certain  related  party  transactions 
under  section  6038. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-148381-06 

Drafting  Attorney:  Kate  Y.  Hwa  (202) 
622-3840 

Reviewing  Attorney:  Phyllis  Marcus 
(202)  622-3840 

Tresury  Attorney:  John  Harrington  (202) 
6220589 

CC:INTL 

Agency  Contact:  Kate  Y.  Hwa, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-BGll 

2353.  •  MEDICAL  AND  ACCIDENT 
INSURANCE  BENEFITS  UNDER 
QUALIFIED  PLANS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  402;  26  USC 
7805:  PL  109-280,  sec  845 


02/05/07  72  FR  5228 
05/07/07 

12/00/07 
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CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
under  section  402(a)  of  the  Internal 
Revenue  Code  regarding  the  tax 
treatment  of  payments  by  qualified 
plans  for  medical  or  accident 
insurance.  The  document  also  contains 
proposed  conforming  amendments  to 
the  regulations.  These  regulations 
would  affect  administrators  of,  and 
participants  and  beneficiaries  in, 
qualified  plans. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-148393-06 

Drafting  attorney:  Pamela  R.  Kinard 
(202)  622-8358 

Reviewing  attorney:  Lisa  Mojiri-Azad 
(202)  622-6080 

CC:  TEGE 

Agency  Contact:  Pamela  R.  Kinard, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-8358 
Email:  pamela.r.kinard@irscounsel. 
treas.gov 

RIN:  1545-BG12 


2354.  e  WITHDRAWAL  OF 
REGULATIONS  UNDER  OLD  SECTION 
6323<B)(10) 

Priority:  Info./Admin./Other 
Legal  Authority:  26  USC  6323 

CFR  Citation:  26  CFR  301.6323(b)-l(j): 
26  CFR  301.6323(g)-l(c)(l)(3) 

Legal  Deadline:  None 

Abstract:  Deletion  of  dollar  limits  and 
other  references  to  make  regulation 
conform  to  current  version  of  26  USC 
6323. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-141998-06 

Drafting  attorney:  Debra  Kohn  (202) 
622-7985 

Reviewing  attorney:  Lawrence  H. 
Schattner  (202)  622-3620 

CC:  PA:  CBS 

Agency  Contact:  Debra  A.  Kohn, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-7985 

Email:  debra.akohn@irscounsel. 

treas.gov 

RIN:  1545-BG13 


2355.  •  CORPORATE 
REORGANIZATIONS:  GUIDANCE  ON 
THE  MEASUREMENT  OF  CONTINUITY 
OF  INTEREST 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.368-1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
will  provide  guidance  regarding  when 
continuity  of  interest  is  measured  in 
certain  transactions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/20/07  72  FR  13058 

NPRM  Comment  .  06/1 8/07 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-146247-06 

Drafting  attorney:  Lisa  S.  Dobson  (202) 
622-5429 

Reviewing  attorney:  Virginia  Voorhees 
(202)  622-3003 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Lisa  S.  Dobson, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
5426,  Washington,  DC  20224 
Phone:  202  622-5429 


Email:  lisa.s.dobson@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BG14 
RIN:  1545-BG15 


2356.  •  SECTION  7508A 
REGULATIONS 

Priority:  Substantive,-  Nonsignificant 
Legal  Authority:  26  USC  7508;  26  USC 
7805A 

CFR  Citation:  26  CFR  301.7508A-1 
(Revision) 

Legal  Deadline:  None 
Abstract:  Proposed  regulations  for 
postponement  of  certain  tax-related 
deadlines  by  reason  of  Presidentially 
Declared  Disaster  Area. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-142680-06 
Drafting  attorney:  Melissa  C.  Quale 
(202)  622-7495 

Reviewing  attorney:  Charles  A.  Hall 
(202)  622-7269 

CC:  PA:  APJ 

Agency  Contact:  Melissa  C.  Quale. 
Attorney,  Department  of  the  Treasiuy, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7495 

Fax:  703  605-1959 

Email:  melissa.c.quale@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BG17 
RIN:  1545-BG16 


2357.  •  SECTION  751(B)  UPDATE 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  751(b);  26 
USC  7605 

CFR  Citation:  26  CFR  1.751-1 
Legal  Deadline:  None 
Abstract:  Revised  Regulations  under 
Section  751(b). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
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Proposed  Rule  Stage 


Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-151416-06 

Drafting  attorneys:  Allison  R.  Carmody 
(202)  622-3273  and 
Frank  J.  Fisher  (202)  622-3070 
Reviewing  attorney:  James  A.  Quinn 
(202)  622-3080 

Treasury  attorney:  William  Bowers 
(202)  622-5721 
CC:  PSI 

Agency  Contact:  Allison  R.  Carmody, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-3273 

Email:  allison.r.carmody@irscounsel. 

treas.gov 

Frank  J.  Fisher,  Attorney,  Department 
of  the  Treasury,  Internal  Revenue 
Service,  1111  Constitution  Avenue, 

NW,  Washington,  DC  20224 
Phone:  202  622-3070 
Email:  frank.j.fisher@irscounsel. 
treas.gov 

RIN:  1545-BG21 


2358.  •  ANTI-AVOIDANCE  AND 
ANTI-LOSS  REIMPORTATION  RULES 
APPLICABLE  FOLLOWING  A  LOSS 
ON  DISPOSITION  OF  STOCK  OF 
CONSOLIDATED  SUBSIDIARIES 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  1502 
CFR  Citation:  26  CFR  1.1502-35 
Legal  Deadline:  None 

Abstract:  This  document  will  provide 
proposed  regulations  which  add  a  new 
general  anti-avoidance  rule  and  revise 
the  anti-loss  reimportation  rules  in 
1.1502-35.  The  purpose  of  the  rules  is 
to  prevent  the  duplication  of  loss  and 
prevent  a  consolidated  group  of 
corporations  from  obtaining  more  than 
one  tax  benefit  from  a  single  economy. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/07  72  FR  17814 

NPRM  Comment  07/09/07 
Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Additional  Information:  REC-i 56420-06 

Drafting  attorney:  Phoebe  Bennett  (202) 
622-7770 

Reviewing  attorney:  Theresa  Abell  (202) 
622-7700 

CC:  COR 

Agency  Contact:  Phoebe  Bennett, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7770 

Fax:  202  622-0477 

Email:  phoebe.bennett@irscounsel. 

treas.gov 

RIN:  1545-BG25 


2359.  •  DETERMINING  THE  AMOUNT 
OF  TAXES  PAID  FOR  PURPOSES  OF 
SECTION  901 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26USC  7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  Section  901  of  the  Internal 
Revenue  Code  permits  taxpayers  to 
claim  a  credit  for  income,  war  profits, 
and  excess  profits  taxes  paid  or  accrued 
(or  deemed  paid)  during  the  taxable 
year  to  a  foreign  country  or  a 
possession  of  the  United  States.  The 
•proposed  regulations  would  provide 
guidance  in  determining  the  amount  of 
foreign  taxes  paid  for  purposes  of 
section  901. 

Timetable: 

Action  '  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-156779-06 

Drafting  Attorney:  Bethany  A. 
Ingwalson  (202)  622-3850 

CC:INTL 

Agency  Contact:  Bethany  Ingwalson, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 

RIN:  1545-BG27 


2360.  •  CORPORATE 
REORGANIZATIONS;  ADDITIONAL 
GUIDANCE  ON  DISTRIBUTIONS 
UNDER  SECTIONS  368(A)(1KD)  AND 
354(BK1)(B) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  IRS  is  issuing  temporary 
regulations  amending  TD  9303,  which 
provides  guidance  regarding  the 
qualification  of  certain  transactions  as 
reorganizations  described  in  section 
368(a)(1)(D)  where  no  stock  and/or 
securities  of  the  acquiring  corporation 
is  issued  and  distributed  in  the 
transaction.  These  regulations  clarify 
that  the  rules  in  section  1.368-2(1)  are 
not  intended  to  affect  the  qualification 
of  related  party  triangular  asset- 
acquisitions  as  reorganizations 
described  in  section  368  relating  to  the 
distribution  requirement  under  sections 
368(a)(1)(D)  and  354(b)(1)(B).  The  text 
of  these  regulations  also  serves  as  the 
text  of  proposed  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  0^01/07  72  FR  9284 

NPRM  Comment  05/30/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-157834-06 

Drafting  attorney:  Bruce  Decker  (202) 
622-8039 

Reviewing  attorney:  Lisa  Fuller  (202) 
622-7152 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  Corp 

Agency  Contact:  Bruce  Decker, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-8039 

Fax:  202  622-4111 

Email:  bruce.a.decker@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BG29 
RIN:  1545-BG28 
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2361.  •  MORTALITY  TABLE  FOR 
DETERMINING  PRESENT  VALUE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  430(h)(3);  26 
use  7701;  26  USC  7805 

CFR  Citation:  26  CFR  1.430(h)-l;  26 
CFR  1.430(h)-2 

Legal  Deadline:  None 

Abstract:  These  regulations  will 
provide  guidelines  regarding  mortality 
tables  to  be  used  to  determine  present 
value  for  purposes  of  the  qualified 
defined  benefit  plan  funding 
requirements  that  will  become  effective 
in  2008. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REG-143601-06 

Drafting  attorney:  Bruce  Perlin  (202) 
622-6090 

Reviewing  attorney:  Linda  S.  Marshall 
(202)  622-6090 
CC:  TEGE 

Agency  Contact:  Bruce  Perlin,  5enior 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-6090 

Email:  bruce.l.perlin@irscounsel. 

treas.gov 

RIN:  1545-BG30 


2362.  •  QUALIFIED  FILMS  UNDER 
SECTION  199 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  199;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  The  proposed  regulations 
will  modify  the  definition  of  a  qualified 
film  produced  by  a  taxpayer  under 
section  199(c)(4)(A)(i)(II). 

Timetable: 

Action  Date  FR  Cite 

NPRM  '  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-103842-07 
Drafting  attorney:  David  H.  McDonnell 
(202)  622-3040 

Reviewing  attorney:  Paul  Handleman 
(202)  622-3040 

Treasury  attorney:  Dennis  Tingey  (202) 
622-1335 

CC:  PSI 

Agency  Contact:  David  H.  McDonnell, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW,  Room 
5105,  Washington,  DC  20224 
Phone:  202  622-3040 
Fax:  202  622-4753  . 

Email:  david.h.mcdonnell@irscounsel. 

treas.gov 

RIN;  1545-BG33 


2363.  •  HYBRID  RETIREMENT  PLANS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  411(a)(13);  26 
USC  411(b)(5);  26  USC  702  of  Pension 
Protection  Act  of  2006,;  PL  No. 

109-280,  120  Stat.  780;  26  USC  7805 

CFR  Citation:  26  CFR  sec 

1.411(a)(13)-l;  26  CFR  sec 
1.411(b)(5)--l 

Legal  Deadline:  NPRM,  Statutory, 
August  16,  2007,  Pursuant  to  section 
702  of  PPA  ‘06,  regulations  must  be 
prescribed  addressing  the  application  of 
the  rules  set  forth  in  section  701  of  PPA 
‘06  where  the  conversion  of  a  plan  to 
a  hybrid  plan  is  made. 

NPRM,  Statutory,  August  16,  2007, 
with  respect  to  a  group  of  employees 
who  become  employees  by  reason  of 
a  merger,  acquisition,  or  similar 
transaction. 

Abstract:  The  proposed  regulations 
provide  guidance  with  respect  to 
sections  411(a)(13)  and  411(b)(5)  of  the 
Code.  Section  411(a)(13)  provides  rules 
relating  to  vesting  and  payment  of 
benefits  under  tax-qualified  hybrid 
defined  benefit  plans.  Section  411(b)(5) 
provides  age  discrimination  rules  for 
tax-qualified  defined  benefit  plans, 
including  hybrid  defined  benefit  plans. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  REG-104946-07 
Drafting  attorney:  Lauson  C.  Green 

(202)  622-3951 

Reviewing  attorney:  Marjorie  Hofftnan 
(202)  622-1357 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CG:  TEGE 

Agency  Contact:  Lauson  C.  Green, 
Senior  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW,  Room 
4427-W,  Washington,  DC  20224 
Phone:  202  622-3051 
Fax:  202  927-1851 
Email:  lauson.c.green@irscounsel. 
treas.gov 

RIN:  1545-BG36 


2364.  •  CALCULATING  AND 
APPORTIONING  THE  SECTION 
11(BK1)  ADDITIONAL  TAX  UNDER 
SECTION  1561  FOR  CONTROLLED 
GROUPS 

Priority:  Info./Admin./Other 

Legal  Authority:  26  USC  7605 
CFR  Citation:  26  CFR  301.7805 
Legal  Deadline:  None 

Abstract:  The  project  will  provide 
guidance  to  component  members  of  a 
controlled  group  in  calculating  and 
apportioning  the  section  11(b)(1)  . 
additional  tax. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  None 
Additional  Information:  REG-104713-07 

Drafting  attorney:  Grid  R.  Glyer  (202) 
622-7324 

Reviewing  attorney:  Steven  Hankin 
(202)  622-7930 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Grid  R.  Glyer, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 
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Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BG40 
RIN:  1545-BG39 

2365.  •  INTEREST  ON 
OVERPAYMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USG  6611;  26  USC 
6513;  26  USC  7805;  Overseas  Thread 
Industries,  Ltd.  v.  United  States,  48  Cl. 
Ct.  221  (2000);  MNOPF  Trustees,  Ltd. 

V.  United  States,  123  F.  3d  1460  (Fed. 
Cir.  1997) 

CFR  Citation:  26  CFR  301.6611-1 

Legai  Deadline:  None 

Abstract:  The  amendments  to  Treasury 
Regulation  301.6611-1  Interest  on 
Overpayments  will  explain  the  dates 
interest  starts  to  accrue  on  refunds  of 
overpayments  claimed  by  corporations 
in  four  fact  patterns:  Refunds  of 
withheld  taxes  claimed  by  foreign 
corporations  that  are  subject  to  taxation 
but  not  required  to  file  tax  returns, 
refunds  of  withheld  taxes  claimed  by 
foreign  corporations  not  subject  to 
taxation,  refunds  of  estimated  payments 
claimed  by  corporations  not  subject  to 
taxation,  and  refunds  of  estimated 
payments  claimed  by  corporations 
subject  to  taxation  that  have  income 
excludible  from  gross  income.  The 
amendments  will  clarify  the  Service’s 
position  on  the  decisions  in  Overseas 
Thread  Industries,  Ltd.  v.  United  States, 
48  Cl.  Ct.  221  (2000)  and  MNOPF 
Trustees,  Ltd.  v.  United  States,  123  F. 

3d  1460  (Fed.  Cir.  1997). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REG-143889-06 

Drafting  attorney:  Barbara  M.  Pettoni 
(202)  622-4196 

Reviewing  attorney:  Tiffany  P.  Smith 
(202)  927-1644 

CC:  PA:  APJ 

Agency  Contact:  Barbara  M.  Pettoni, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 


Constitution  Avenue,  NW,  Room  5541, 

Washington,  DC  20224 

Phone:  202  622-4196 

Email:  barbara.m.pettoni@irscounsel. 

treas.gov 

RIN:  1545-BG42 

2366.  •  DETERMINATION  OF 
GOVERNMENTAL  PLAN  STATUS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  414(d); 

Section  906  of  Pension  Protection  Act 
of  2006,  Pub.  L.  No.  109-280,  120  Stat. 
780.;  26  USC  7805 

CFR  Citation:  26  CFR  l.4l4(d)-l 

Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
provide  guidance  relating  to  the 
determination  of  whether  a  plan  is  a 
governmental  plan  within  the  meaning 
of  section  414(d)  of  the  Internal 
Revenue  Code.  There  proposed 
regulations  would  affect  sponsors  of, 
and  participants  and  beneficiaries  in, 
employee  benefit  plans  that  are 
determined  to  be  governmental  plans. 

Timetable: 

Action  Date  FR  Cite 

NPRM  O^Oo7o7 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  REG-157714-06 

Drafting  attorney:  Pamela  R.  Kinard 
(202)  622-8358 

Reviewing  attorney:  Cheryl  E.  Press 
(202)  622-6060 

Treasury  attorney:  William  Bortz  (202) 
622-1352 

CC:  TEGE 

Agency  Contact:  Pamela  R.  Kinard, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-8358 
Email:  pamela.r.kinard@irscounsel. 
treas.gov 

RIN:  1545-BG43 


2367.  •  NOTICE  REQUIREMENTS  FOR 
CERTAIN  PENSION  PLAN 
AMENDMENTS  SIGNIFICANTLY 
REDUCING  THE  RATE  OF  FUTURE 
BENEFIT  ACCRUAL 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  4980F;  26 
USC  7805;  Sections  103(b)(1)(B),  111, 
113(a)(1)(B),  402,  502,  1107  of  Pension 
Protection  Act  of  2006,  PL  No. 

109-280,  120  Stat.  780 

CFR  Citation:  26  CFR  1.411(d)-3(a)(l): 
26  CFR  54.4980F-1 

Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
would  provide  guidance  relating  to  the 
interaction  of  the  requirements  under 
section  4980F  of  the  Internal  Revenue 
Code  with  a  plan  amendment  that  is 
permitted  to  reduce  benefits  accrued 
before  the  plan  amendment’s  applicable 
amendment  date.  The  proposed 
regulations  would  also  reflect  changes 
made  to  section  4980F  of  the  Code  by 
the  Pension  Protection  Act  of  2006, 
Public  Law  109-780  (120  Stat.  780). 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-110136-07 

Drafting  attorney:  Pamela  R.  Kinard 
(202)  622-8358 

Reviewing  attorney:  Marjorie  Hoffman 
(202)  622-6060 

Treasury  attorney:  William  Bortz  (202) 
622-1352 

CC:  TEGE 

Agency  Contact:  Pamela  R.  Kinard, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-8358 
Email:  pamela.r.kinard@irscounsel. 
treas.gov 

RIN:  1545-BG48 

2368.  •  EMPLOYMENT  TAX 
ADJUSTMENTS 

Priority:  Info./Admin./Other  • 

L^al  Authority:  26  USC  6205;  26  USC 
6413 
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Proposed  Rule  Stage 


CFR  Citation:  26.CFR  31.6205-1;  26 
CFR  31.6413(a)-l:  26  CFR  31.6413(a)-2 

Legal  Deadline:  None 

Abstract:  Proposed  amendment  of 
section  31.6205-1,  section  31.6413(a)-l, 
and  section  31.6413(a)-2  of  the 
Employment  Tax  Regulations  to 
provide  guidance  for  employers  and 
employees  relating  to  the  adjustment 
process  for  employment  taxes. 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-111583-07 

Drafting  attorney:  Ligeia  M.  Donis  (202) 
622-0047 

Reviewing  attorney:  Janine  Cook  (202) 
622-0047 

Treasury  attorney:  Kevin  Knopf  (202) 
622-2329 

CC:  TEGE 


Agency  Contact:  Ligeia  M.  Donis, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4006,  Washington,  DC  20224 
Phone:  202  622-0047 
Fax:  202  622-5697 
Email:  ligeia.m.donis@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BG51 
RIN:  1545-BG50 


Department  of  the  Treasury  (TREAS)  Final  Rule  Stage 

Internal  Revenue  Service  (IRS) 


2369.  INCOME  TAX— DEFINITION  OF 
QUALIFIED  POSSESSION  SOURCE 
INVESTMENT  INCOME  FOR 
PURPOSES  OF  PUERTO  RICO  AND 
POSSESSION  TAX  CREDIT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
936 

CFR  Citation:  26  CFR  l 

Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
rules  with  respect  to  what  constitutes 
qualified  possession  source  investment 
income  for  purposes  of  the  Puerto  Rico 
and  possession  tax  credit. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/21/86  51  FR  2726 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  REG-209013-86 
(INTL-44-86) 

Drafting  attorney:  Thomas  A.  Vidano 
(202)  435-5265 

Reviewing  attorney:  John  M.  Breen 
(202)  435-5265 

CC:INTL 

Agency  Contact:  Thomas  A.  Vidano, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435—5265 

RIN:  1545-AClO 


2370.  INFORMATION  FROM 
PASSPORT  AND  IMMIGRATION 
APPLICANTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
6039E 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 
Abstract:  The  regulation  will  prescribe 
under  section  6039E  the  information  to 
be  gathered  by  the  State  Department 
and  Immigration  and  Natmalization 
Service  on  passport  and  green  card 
applicants  and  the  penalties  to  be 
imposed  on  such  applicants  if  they  do 
not  supply  the  information. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/24/92  57  FR  61 373 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-208274-86 
(INTL-978-86) 

Drafting  attorney:  Quyen  Huynh  (202) 
622-3880 

Reviewing  attorney:  Elizabeth  U. 

Karzon  (202)  622-3880 

CC:INTL 

Agency  Contact:  Quyen  Huynh, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

RIN:  1545-AJ93 


2371.  FOREIGN  CORPORATIONS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
367 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  The  income  tax  regulations 
under  section  367  will  be  amended  to 
reflect  the  changes  made  to  that  section 
by  the  Tax  Reform  Act  of  1984.  Section 
367  now  provides  generally  that  a 
foreign  corporation  will  not  be 
considered  to  be  a  corporation,  for 
purposes  of  certain  nonrecognition 
provisions  of  the  Code,  upon  the 
transfer  of  property  to  such  corporation 
by  a  U.S.  person.  The  statute  provides 
certain  exceptions  to  that  rule, 
exemptions  to  those  exceptions,  and 
special  rules  applicable  to  certain 
specified  transfers.  The  regulations  will 
provide  guidance  concerning  the 
applicability  of  the  general  rule  and  its 
exceptions  and  special  rules,  including 
guidance  concerning  transfers  of  assets 
for  use  in  the  active  conduct  of  a  trade 
or  business,  stock  transfers,  transfers  of 
intangible  assets,  and  transfers  of 
branch  operations  that  have  operated  at 
a  loss. 

Timetable: _ ^ 

Action  Date  FR  Cite 

NPRM  05/16/86  51  FR  17990 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-209042-86 
(INTL-610-86) 
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Drafting  attorney:  Thomas  D.  Beem 
(202)  622-3860 

Reviewing  attorney:  Charles  P.  Besecky 
(202)  622-3860 

CC:INTL 

Agency  Contact:  Thomas  D.  Beem, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

RIN:  1545-AK74 

2372.  NONRECOGNITION  OF 
CORPORATE  DISTRIBUTIONS  AND 
REORGANIZATIONS  UNDER  THE 
FOREIGN  INVESTMENT  IN  REAL 
PROPERTY  TAX  ACT 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  7805;  26  USC 
897 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  regulations  will 
provide  rules  concerning  the  effect  of 
certain  distributions  including 
dividends,  redemptions,  distributions 
pursuant  to  reorganizations,  and 
liquidations  on  corporations  and  their 
shareholders  under  the  Foreign 
Investment  in  Real  Property  Tax  Act. 
Regulations  will  also  provide  rules  for 
determining  the  extent  to  which 
nonrecognition  would  apply  to  certain 
transfers  of  real  property  interests  and 
the  extent  to  which  certain 
reorganizations  will  be  treated  as  sales 
of  property  at  fair  market  value. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/05/88  53  FR  16233 

Hearing  03/01/89  54  FR  11 89 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-209039-87 
(II^L-491-87) 

Drafting  attorney:  Margaret  A.  Hogan 
(202)  622-3860  ' 

Reviewing  attorney:  Charles  P.  Besecky 
(202)  622-3860 

CC:INTL 

Agency  Contact:  Margaret  A.  Hogan, 
Attorney-Advisor,  Department  of  the 


Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

RIN:  1545-AK79 

2373.  COMPUTATION  OF  A  BRANCH’S 
TAXABLE  INCOME;  TAXATION  OF 
EXCHANGE  GAIN  OR  LOSS  ON 
BRANCH  REMITTANCES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  relates  to 
branch  rules  and  how  to  translate 
branch  income,  and  the  taxation  of 
exchange  gain  or  loss  on  branch 
remittances. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/25/91  56  FR  48457 

NPRM-Withdrawn  09/07/06  71  FR  52876 

Second  NPRM  09/07/06  71  FR  52876 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-208270-86 
(INTL-965-86) 

Drafting  attorney:  Margaret  K.  Harris 
(202)  622-3870 

Reviewing  attorney:  Jeffrey  Dorfman 
(202)  622-3870 

CC:INTL 

Agency  Contact:  Margaret  K.  Harris, 
Attorney-Advisor,  Department  of  the 
Treasury',  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-AM12 

2374.  EARNINGS  AND  PROFITS  OF 
CONTROLLED  FOREIGN 
CORPORATIONS 

Priority:  Substantive,  Nonsigniftcant 

Legal  Authority:  26  USC  7805;  26  USC 
964 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  will  develop 
procedures  for  foreign  corporations,  or 


U.S.  shareholders  to  make  tax  elections 
in  computing  functional  currency 
earnings  and  profits  under  the  1986 
Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/25/90  55  FR  2535 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-209022-89 
(INTL-087-89) 

Drafting  attorney:  Jeffrey  L.  Parry  (202) 
622-3850 

Reviewing  attorney:  Barbara  A.  Felker 

(202)  622-3850 

CC:INTL 

Agency  Contact:  Jeffrey  L.  Parry, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 

RIN:  1545-AM90 

2375.  EARNINGS  STRIPPING 
PAYMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  This  regulation  addresses  the 
deductibility  of  interest  under  section 
163  being  limited  when  paid  by  a 
corporation  to  related  persons  not 
subject  to  U.S.  tax. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/18/91  56  FR  27907 

Hearing  09/25/91 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-209059-89 
(INTL-8 70-89) 

Drafting  attorney:  Theodore  D.  Setzer 
(202)  622-3870 

Reviewing  attorney:  Jeffrey  L.  Dorfman 
(202)  622-3870 

CC:  INTL 
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Agency  Contact:  Theodore  D.  Setzer, 
Senior  Counsel,  Department  of  the 
Treasury,- Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-A024 


2376.  REGISTRATION  REQUIRED 
OBLIGATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
165 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  will  finalize 
all  outstanding  proposed  regulations 
under  section  1.163-l(h)(2). 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/21/93  58  FR  5316 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-208245-90 
(INTL-1 15-90) 

Drafting  attorney:  Carl  M.  Cooper  (202) 
622-3840 

Reviewing  attorney:  Valerie  A.  Mark 
Lippe  (202)  622-3840 

CC:INTL 

Agency  Contact:  Carl  M.  Coopar, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-AP33 


2377.  MARK-TO-MARKET  UPON 
DISPOSITION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
475 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  address  the 
relationship  between  mark-to-market 
accounting  and  accrual  of  stated 
interest,  discount  and  premium,  and 
between  mark-to-market  accounting  and 
the  tax  treatment  of  bad  debts.  The 


regulations  also  provide  that  securities 
are  to  be  marked  to  market  upon 
disposition  by  a  dealer  and  the 
exemption  from  marking  to  market  in 
certain  securitization  transactions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/04/95  60FR397 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-209724-94 
(FI-42-94) 

Drafting  attorney:  Lauren  Medovoy 
(202)  622-6502 

Reviewing  attorney:  Elizabeth  Handler 
(202)  622-3157 

Treasury  attorneys:  Michael  Novey 

(202)  622-1339 

CC:FIP 

Sections  1.475(a)-3  finalized  in  TD 
8700.  Sections  1.475(b)-4  finalized  in 
TD  8700.  Sections  1.475(c)-2  finalized 
in  TD  8700. 

Agency  Contact:  Lauren  J.  Medovoy, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3920 

Fax;  202  622-7970 

Email:  lauren.j.medovoy@irscounsel. 

treas.gov 

RIN:  1545-AS85 


2378.  STRADDLES— MISCELLANEOUS 
ISSUES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
1092 

CFR  Citation:  26  CFR  1 
Legai  Deadiine:  None 

Abstract:  This  regulation  clarifies  the 
circumstances  in  which  common  stock 
may  be  personal  property  for  purposes 
of  section  1092. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/02/95  60  FR  21482 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  REG-209768-95 
(FI-21-95) 

Drafting  attorney:  Mary  Brewer  (202) 
622-3950 

Reviewing  attorney:  Christina  Morrison 
(202)  622-3950 

Treasury  attorney:  Mike  Novey  (202) 
622-1339 

CC:FI 

Agency  Contact:  Mary  Brewer, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3950  ^ 

RIN:  1545-AT46 


2379.  RECOMPUTATION  OF  LIFE 
INSURANCE  RESERVES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
816 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  regulations  will  permit 
recomputation  of  life  insurance  reserves 
that  were  not  originally  computed 
according  to  the  requirements  of 
section  816(b)(1)(A). 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/02/97  62FR71 

Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-246018-96 

Drafting  attorney:  Sheryl  B.  Flurn  (202) 
622-7378 

Reviewing  attorney:  Donald  J.  Drees 
(202)  622-3970 

Treasury  attorney:  Mark  S.  Smith  (202)  . 
622-0180 

CC:FI 

Agency  Contact:  Sheryl  B.  Flum, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone;  202  622-7378 

Email:  sheryl.b.flum@irscounsel. 

treas.gov 

RIN:  1545-AU49 
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2380.  MARK-TO-MARKET 
ACCOUNTING  FOR  DEALERS  IN 
COMMODITIES  AND  TRADERS  IN 
SECURITIES  AND  COMMODITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  475;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  provides 
guidance  concerning  mark-to-market 
accounting  for  securities  traders  and 
commodities  dealers  and  traders. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/28/99  64  FR  4374 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-104924-98 

Drafting  attorney:  Lauren  J.  Medovoy 
(202)  622-3920 

Reviewing  attorney:  Elizabeth  A. 
Handler  (202)  622-3920 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:FI 

Agency  Contact:  Lauren  J.  Medovoy, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3920 

Fax:  202  622-7970 

Email:  lauren.j.medovoy@irscounsel. 

treas.gov 

RIN:  1545-AW06 

2381.  STOCKS  AND  SECURITIES 
SAFE  HARBOR  EXCEPTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  clarifies  and 
updates  the  safe  harbor  that  one  is  not 
engaged  in  a  trade  or  business  as  a 
result  of  trading  in  stocks  and 
securities.  The  amendment  will  provide 
additional  guidance  regarding  the 
definitions  of  stocks  and  securities. 


Timetable: 

Action  Date  FR  Cite 

NPRM 
Hearing 

NPRM  Comment 
Period  End 
Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-106031-98 

Drafting  attorney:  Paul  S.  Epstein  (202) 
622-3870 

CC:INTL 

Agency  Contact:  Paul  S.  Epstein, 

Senior  Technical  Reviewer,  Department 
of  the  Treasury,  Internal  Revenue 
Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

RIN:  1545-AW13 

2382.  INTERCOMPANY  OBLIGATIONS 
Priority:  Substantive.  Nonsignificant 

Legal  Authority:  26  USC  1502;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulation  provides 
clarification  of  the  tax  treatment  of 
certain  transfers  of  intercompany 
obligations  by  or  to  a  member  of  a 
consolidated  group. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/21/98  63  FR  70354 

NPRM  Comment  03/22/99 
Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-105964-98 

Drafting  attorney:  Frances  L.  Kelly  (202) 
622-7072 

Reviewing  attorney:  Michael  J.  Wilder 
(202)  622-3393 

Treasury  attorney:  None 
CC:  COR 

Agency  Contact:  Frances  L.  Kelly, 
Attorney-Advisor,  Department  of  the 


Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7072 
Email:  frances.l.kelly@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BAll 
RIN:  1545-AW30 

2383.  ALLOCATION  AND 
APPORTIONMENT  OF  INTEREST 
EXPENSE  AND  CERTAIN  OTHER 
EXPENSES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
864 

CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  These  regulations  provide 
rules  for  the  allocation  and 
apportionment  of  interest  expenses  and 
certain  other  expenses  for  purposes  of 
the  foreign  tax  credit  and  certain  other 
international  tax  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/05/90  55  FR  3750 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-117608-99 

Drafting  attorney;  David  F.  Bergkuist 
(202)  622-3850 

Reviewing  attorney:  Anne  O.  Devereaux 
(202)  622-3850 

CC:INTL 

Agency  Contact:  David  F.  Bergkuist, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224- 
Phone:  202  622-3850 

RIN:  1545-AX72 

2384.  CAPITALIZATION  OF  INTEREST 
AND  CARRYING  CHARGES 
PROPERLY  ALLOCABLE  TO 
STRADDLES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
263;  26  USC  1092 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 


06/12/98  63  FR  32164 

09/09/98 

09/10/98 

12/00/07 
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Abstract:  These  regulations  will  clarify 
the  types  of  payments  that  may  be 
“interest”  or  “carrying  charges”  subject 
to  26  U.S.C.  263(g),  clarify  the 
operation  of  the  capitalization  rules  of 
26  U.S.C.  263(g),  and  also  clarify  what 
constitutes  “positions”  and  “losses” 
subject  to  26  U.S.C.  1092. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/18/01  66  FR  4746 

NPRM  Comment  05/01/01 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-105801 -00 

Drafting  attorney:  Mary  Brewer  (202) 
622-3950 

Reviewing  attorney:  Christina  Morrison 
(202)  622-3950 

Treasury  attorney:  Mike  Novey  (202) 
622-1339 

CC:FI 

Agency  Contact:  Mary  Brewer, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3950 

RIN:  1545-AX92 


2385.  GUIDANCE  ON  CHANGES  TO 
THE  LAWS  FOR  CORPORATE 
ESTIMATED  TAXES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
6655 

CFR  Citation:  26  CFR  l;  26  CFR  301 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
provide  guidance  for  corporations  to 
compute  their  estimated  tax  liabilities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/12/05  70  FR  73393 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-107722-00 


Drafting  attorney:  Joseph  P.  Dewald 
(202)  622-4910 

Reviewing  attorney:  Pamela  W.  Fuller 
(202)  622-4910 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:PA:APJ 

Agency  Contact:  Joseph  P.  Dewald, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4910 
RIN:  1545-AY22 


2386.  PREVIOUSLY  TAXED  EARNINGS 
AND  PROFITS  UNDER  SUBPART  F 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
959  ■ 

CFR  Cifation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  address 
the  determination  of  previously  teixed 
earnings  and  profits  under  subpart  F. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/29/06  71  FR  51 155 

NPRM  Comment  1 1  /27/06 

Period  End 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-121509-00 

Drafting  attorney:  Ethan  A.  Atticks 
(202)  622-3840 

Reviewing  attorney:  Phyllis  E.  Marcus 
(202)  622-3840 

CC:INTL 

Agency  Contact:  Ethan  A.  Atticks, 
Attorney-Advisor,  Deoartment  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-AY54 


2387.  NORMALIZATION 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
167;  26  USC  168;  26  USC  46 

CFR  Citation:  26  CFR  1 


Legal  Deadline:  None 

Abstract:  These  regulations  relate  to 
the  sale  or  .deregulation  of  generation 
assets. 

Timetable: 

Action  .  Date  FR  Cite 

NPRM  12/21/05  70  FR  75762 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-104385-01 

Drafting  attorney:  David  Selig  (202) 
622-3040 

•Reviewing  attorney:  Peter  Friedman 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:PSI 

Agency  Contact:  David  Selig, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3040 

RIN:  1545-AY75 


2388.  CONSOLIDATED  RETURNS; 
NONAPPLICABILITY  OF  SECTION 
357(C) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
1502 

CFR  Citation;  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  make 
amendments  to  section  1.1502-80(d)  of 
the  consolidated  return  regulations 
dealing  with  the  scope  of  the 
nonapplicability  of  section  357(c)  in  a 
consolidated  group. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/14/01  66  FR  57021 

Pubiic  Hearing  03/21/02 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-137519-Ol 
Drafting  attorney:  Thomas  I.  Russell 
(202)  622-7550 
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Reviewing  attorney:  Alfred  Bishop 
(202)  622-7930 

Treasury  attorney:  None 
CC:  COR 

Agency  Contact:  Thomas  I.  Russell, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7550 
Email:  t.ian.russell@irscounsel. 
treas.gov 

RIN:  1545-BA09 


2389.  REDUCTIONS  OF  ACCRUALS 
AND  ALLOCATIONS  BECAUSE  OF 
INCREASED  AGE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
411 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  Final,  Statutory, 
February  1,  1988. 

Abstract:  These  regulations  will 
prescribe  rules  regarding  the 
requirement  that  accruals  and 
allocations  under  qualified  retirement 
plans  cannot  be  reduced  because  of  the 
attainment  of  any  age. 

Timetable: 

Action  Date  FR  Cite 


NPRM  12/11/02  67  FR  76123 

Public  Hearing  set  for  1 2/11/02  67  FR  761 23 
04/10/2003 


Public  Hearing  01/17/03  68  FR  2466 

Rescheduled  for 
4/09/2003 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REG-209500-86 

Drafting  attorney:  Linda  S.F.  Marshall 
(202)  622-6090 


>■  Reviewing  attorney:  Marjorie  Hoffman 
(202)  622-6090 


Treasury  attorney:  Harlan  Weller  (202) 
62*2-1001 

CC:TEGE 


Agency  Contact:  Linda  S.F.  Meu-shall, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service,  • 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Phone:  202  622-6090 

Related  RIN:  Related  to  1545-BB79 

RIN:  1545-BAlO 


2390.  SUSPENSION  OF  STATUTES  OF 
LIMITATION  IN  JOHN  DOE  AND  THIRD 
PARTY  SUMMONS  DISPUTES,  AND 
EXPANSION  OF  TAXPAYERS’  RIGHTS 
TO  RECEIVE  NOTICE  AND  SEEK 
JUDICIAL  REVIEW  OF  THIRD  PARTY 
SUMMONSES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7603;  26  USC 
7609;  26  USC  7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  The  proposed  regulation 
provides  guidance  regarding  modified 
rules  for  serving  summonses  on  third 
party  recordkeepers,  the  broadened 
range  of  summonses  subject  to  the 
notice  requirements,  and  the 
suspension  of  limitations  periods  when 
court  actions  are  brought  or  when  a 
summoned  third  party  fails  to  fully 
respond  to  a  summons.  This  proposed 
regulation  incorporates  the  changes 
enacted  in  the  Internal  Revenue  Service 
Restructuring  and  Reform  Act  of  1998, 
Omnibus  Budget  Reconciliation  Act  of 
1990,  Technical  and  Miscellaneous 
Revenue  Act  of  1988,  and  the  Tax 
Reform  Act  of  1986.  This  regulation  is 
a  continuation  of  the  regulation  project 
previously  numbered  at  REG-208225- 
88. 

Timetabie: 

Action  Date  FR  Cite 

NPRM  07/21/06  71  FR  41377 

NPRM  Comment  10/09/06 

Period  End 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-153037-01 

Drafting  attorney:  Elizabeth  D.  Rawlins 
(202)  622-3600 

Reviewing  attorney:  Peter  J.  Devlin 
(202)  622-3600 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  CBS 

Agency  Contact:  Elizabeth  D.  Rawlins, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 


1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3600 

RIN:  1545-BA31 


2391.  NONCOMPENSATORY 
PARTNERSHIP  OPTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  704;  26  USC 
721;  26  USC  761;  26  USC  7805 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  will  describe 
the  tax  treatment  of  noncompensatory 
partnership  options. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/22/03  68  FR  2930 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-103580-02 

Drafting  attorneys:  Joy  C.  Spies  (202) 
622-3050  and 

Jonathan  E.  Cornwell  (202)  622-4504 

Reviewing  attorney:  Audrey  W.  Ellis 
(202)  622-3050 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Joy  C.  Spies, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3998 
Fax:  202  622-3308 

Email:  joy.c.spies@irscounsel.treas.gov 

Jonathan  E.  Cornwell,  Attorney, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Consitution 
Avenue,  NW,  Washington,  DC  20224 
Phone:  202  622^504 
Email:  jonathan.e.cornwell@irscounsel. 
treas.gov 

RIN:  1545-BA53 


2392.  CIRCULAR  230— PHASE  2 
NONSHELTER  REVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  31  USC  330 
CFR  Citation:  26  CFR  1 


Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23067 


TREAS— IRS 


Final  Rule  Stage 


Legal  Deadline:  None 
Abstract:  These  regulations  propose 
amendments  to  the  rules  governing 
practice  before  the  Internal  Revenue 
Service. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  12/19/02  67  FR  77724 

ANPRM  Comment  02/18/03  > 

Period  End 

NPRM  02/08/06  71  FR  6421 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-122380-02 

Drafting  attorney:  Matthew  S.  Cooper 
(202)  622-4940 

Reviewing  attorney:  Richard  S. 
Goldstein  (202)  622-7820 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:PA:APJ 

Agency  Contact:  Matthew  S.  Cooper, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5135, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  matthew.s.cooper@irscounsel. 

treas.gov 

RIN:  1545-BA72 


2393.  GUIDANCE  ON  REPORTING  OF 
DEPOSIT  INTEREST  PAID  TO 
NONRESIDENT  ALIENS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1;  26  CFR  31 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  on  the  reporting  requirements 
for  interest  on  deposits  maintained  at 
U.S.  offices  of  certain  financial 
institutions  and  paid  to  nonresident 
aliens  that  are  residents  of  certain 
specified  countries. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/02/02  67  FR  50386 

Hearing  12/05/02  67  FR  50386 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-i 33254-02 

Drafting  attorney:  Ethan  A.  Atticks 
(202)  622-3840 

Reviewing  attorney:  Valerie  Mark  Lippe 
(202)  622-3840 

CC:INTL 

Agency  Contact:  Ethan  A.  Atticks, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 

RIN:  1545-BA86 


2394.  SECTION  1248  ATTRIBUTION 
PRINCIPLES 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  address 
the  manner  in  which  earnings  and 
profits  are  attributed  to  shares  under 
sections  1248  and  367. 

Timetable: 

Action  Date  FR  Cite 

NPRM  0^0^06  71  FR31985 

NPRM  Comment  08/31/06 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Leyeis  Affected:  None 
Additional  Information:  REG-135866-02 
Drafting  attorney:  Michael  I.  Gilman 
(202)  622-3850 

Reviewing  attorney:  Richard  L. 
Chewning  (202)  622-3850 

Treasury  attorney:  Gretchen  Sierra  (202) 

622-1755 

CC:INTL 

Agency  Contact:  Michael  I.  Gilman, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW., 
Washington,  DC  20024 
Phone:  202  622-3850 

RIN:  1545-BA93 


2395.  GUIDANCE  TO  FACILITATE 
ELECTRONIC  TAX  ADMINISTRATION 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 


CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  This  regulation  will  facilitate 
electronic  tax  administration. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/08/05  70  FR  72954 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG- 13 724 3-02 

Drafting  attorney:  Dillon  Taylor  (202) 
622-4940 

•Reviewing  attorney:  Ashton  P.  Trice 
(202)  622-4940 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:PA:APJ 

Agency  Contact:  Dillon  Taylor, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5127, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  dillon.j.taylor@irscounsel. 

treas.gov 

RIN:  1545-BA96 


2396.  SECTION  482:  METHODS  TO 
DETERMINE  TAXABLE  INCOME  IN 
CONNECTION  WITH  A 
COST-SHARING  ARRANGEMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  U.SC 
482 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  regulations  will 
provide  additional  guidance  on  cost 
sharing  arrangements  under  section 
482. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/29/05  70  FR  51 116 

Hearing  12/16/05  70  FR  51 116 

Finai  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Federalism:  Undetermined 
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Additional  Information:  REG-144615-02  Phone:  202  622-3850 


Drafting  attorney:  Kenneth  P.  Christman 
(202)  435-5265 

Reviewing  attorney:  John  M.  Breen 
(202)  435-5266 

Treasury  attorney:  David  Ernick  (202) 

622-1754 

CC:INTL. 

Agency  Contact:  Kenneth  P. 

Christman,  Attorney-Advisor, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  435-5265 

RIN:  1545-BB20 


2397.  APPLICATION  OF  SEPARATE 
LIMITATIONS  TO  DIVIDENDS  FROM 
NONCONTROLLED  SECTION  902 
CORPORATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
904(d)(6) 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  American  Jobs  Creation 
Act  of  2004  amended  the  foreign  tax 
credit  limitation  rules  under  section 
904(d)  and  extended  lookthrough 
treatment  to  dividends  paid  by  a  10/50 
lookthrough  corporation,  generally 
effective  retroactively  for  tcix  years 
beginning  after  December  31,  2002. 
These  regulations  would  provide 
guidance  needed  to  comply  with  these 
changes,  including  transition  rules  for 
dividends  paid  by  a  10/50  lookthrough 
corporation. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-144784-02 

Drafting  attorney:  Ginny  Y.  Chung  (202) 
622-3850 

Reviewing  attorney:  Barbara  Felker 
(202)  622-3850 

CC:INTL 

Agency  Contact:  Ginny  Y.  Chung, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Related  RIN:  Related  to  1545-BF46 
RIN:  1545-BB28 


2398.  TREATMENT  OF  SERVICES 
UNDER  SECTION  482 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
482 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  final  regulations 
amend  the  rules  for  allocation  of 
income  and  deductions  with  respect  to 
services  between  members  of  a  group 
of  controlled  entities,  pursuant  to 
section  482. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

Second  NPRM 
Second  NPRM 
Comment  Period 
End 

Final  Action 


09/10/03  68  FR  53447 
08/04/06  71  FR  44247 
11/02/06 


06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 
Additional  Information:  REC-146893-02 


Drafting  attorneys:  Thomas  A.  Vidano 
(202)  435-5265  and  Carol  Tan  (202) 
435-5265 


Reviewing  attorney:  John  M.  Breen 
(202)  435-5265 

Treasury  attorney:  David  Emick  (202) 
622-1754 

CC:INTL 

Agency  Contact:  Thomas  A.  Vidano, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435-5265 

Related  RIN:  Related  to  1545-BC52, 
Related  to  1545-AY38 

RIN:  1545-BB31 


2399.  AMENDMENT  TO  SECTION  6724 
RELATING  TO  FAILURE  TO  FILE 
CORRECT  INFORMATION  RETURNS 

Priority:  Substantive,  Nonsignihcant 

Legal  Authority:  26  USC  6724;  26  USC 
7805 


Final  Rule  Stage 


CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Amended  regulations  to 
provide  an  electronic  alternative 
procedure  to  when  the  filing  of  a 
correction  is  considered  prompt  for 
purposes  of  section  6724. 

Timetable: 

Action  •  Date  FR  Cite 

NPRM  07/09/03  68  FR  40857 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-141669-02 

Drafting  attorney:  Michael  E.  Hara  (202) 
622-4910 

Reviewing  attorney:  Nancy  L.  Rose 
(202)  622-4910 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:PA:APJ 

Agency  Contact:  Michael  E.  Hara, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5529, 

Washington,  DC  20224 

Phone:  202  622-7419 

Fax:  202  927-9248 

Email:  michael.e.hara@irscounsel. 

treas.gov 

RIN: 1545-BB41 


2400.  CONTRIBUTIONS  TO 
PURCHASE  CERTAIN  RETIREMENT 
ANNUITIES  OR  CUSTODIAL 
ACCOUNTS  UNDER  SECTION  403(B) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  403(b);  26 
USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  would  revise 
and  update  the  current  section  403(b) 
regulations  to  reflect  the  numerous 
statutory  revisions  to  this  section  of  the 
Internal  Revenue  Code  since  these 
regulations  were  first  promulgated  in 
1964.  Section  403(b)  concerns  the 
income  tax  exclusion  for  contributions 
to  purchase  certain  retirement  annuities 
or  custodial  accounts  made  for  their 
employees  by  certain  tax-exempt 
employers  or  State-sponsored 
educational  institutions. 
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Final  Rule  Stage 


Timetable: 

Action  Date  FR  Cite 

NPRM  11/16/04  69  FR  67075 

Hearing  11/16/04  69  FR  67084 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Local, 
State,  Tribal 

Additional  Information:  REG-155608-02 

Drafting  attorney:  John  A.  Tolleris  (202) 
622-6060 

Reviewing  attorney:  Cheryl  Press  (202) 
622-6060 

Treasury  attorney:  William  Bortz  (202) 
622-1352 

CC:TEGE 

Agency  Contact:  John  A.  Tolleris, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-6060 

Related  RIN:  Related  to  1545-BF35 

RIN:  1545-BB64 


2401.  NOTIONAL  PRINCIPAL 
CONTRACTS;  CONTINGENT 
NONPERIODIC  PAYMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l;  26  CFR  602 
Legal  Deadline:  None 

Abstract:  These  regulations  relate  to 
the  character  and  the  inclusion  into 
income  and  deduction  of  contingent 
nonperiodic  payments  made  pursuant 
to  a  notional  principal  contract. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/26/04  69  FR  8886 

NPRM  Comment  05/04/04 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-166012-02 

Drafting  attorney:  Anna  H.  Kim  (202) 
622-3920 

Reviewing  attorney:  Kathleen  A.  Sleeth 
(202)  622-3920 


Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:FI 

Agency  Contact:  Anna  H.  Kim, 
Department  of  the  Treasury',  Internal 
Revenue  Service,  1111  Constitution 
Avenue,  NW,  Washington,  DC  20224 
Phone:  202  622-3920 
Email:  anna.h.kim@irscounsel.treas.gov 
RIN: 1545-BB82 , 


2402.  REMIC  RESIDUALS— TIMING  OF 
INCOME  FOR  FOREIGN  HOLDERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  860G(b);  26 
USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  proposed  regulations 
cross-reference  temporary  regulations 
that  address  transactions  in  which 
partnerships  with  foreign  partners  were 
being  used  in  an  attempt  to  avoid  teix 
on  some  REMIC  excess  inclusions.  That 
avoidance  would  have  violated 
Congress’  clear  intention  that  excess 
inclusion  income  should  always 
produce  some  tax  liability.  Under  the 
regulations,  if  a  domestic  partnership 
holds  REMIC  residual  interests  and 
allocates  excess  inclusions  from  those 
interests  to  foreign  partners,  the  foreign 
partners’  recognition  of  the  excess 
inclusion  income  is  accelerated  for 
purposes  of  the  withholding  rules,  and 
the  partnership  is  required  to  withhold 
on  the  income,  even  in  the  absence  of 
distributions  of  cash  or  proprerty  to  the 
foreign  partners. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/01/06  71  FR  43398 

NPRM  Comment  10/30/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-159929-02 

Drafting  attorney:  Arturo  Estrada  (202) 
622-3900 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:  FI 

Agency  Contact:  Arturo  Estrada, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 


1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3900 

RIN: 1545-BB84 


2403.  PREDECESSORS  OR 
SUCCESSORS  UNDER  SECTION 
355(E) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  355;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  regulations  under 
section  355(e)  set  forth  whether  a 
transferor  or  a  tremsferee  of  distributing 
or  controlled  assets  is  a  predecessor  or 
successor. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/22/04  69  FR  67873 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additionai  Information:  REC-145535-02 

Drafting  attorney:  Ross  E.  Poulsen  (202) 
622-7770 

Reviewing  attorney:  Stephen  Fattman 
(202)  622-7700 

CC:  COR 

Agency  Contact:  Ross  E.  Poulsen. 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7770 

RIN: 1545-BB85 


2404.  EXPENSES  FOR  HOUSEHOLD 
AND  DEPENDENT  CARE  SERVICES 
NECESSARY  FOR  GAINFUL 
EMPLOYMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  21;  26  USC 
7805 

CFR  Citation:  26  CFR  1;  26  CFR  602 

Legai  Deadline:  None 

Abstract:  The  final  regulations  will  . 
amend  existing  but  partially  obsolete 
regulations  under  26  U.S.C.  21  relating 
to  dependent  care  credits. 
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Timetable: 

Action  Date  FR  Cite 

r^RM  05/24/06  71  FR  29847 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-139059-02 

Drafting  attorney:  Amy  J.  Pfalzgraf  (202) 
622-4960 

CC:  ITA 

Agency  Contact:  Amy  J.  Pfalzgraf, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4960 
Email:  amy.f.pfalzgraf@irscounsel. 
treas.gov 

RIN: 1545-BB86 


2405.  GUIDANCE  REGARDING 
MARK-TO-MARKET  VALUATION  FOR 
CERTAIN  SECURITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
475;  26  USC  446 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Section  475(a)  requires  that 
dealers  in  securities  mark  their 
securities  to  market.  If  the  security  is 
inventory,  the  dealer  must  include  that 
security  at  fair  market  value.  Taxpayers 
must  treat  any  security  that  is  not 
inventory  as  if  it  were  sold  for  its  fair 
market  value  on  the  last  business  day 
of  the  year.  While  the  legal  definition 
of  the  term  “fair  market  value”  has  long 
been  settled,  the  statute  is  silent  as  to 
what  valuation  methodology  should  be 
used  to  determine  fair  market  value  of 
any  particular  security.  Many  of  the 
securities  subject  to  section  475  raise 
difficult  valuation  issues.  An  advanced 
notice  of  proposed  rulemaking 
(ANPRM)  was  issued  on  May  5,  2003, 
and  asked  for  comments  on  a  possible 
tinancial  statement-tax  conformity  safe 
harbor  approach  for  valuing  certain 
securities  under  section  475  for  which 
the  determination  of  actual  fair  market 
value  is  administratively  difficult.  On 
May  24,  2005,  a  notice  of  proposed 
rulemaking  was  issued.  The  I^RM 
provided  an  elective  safe  harbor  for 
dealers  in  securities,  dealers  in 


Final  Rule  Stage 


commodities  and  traders  in  securities 
and  commodities.  The  safe  harbor 
permits  these  taxpayers  to  make  an 
election  pursuant  to  which  the  values 
of  the  positions  reported  on  certain 
financial  statements  are  used  as  the  fair 
market  value  of  those  positions  for 
purposes  of  section  475,  if  certain 
conditions  are  met.  Those  conditions 
and  limitations  are  to  ensure 
consistency  with  fair  market  value  tax 
principles.  The  NPRM  also  asked  for 
specific  comments  relating  to  certain 
aspects  of  the  rules. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

NPRM  Comment 
Period  End 
Public  Hearing 
Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-100420-03 

Drafting  attorney:  Marsha  A.  Sabin 
(202)  622-3950  or  John  W.  Rogers  (202) 
622-3950 

Reviewing  attorney:  Robert  Williams 
(202)  622-3960 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:  FI 

Agency  Contact;  Marsha  A.  Sabin, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3950 

RIN:  1545-BB90 


2406.  PARTNERSHIP  EQUITY  FOR 
SERVICES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  721;  26  USC 
83;  26  USC  7805 

CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  This  regulation  will  describe 
the  tax  treatment  of  partnership  equity 
issued  in  connection  with  the 
performance  of  services. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/24/05  70  FR  29675 


Action  Date  FR  Cite 

Public  Hearing  10/05/05  70  FR  29676 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG- 105 346-03 

Drafting  attorneys:  Joy  C.  Spies  (202) 
622-3050  and 

Jonathan  E.  Cornwell  (202)  622-4504 
Reviewing  attorney:  Audrey  W.  Ellis 
(202)  622-3050 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Joy  C.  Spies, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3998 
Fax:  202  622-3308 

Email:  joy.c.spies@irscounsel.treas.gov 

Jonathan  E.  Cornwell,  Attorney, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Consitution 
Avenue,  NW,  Washington,  DC  20224 
Phone:  202  622-4504 
Email:  jonathah.e.cornwell@irscounsel. 
treas.gov 

RIN: 1545-BB92 


2407.  ACCRUAL  FOR  CERTAIN  REMIC 
REGULAR  INTERESTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  The  regulations  provide 
guidance  on  the  accrual  of  original 
issue  discount  on  certain  REMIC 
regular  interests. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/25/04  69  FR  52217 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-108637-03 
Drafting  attorney:  Patrick  E.  White  (202) 
622-3920 


05/24/05  70  FR  29663 
08/22/05 

09/15/05 

06/00/07 
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Reviewing  attorney:  Phoebe  A.  Mix 
(202)  622-4634 

CC:FI 

Agency  Contact:  Patrick  E.  White, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3920 

RIN: 1545-BB94 


2408.  ENTRY  OF  TAXABLE  FUEL 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  48 
Legal  Deadline:  None 

Abstract:  The  regulations  will  provide 
rules  for  payment  of  tax  when  taxable 
fuel  is  entered  by  an  unregistered 
person. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/30/04  69  FR  45631 

Public  Hearing  10/05/04  69  FR  59572 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-120616-03 

Drafting  attorney:  Celia  A.  Gabrysh 
(202)  622-3130 

Reviewing  attorneys:  Frank  K.  Boland 
(202)  622-3130  and 

Curt  G.  Wilson  (202)  622-3000 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:PSI 

Agency  Contact:  Celia  A.  Gabrysh, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3130 

RIN:  1545-BC08 


2409.  SPECIAL  CONSOLIDATED 
RETURN  RULES  FOR  INTEREST 
EXPENSE  DISALLOWED  UNDER 
SECTION  265(AH2) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1502;  26  USC 
7701;  26  USC  7805 

CFR  Citation:  26  CFR  1 


Legal  Deadline:  None 

Abstract:  The  regulation  will  address 
the  treatment  of  interest  income  with  ‘ 
respect  to  an  intercompany  loan  when 
the  source  of  funds  is  borrowing  from 
a  nonmember  and  there  is  a 
disallowance  of  interest  expense  under 
section  265(a)(2). 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/07/04  69  FR  25535 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  None 
Additional  Information:  REG-128590-03 

Drafting  attorney:  Frances  L.  Kelly  (202) 
622-7072 

Reviewing  attorney:  Michael  Wilder 
(202)  622-3393 

CC:  COR 

Agency  Contact:  Frances  L.  Kelly, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7072 
Email:  frances.l.kelly@irscounsel. 
treas.gov 

RIN: 1545-BC23 


2410.  GUIDANCE  REGARDING 
APPLICATION  OF  SECTION  265(AH2) 
AND  246A  IN  TRANSACTIONS 
INVOLVING  RELATED  PARTIES, 
PASS-THROUGH  ENTITIES,  OR 
OTHER  INTERMEDIARIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  770l(f)f  26 
USC  265(a);  26  USC  246A:  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Section  7701(f)  of  the  Code 
provides  that  the  Secretary  shall 
prescribe  such  regulations  as  may  be 
necessary  or  appropriate  to  prevent  the 
avoidance  of  the  provisions  of  the  Code 
that  deal  with  the  linking  of  borrowing 
to  investment,  or  diminishing  the  risk 
through  the  use  of  related  persons, 
pass-through  entities,  or  other 
intermediaries.  Section  7701(f)  was 
enacted  to  authorize  the  issuance  of 
regulations  to  prevent  the  avoidance  of 
the  purposes  of  sections  265(a)(2) 


(which  disallows  interest  on 
indebtedness  incurred  or  continued  to 
purchase  or  carry  tax-exempt 
obligations)  and  246A  (which  reduces 
the  dividends  received  deduction  under 
sections  243,  244,  or  245(a)  in 
proportion  to  the  extent  that  the 
portfolio  stock  with  respect  to  which 
the  dividends  are  received  is  debt- 
financed)  through  transactions 
involving  related  parties,  pass-through 
entities,  or  other  intermediaries. 
Timetable: 

Action  Date  FR  Cite 

NPRM  05/07/04  69  FR  25534 

NPRM  Comment  08/05/04 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-128572-03 

Drafting  attorney:  David  Silber  (202) 
622-3930 

Reviewing  attorney:  Lon  B.  Smith  (202) 
622-3900 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:  FI 

Agency  Contact:  David  B.  Silber, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3930 
RIN:  1545-BC24 


2411.  GUIDANCE  ON  PFIC  PURGING 
ELECTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  These  proposed  regulations 
will  provide  guidance  regarding 
retroactive  relief  for  taxpayers  who,  in 
limited  circumstances,  continue  to  be 
subject  to  the  PFIC  excess  distribution 
regime  of  section  1291  although  the 
foreign  corporation  in  which  they  own 
stock  is  no  longer  treated  as  a  PFIC 
under  section  1298(b)(1)  or  section 
1297(e). 

Timetable: 

Action  Date  FR  Cite 

NPi^  12/08/05  70  FR  72952 
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Action  Date  FR  Cite 

Interim  Final  Rule  1 2/08/05  70  FR  72908 
Completed  by  TD 
9232 

Final  Action  .  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-133446-03 

Drafting  attorney:  Paul  J.  Carlino(202) 
622-3840 

Reviewing  attorney:  Valerie  A.  Mark 

Lippe  (202)  622-3840 

Treasury  attorney:  David  Ernick  (202) 

622-1754 

CCiINTL 

Agency  Contact:  Paul  J.  Carlino, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-3840 

Related  RIN:  Related  to  1545-BD33 

RIN:  1545-BC37 


2412.  QUALIFIED  SEVERANCE 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  2642(a)(3)(C); 
26  USC  7805 

CFR  Citation:  26  CFR  26 
Legal  Deadline:  None 

Abstract:  This  regulation  relates  to 
generation-skipping  transfer  tax 
consequences  of  a  qualified  severance 
of  a  trust. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/24/04  69  FR  51 967 

NPRM  Comment  11/22/04 

Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information;  REC-145987-03 

Drafting  attorney:  Mayer  R.  Samuels 
(202)  622-3090 

Reviewing  attorney:  George  Masnik 
(202)  622-3618 

Treasury  attorney;  Catherine  Hughes 
(202)  622-9407 


CC:  PSI 

Agency  Contact:  Mayer  R.  Samuels, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3090 

Related  RIN:  Split  from  1545-BE70 
RIN:  1545-BC50 


2413.  STEWARDSHIP  EXPENSES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  current  regulations  under 
section  1.861-8(e)(4),  titled 
“Stewardship  Expenses  Attributable  to 
Dividends  Received,”  are  confusing  and 
subject  to  misuse  by  taxpayers.  In 
conjunction  with  the  proposed  services 
regulations  under  section  482, 

it  is  proposed  to  revise  these 
regulations  to  clarify  the  parameters  of 
stewardship  expenses,  thereby 
demarcating  them  from  shareholder 
activities  under  section  482  and 
supportive  expenses  under  section 
1.86lT(b)(3). 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/04/06  71  FR  44247 

NPRM  Comment  1 1  /02/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-138603-03 

Drafting  attorney:  David  F.  Bergkuist 
(202)  622-3850 

Reviewing  attorney:  Anne  O.  Devereaux 
(202)  622-3850 

Treasury  attorney:  David  Ernick  (202) 
622-1754 

CC:INTL 

Agency  Contact:  David  F.  Bergkuist, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Phone:  202  622-3850 

Related  RIN:  Related  to  1545-BB31, 
Related  to  1545-AY38 

RIN:  1545-BC52 


2414.  GUIDANCE  UNDER  SECTION 
707  REGARDING  DISGUISED  SALES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  707;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  regarding  disguised  sales  of 
partnership  interests. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/26/04  69  FR  68838 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-149519-03 
Drafting  attorney:  Deane  M.  Burke  (202) 
622-3070 

Reviewing  attorney:  Christine  Ellison 
(202)  622-3070 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:PSI 

Agency  Contact:  Deane  M.  Burke, 
Attomey-Ad visor.  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3070 

RIN:  1545-BC63 


2415.  SECTION  1045  APPLICATION  TO 
PARTNERSHIPS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  on  how  the  capital  gains 
rollover  provision  of  section  1045 
applies  to  partnerships. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/15/04  69  FR  42370 

Final  Action  06/00/07 
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Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Leveis  Affected: 

Undetermined 

Additional  Information:  REG-150562-03 

Drafting  attorneys:  Jian  H.  Grant  (202) 
622-3050 

Reviewing  attorneys:  James  A.  Quinn 
(202)  622-3070  and 

Mary  Beth  Collins  (202)  622-3070 
Treasury  attorney:  William  Bowers 
(202)  622-5721 
CC:PS1 

Agency  Contact:  Jian  H.  Grant, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3050 
Email:  jian.h.grant@irscounsel.treas.gov 

RIN:  1545-BC67 


2416.  DISCLOSURES  TO 
SUBCONTRACTORS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  26  USC  6103;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  Amending  existing 
regulations  on  disclosure  of  returns  and 
return  information  in  connection  with 
procurement  of  property  and  services 
for  tax  administration  purposes. 
Timetable:' 

Action  Date  FR  Cite 

NPRM  01/12/05  7CFR2076 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  REC-148867-03 

Drafting  attorney:  Helene  R.  Newsome 
(202)  622-4570 

Reviewing  attorney:  Gerald  R.  Ryan 
(202)  622-4570 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 


CC:  PA:  DPL 

Agency  Contact:  Helene  R.  Newsome, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4570 

RIN:  1545-BC92 


2417.  SOLID  WASTE  DISPOSAL 
FACILITIES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  142;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  modify 
the  definition  of  solid  waste  disposal 
facility  for  purposes  of  section  142(a)(6) 
of  the  Internal  Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/10/04  69  FR  25856 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-l404g2-02 

Drafting  attorney:  Aviva  M.  Roth  (202) 
622-3980 

Reviewing  attorney:  Timothy  Jones 
(202)  622-3980 

CC:  TEGE 

Agency  Contact:  Aviva  M.  Roth, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  4013, 

Washington,  EX]  20224 

Phone:  202  622-3980 

Email:  aviva.m.roth@irscounsel. 

treas.gov 

RIN:  1545-BD04 


2418.  PUBLIC  INSPECTION  OF 
WRITTEN  DETERMINATIONS  UNDER 
SECTION  6110  OF  THE  INTERNAL 
REVENUE  CODE  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  This  temporary  regulation 
replaces  and  updates  the  existing 


regulation  to  include  procedures  for  the 
public  availability  of  Chief  Counsel 
advice.  It  also  reflects  changes  to  the 
organizational  structure  of  the  Internal 
Revenue  Service  and  Office  of  Chief 
Counsel,  changes  to  the  Code,  and 
technological  advances  related  to  the 
electronic  availability  of  Internal 
Revenue  Service  documents  to  the 
public. 

Timetable: 

Action  Date  FR  Cite 

Temporary  06/00/07 

Regulations 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-113129-98 

Drafting  attorney:  Deborah  C.  Lambert- 
Dean  (202)  622-4570 

Reviewing  attorney:  Donald  Squires 
(202)  622-4570 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:PA:DPL 

Agency  Contact:  Deborah  C. 
Lambert-Dean,  Attorney-Advisor, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-4570 
Related  RIN:  Related  to  1545-AX40 
RIN:  1545-BD09 


2419.  ESCROW  ACCOUNTS,  TRUSTS, 
AND  OTHER  FUNDS  USED  DURING 
DEFERRED  EXCHANGES  OF 
LIKE-KIND  PROPERTY 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
468B(g) 

CFR  Citation:  26  CFR  1;  26  CFR  602 

Legal  Deadline:  None 

Abstract:  These  regulations  provide 
rules  under  section  468B(g)  regarding 
the  taxation  and  reporting  of  the 
income  earned  on  escrow  accounts, 
trusts,  and  other  funds  used  for 
deferred  exchanges  of  like-kind 
property  under  section  1031(a)(3).  The 
regulations  affect  qualified  escrow 
accounts,  qualified  trusts,  and  other 
funds  established  in  connection  with  . , 
deferred  like-kind  exchanges,  and  the 
taxpayers,  escrowees,  trustees,  qualified 
intermediaries,  and  other  parties  who 
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receive  the  funds  or  establish,  maintain, 
and  administer  the  accounts. 

Timetable:  _ _ _ 

Action  Date  FR  Cite 

NPRM  02/07/06  71  FR  6231 

Hearing  02/07/06  71  FR  6233 

Finjil  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-113365-04 

Drafting  attorney:  Jeffrey  T.  Rodrick 
(202)  622-4930 

Reviewing  attorney:  Jeffrey  G.  Mitchell 
(202)  622-4930 

Treasury  attorney:  Dennis  T.ingey  (202) 
622-1335 

CC:  ITA 

Agency  Contact:  Jeffrey  T.  Rodrick, 
General  Attorney  (Tax),  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-4930 
Email:  jeffrey.t.rodrick@irscounsel. 
treas.gov 

Related  RIN:  Split  from  1545-AR82 
RIN:  1545-BD19 


2420.  GUIDANCE  ON  PHASED 
RETIREMENT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  guidance  will  lay  out 
rules  for  establishing  a  bona  fide 
phased  retirement  program.  Generally, 
such  a  program  would  provide 
employees  who  are  at  or  near  eligibility 
for  retirement  with  the  opportunity  for 
a  reduced  schedule  and  to  receive  a 
distribution  of  a  proportionate  share  of 
their  pension  benefits  based  on  their 
“partial  retirement.” 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/10/04  69  FR  65108 

NPRM  Comment  02/08/05 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  REG-114726-04 

Drafting  attorney:  Cathy  A.  Vohs  (202) 
622-6090 

Reviewing  attorney:  Jemet  Laufer  (202) 
622-6090 

Treasury  attorney:  William  Bortz  (202) 
622-1352 

CC:  TEGE 

Agency  Contact:  Cathy  A.  Vohs, 
Assistant  Branch  Chief,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  AvenueJ^W, 
Washington,  DC  20224 
Phone:  202  622-6090 
Email:  cathy.a.vohs@irscounsel. 
treas.gov 

RIN:  1545-BD23 


2421.  COORDINATION  OF  UNITED 
STATES  AND  CERTAIN 
POSSESSIONS  INCOME  TAXES 
(TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  l;  26  CFR  301 

Legal  Deadline:  None 

Abstract:  Internal  Revenue  Code 
section  7654  contains  provisions  for 
coordination  of  U.S.  and  certain 
possessions  income  taxes.  Specifically, 
section  7654  provides  for  “cover  over” 
of  the  net  collection  of  taxes  imposed 
under  chapter  1  or  deducted  and 
withheld  under  chapter  24.  Section 
7654  of  the  Internal  Revenue  Code  of 
1986  provides  specific  rules  for  cover 
over  with  regard  to  the  possessions 
American  Samoa  and  the  U.S.  Virgin 
Islands. 

Section  7654  of  the  1954  Code,  as 
amended  in  1972  by  Public  Law  92- 
606,  provides  specific  rules  for  cover 
over  with  regard  to  the  possessions. 
Guam  and  the  Northern  Mariana 
Islands  (NMI).  Section  7654  of  the  1954 
Code  remains  applicable  to  Guam  and 
the  NMI  because  neither  of  these  two 
possessions  has  an  effective 
implementing  agreement  with  the 
United  States,  in  accordance  with  the 
Tax  Reform  Act  of  1986,  Public  Law 
99-514. 

The  regulations  will  provide  rules 
under  both  the  1954  Code  and  the  1986 
Code  versions  of  section  7654. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-139900-03 

Drafting  attorney:  Javier  G.  Salinas 
(202)  435-5262 

Reviewing  attorney:  Ricardo  A.  Cadenas 
(202)  435-5262 

Treasury  attorney:  Gretchen  Sierra  (202) 
622-1755 

CC:INTL 

Agency  Contact:  Javier  G.  Salinas, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435-5262 

Related  RIN:  Related  to  1545-BC54 
RIN:  1545-BD32 


2422.  HIPAA  PORTABILITY:  SPECIAL 
ENROLLMENT  PROCEDURES, 
TOLLING,  AND  INTERACTION  WITH 
FMLA 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
9833 

CFR  Citation:  26  CFR  54 
Legal  Deadline:  None 

Abstract:  These  regulations  enhance 
the  existing  HIPAA  portability 
regulations  by  tolling  the  running  of 
certain  time  periods  in  certain 
circumstances,  clarifying  the 
procedures  for  requesting  special 
enrollment,  addressing  how  the  HIPAA 
portability  requirements  apply  to 
individuals  taking  leave  under  the 
Family  and  Medical  Leave  Act  of  1993, 
and  prescribing  how  to  count  the 
number  of  employees  an  employer  has. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/30/04  69  FR  78800 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-130370-04 
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Drafting  attorney:  Russell  Weinheimer 
(202)  622-6080 

Reviewing  attorney;  Alan  Tawshunsky 
(202)  622-6000 

Treasury  attorney:  Kevin  Knopf  (202) 
622-2329 

CC:TEGE 

Agency  Contact:  Russell  Weinheimer, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6080 

Related  RIN:  Related  to  1545-AW02. 
Related  to  1545-AX84 

RIN:  1545-BD51 


2423.  GUIDANCE  UNDER  SECTION 
1502;  MISCELLANEOUS  OPERATING 
RULES  FOR  SUCCESSOR  PERSONS; 
SUCCESSION  TO  ITEMS  OF  THE 
LIQUIDATING  CORPORATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
1502 

CFR  Citation:  26  CFR  1.1502-13;  26 
CFR  1.1502-80 

Legal  Deadline:  None 

Abstract:  This  regulation  addresses 
certain  issues  related  to  complete 
liquidations  when  more  than  one  group 
member  owns  stock  of  the  liquidating 
corporation. 

Timetable: 


NPRM 
Final  Action 


02/22/05  70  FR  8552 
06/00/07 


2424.  ASSET  TRANSFERS 
FOLLOWING  PUTATIVE 
REORGANIZATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legai  Deadiine:  None 

Abstract:  This  regulation  provides 
amendments  to  section  1.368-2.  The 
amendments  address  the  effect  of 
transfers  of  the  assets  or  the  stock  of 
parties  to  a  reorganization  pursuant  to 
transactions  intended  to  qualify  as 
reorganizations  within  the  meaning  of 
section  368(a)  of  the  Internal  Revenue 
Code. 

Timetable: 


NPRM 
Final  Action 


08/18/04  69  FR  51209 
06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-l 31128-04 

Drafting  attorney:  Amber  Cook  (202) 
622-7530 

Reviewing  attorney:  Marie  Milnes- 
Vasquez  (202)  622-7530 

CC:  COR 

Agency  Contact:  Amber  R.  Cook. 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
Room  5411,  1111  Constitution  Avenue 
NW,  Washington,  DC  20224 
Phone:  202  622-7530 

RIN:  1545-BD54 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-l  30863-04 

Drafting  attorney:  Mary  W.  Lyons  (202) 
622-7930 

Reviewing  attorney:  Alfred  C.  Bishop, 
Jr.  (202)  622-7930 

CC:  COR 

Agency  Contact:  Mary  W.  Lyons, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7930 

RIN:  1545-BD56 


2425.  MANDATORY  E-FILING  FOR 
FORMS  1120 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  .26  USC  6011(e);  26 
USC  7805 

CFR  Citation:  26  CFR  l;  26  CFR  301 
Legal  Deadline:  None 

Abstract:  These  regulations  will 
provide  that  certain  entities  that  file  at 
least  250  information  returns  during  the 
calendar  year  are  required  to  file  their 
income  tax  returns  electronically. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REC-130671-04 

Drafting  attorney:  Michael  E.  Hara  (202) 
622-4910 

Reviewing  attorneys:  James  Gibbons 
(202)  622-4910  and  Carol  Nachman 
(202)  622-4910 

CC:  PA:  APJ 

Agency  Contact:  Michael  E.  Hara. 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5529, 

Washington,  DC  20224 

Phone;  202  622-7419 

Fax:  202  927-9248 

Email:  michael.e.hara@irscounsel. 

treas.gov 

RIN:  1545-BD65 

2426.  SECTION  704(BH2)  AND 
SUBSTANTIALITY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  704(b)(2):  26 
USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Clarify  the  substantiality 
rules  under  section  1.704-l(b)(2)(iii)  as 
to  the  impact  of  the  tax  consequences 
to  owners  or  partners  on  the 
determination  of  substantiality. 

Timetable: 


NPRM 
Final  Action 


11/18/05  70  FR  6991 9 
06/00/07 


NPRM 
Final  Action 


01/12/05  70  FR  2075 
12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-144620-04 

Drafting  attorneys:  Tim  Leska  (202) 
622-3050 

Reviewing  attorney:  Beverly  Katz  (202) 
622-3060 

Treasury  attorney:  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Timothy  J.  Leska, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 


y  . 
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1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3050 

Related  RIN:  Related  to  1545-BBll 
RIN:  1545-BD70 


2427.  SPECIAL  RULES  TO  REDUCE 
SECTION  1446  WITHHOLDING 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
1446 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The- regulations  provide 
guidance  for  partnerships  obligated  to 
pay  withholding  tax  under  section  1446 
of  the  Internal  Revenue  Code. 
Specifically,  the  regulations  address  the 
circumstances  under  which  a 
partnership  may  reduce  its  withholding, 
tax  due  based  upon  certifications  of 
losses  by  foreign  partners  or  when  the 
partnership  is  in  bankruptcy.  The 
regulations  will  be  effective  for 
partnership  taxable  years  beginning 
after  the  date  the  regulations  are 
published  in  the  Federal  Register. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/18/05  70  FR  28743 

Public  Hearing  -  05/1 8/05  70  FR  28743 

10/03/2005 

NPRM  Comment  08/16/05 

Period  End 

Hearing  Rescheduled:  10/03/05  70  FR  57523 
11/16/2005 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-148649-05 

Drafting  attorney:  Ronald  M.  Gootzeit 
(202)  622-3860 

Reviewing  attorney:  Charles  P.  Beseckv 
(202)  622-3860 

Treasury'  attorney:  David  Sotos  (202) 
622-0851 

CC:INTL 

Agency  Contact:  Ronald  M.  Gootzeit, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 

Related  RIN:  Related  to  1545-AY28 
RIN:  1545-BD80 


2428.  DYE  INJECTION 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  The  regulations  relate  to  the 
diesel  fuel  and  kerosene  excise  tax  and 
reflect  changes  made  by  the  American 
Jobs  Creation  Act  of  2004  (Act) 
regarding  mechanical  dye  injection 
systems.  Under  the  Act,  diesel  fuel  and 
kerosene  that  are  to  be  used  in  a 
nontaxable  use  must  be  indelibly  dyed 
by  use  of  a  mechanical  dye  injection 
system  that  satisfies  the  requirements 
set  forth  in  the  regulations.  The 
purpose  of  the  regulations  is  to 
establish  standards  for  tamper  resistant 
mechanical  injector  dyeing  that  are 
reasonable,  cost-effective,  and  set  levels 
of  security  commensurate  with  the 
applicable  facility. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/26/05  70  FR  21361 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-154000-04 

Drafting  attorney:  Deborah  J.  Karet  (202) 
622-3130 

Reviewing  attorneys:  Frank  K.  Boland 

(202)  622-3130  and 

Curt  G.  Wilson  (202)  622-3000 

Treasury  attorney:  John  Parcell  (202) 

622-2578 

CC:PSI 

Agency  Contact:  Deborah  J.  Karet, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3130 
Email:  deborah.j.karet@irscounsel. 
treas.gov 

RIN:  1545-BE04 


2429.  DISCLOSURE  OF  RETURN 
INFORMATION  TO  THE  BUREAU  OF 
THE  CENSUS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  6103(j);  26 
USC  7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 


Abstract:  Under  section  6103(j)(l), 
upon  written  request  from  the  Secretary 
of  Commerce,  the  Secretary  is  to 
furnish  to  the  Bureau  of  the  Census 
(Bureau)  return  information  that  is 
prescribed  by  Treasury  regulations  for 
the  purpose  of,  but  only  to  the  extent 
necessary  in,  structuring  censuses  and 
national  economic  accounts  and 
conducting  related  statistical  activities 
authorized  by  law.  Section 
301.6103(j)(l)-l  of  these  regulations 
further  defines  such  purposes  by 
reference  to  13  U.S.C.  chapter  5  and 
provides  an  itemized  description  of  the 
return  information  authorized  to  be 
disclosed  for  such  purposes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/11/05  70  FR  12166 

Final  Action  03/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  REG-l47ig5-04 
and  REG-148864-03 

Drafting  attorney:  Charles  B. 

Christopher  (202)  622-4580 

Treasury  atttorney:  Eric  San  Juan  (202) 

622-0224 

CC:  PA:  DPL  ’ 

Agency  Contact:  Charles  B. 
Christopher,  Branch  Chief,  Department 
of  the  Treasury,  Internal  Revenue 
Service,  1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4580 

Related  RIN:  Related  to  1545-BCg3, 
Related  to  1545-BE02,  Related  to 
1545-BEOl 

RIN:  1545-BE08 


2430.  ELIMINATION  OF 
COUNTRY-BY-COUNTRY  REPORTING 
TO  SHAREHOLDERS  OF  FOREIGN 
TAXES  PAID  BY  REGULATED 
INVESTMENT  COMPANIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
6031 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  generally 
eliminate  country-by-country  reporting 
tp  shareholders  of  foreign  source 
income  and  foreign  taxes  paid  by  a 
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regulated  investment  company  (RIC). 
An  RIC  will  continue  to  report  this 
information  directly  to  the  IRS.  The 
regulations  will  affect  certain  RICs  that 
pay  foreign  taxes  and  their 
shareholders. 

Timetable: 

Action 
NPRM 

NPRM  Comment 
Period  End 
Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-105248-04 

Drafting  attorney:  Susan  T.  Baker  (202) 
622-3930 

Treasury  attorneys:  John  Harrington 
(202)  622-0589  and  Michael  Novey 
(202)  622-1339 

CC:  FI 

Agency  Contact:  Susan  T.  Baker, 
Assistant  to  the  Branch  Chief, 
Department  of  the  Treasury,  Internal 
Revenue  Service,  1111  Constitution 
Avenue  NW,  Washington,  DC  20224 
Phone:  202  622-3930 

RIN:  1545-BE09 


2431.  CIRCULAR  230— COVERED 
OPINION  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  31  USC  330 
CFR  Citation:  31  CFR  10 
Legal  Deadline:  None 

Abstract:  These  regulations  propose 
amendments  to  the  standards  for  tax 
opinions  related  to  municipal  bonds. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/20/04  69  FR  75887 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-159824-04 

Drafting  attorney:  Matthew  S.  Cooper 
(202)  622-4940 

Reviewing  attorney:  Richard  Goldstein 
(202)  622-3900 


Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:  PA:  APJ 

Agency  Contact:  Matthew  S.  Cooper, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5135, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email :  matthew . s .cooper@irscounsel . 

treas.gov 

Related  RIN:  Related  to  1545-BA70 
RIN: 1545-BE13 


2432.  CAPITALIZATION  OF  AMOUNTS 
PAID  TO  REPAIR  OR  IMPROVE 
TANGIBLE  PROPERTY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  This  regulation  will  clarify 
the  extent  to  which  taxpayers  must 
capitalize  expenditures  to  repair, 
improve,  or  rehabilitate  tangible 
property. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/21/06  71  FR  48590 

NPRM  Comment  1 1  /20/06 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-168745-03 

Drafting  attorney:  Merrill  D.  Feldstein 
(202)  622-3887 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  ITA 

Agency  Contact:  Merrill  D.  Feldstein, 

Senior  Counsel,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3887 

Fax:  202  622-4579 

Email:  merrill.d.feldstein@irscounsel. 

treas.gov 

RIN: 1545-BE18 


2433.  WITHHOLDING  EXEMPTIONS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  3402;  26  USC 
7805 

CFR  Citation:  26  CFR  31 
Legal  Deadline:  None 
Abstract:  These  regulations  provide 
guidance  under  section  3402(f)  of  the 
Internal  Revenue  Code  for  employers 
and  employees  relating  to  the  Form  W- 
4,  “Employee’s  Withholding  Allowance 
Certificate.”  These  regulations  provide 
rules  for  the  submission  of  copies  of 
certain  withholding  exemption 
certificates  to  the  IRS,  the  notification 
provided  to  the  employer  and  the 
employee  of  the  maximum  number  of 
withholding  exemptions  permitted,  and 
the  use  of  substitute  forms. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/14/05  70  FR  19721 

NPRM  Comment  07/05/05 
Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-162813-04 

Drafting  attorney:  Ilya  E.  Enkishev  (202) 
622-0047 

Reviewing  attorney:  Janine  Cook  (202) 
622-0047 

Treasury  attorney:  Kevin  Knopf  (202) 

622-2329 

CC:  TEGE 

Agency  Contact:  Ilya  E.  Enkishev, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-0047 

Email:  ilya.e.enkishev@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE21 
RIN: 1545-BE20 


2434.  SECTION  6011  REGULATIONS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  6011;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 
Abstract:  These  regulations  are  an 
update  to  the  taxpayer  disclosure 


Date  FR  Cite 

08/24/06  71  FR  54598 
12/18/06 

06/00/07 
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regulations  for  reportable  transactions 
under  section  1.6011-4. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Pubiic  Hearing  - 
March  20, 2007 
Final  Action 


11/02/06  71  FR  64488 
01/31/07 

02/15/07  72  FR  7360 
11/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 


Additional  Information:  REG-103038-05 

Drafting  attorney:  Charles  D.  Wien  (202) 
622-3070 

Reviewing  attorney:  Christine  Ellison 
(202)  622-3080 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PSl 

Agency  Contact:  Charles  D.  Wien, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-3070 

Email:  charles.d.wien@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE25 


RIN:  1545-BE24 


2435.  SECTION  6111  REGULATIONS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6111;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  These  regulations  are  for 
section  6111,  as  revised  under  the 
American  Jobs  Creation  Act  of  2004, 
which  will  provide  the  rules  for 
material  advisors  regarding  disclosure 
of  reportable  transactions. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Pubiic  Hearing  - 
March  20, 2007 
Final  Action 


11/02/06  71  FR  64496 
01/31/07 

02/15/07  72  FR  7360 
11/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 


Additional  Information:  REC-103039-05 

Drafting  attorney:  Charles  D.  Wien  (202) 
622-3070 

Reviewing  attorney:  Christine  Ellison 
(202)  622-3080 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:PS1 

Agency  Contact:  Charles  D.  Wien, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-3070 

Email:  charles.d.wien@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE27 
RIN: 1545-BE26 


2436.  SECTION  6112  REGULATIONS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6112;  26  USC 
7805 

CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  The  regulations  are  an  update 
to  the  list  maintenance  regulations 
under  section  6112  to  take  into  account 
changes  to  the  statute  made  in  the 
“American  Jobs  Creation  Act  of  2004.” 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Public  Hearing  - 
March  20, 2007 
Final  Action 


11/02/06  71  FR64501 
01/31/07 

02/15/07  72  FR  7361 
11/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 


Additional  Information:  REG-103043-05 

Drafting  attorney:  Charles  D.  Wien  (202) 
622-3070 

Reviewing  attorney:  Christine  Ellison 
(202)  622-3080 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PSI 


Agency  Contact:  Charles  D.  Wien, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-3070 


Email:  charles.d.wien@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE29 
RIN: 1545-BE28 


2437.  GUIDANCE  UNDER  SUBPART  F 
RELATING  TO  PARTNERSHIPS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None  ' 

Abstract:  These  proposed  regulations 
provide  guidance  for  determining  that 
a  CFC’s  distributive  share  of 
partnership  income  will  qualify  for  the 
exception  contained  in  section  954(i). 
Timetable: 

Action  Date  FR  Cite 

NPRM  01/17/06  71  FR  2496 

NPRM  Comment  04/17/06 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None  ' 
Additional  Information:  REG-106418-05 
Drafting  attorney:  Kate  Y.  Hwa  (202) 
622-3840 

Reviewing  attorney:  Phyllis  E.  Marcus 
(202)  622-3840 

Treasury  attorney:  John  Harrington 
(202)  622-0589 

CC:  INTL 

Agency  Contact:  Kate  Y.  Hwa, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 
RIN:  1545-BE34 


2438.  FARMER  AND  FISHERMAN 
INCOME  AVERAGING  UNDER  THE 
AMERICAN  JOBS  CREATION  ACT  OF 
2004  (AJCA)  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  1301;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  project  will  amend  the 
farm  income  averaging  regulations 
under  section  1.1301-1  to  include  the 
concept  of  ftshing  business. 
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CC:  PSI 


Timetable: 

Action  Date  FR  Cite 

Temporary  Regulation  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-161695-04 

Drafting  attorney:  Amy  J.  Pfalzgraf  (202) 
622-4960 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:  ITA 

Agency  Contact:  Amy  J.  Pfalzgraf, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4960 
Email:  amy.f.pfalzgraf@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE23 
RIN:  1545-BE39 


2439.  DISREGARDED  ENTITIES  AND 
COLLECTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301 
Legal  Deadline:  None 

Abstract:  Amending  the  regulations 
governing  disregarded  entities  so  that 
certain  State  law  entities  that  currently 
are  disregarded  for  all  Federal  tax 
purposes  will  be  treated  as  entities 
separate  from  their  owners  in  collect.' ng 
and  administering  Federal  employment 
and  certain  excise  taxes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/18/05  70  FR  60475 

NPRM  Comment  01/17/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-114371-05 

Drafting  attorney:  Brenda  Mallinak 
(202)  622-3070 

Reviewing  attorney:  Mary  Beth  Collins 
(202)  622-3070 

Treasury  attorney:  William  Bowers 
(202)  622-5721 


Agency  Contact:  Brenda  Mallinak, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3070 

RIN: 1545-BE43 


2440.  BALANCED  SYSTEM  FOR 
MEASURING  ORGANIZATIONAL  AND 
EMPLOYEE  PERFORMANCE  WITHIN 
THE  INTERNAL  REVENUE  SERVICE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  9501;  26  USC 
7804;  PL  105-206,  sec  1201;  PL 
105-206,  sec  1204;  26  USC  7805; 

CFR  Citation:  26  CFR  801 
Legal  Deadline;  None 

Abstract:  The  IRS  will  issue  a  notice 
of  proposed  rulemaking  to  accompany 
temporary  regulations  amending  26 
CFR  part  801  to  remove  limitations  on 
use  of  quantity  measures  in  measuring 
and  evaluating  organizational  and 
employee  performance,  and  to  add 
examples  of  proper  use  of  quantity 
measures  and  records  of  tax 
enforcement  results. 

Timetable: 

Action  Date  FR  Cite 

NPRM 

Interim  Final  Rule 
completed  by  TD 
9227 

NPRM  Comment 
Period  End 
Final  Action 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  Federal 
Additional  Information:  REG-114444-05 

Drafting  attorney:  Karen  F.  Keller  (202) 
283-7900 

Reviewing  attorney:  Neil  B.  Worden 
(202)  283-7900 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:  GLS:  CL 

Agency  Contact:  Karen  F.  Keller, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service,  950 
L’Enfant  Plaza,  SW,  2nd  Floor, 
Washington,  DC  20024 
Phone:  202  283-7900 


Email:  karen.f.keller@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE46 
RIN: 1545-BE45 


2441.  INFORMATION  RETURNS 
REQUIRED  WITH  RESPECT  TO 
CERTAIN  FOREIGN  CORPORATIONS 
AND  OTHER  CONFORMING  CHANGES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  regarding  accounting  methods 
and  penalties  under  section  6038. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/21/06  71  FR  35592 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-109512-05 

Drafting  attorney:  Kate  Y.  Hwa  (202) 
622-3840 

Reviewing  attorney:  Phyllis  Marcus 
(202)  622-3840 

Treasury  attorney:  John  Harrington 
(202)  622-0589 
CC:INTL  . 

Agency  Contact:  Kate  Y.  Hwa, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3840 
RIN: 1545-BE47 


2442.  LIMITATION  ON  TRANSFER  OF 
BUILT-IN  LOSSES 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  362(e);  26 
USC  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  for  applying  26  U.S.C. 
362(e)(2). 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/23/06  71  FR  62067 


10/17/05  70  FR  60256 
10/17/05  70  FR  60214 

12/16/05 

06/00/07 
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Action  Date  FR  Cite 

NPRM  Comment  01/22/07 

Period  End 

FinjU  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-110405-05 

Drafting  attorney:  Joanne  M.  Fay  (202) 
622-8877 

Reviewing  attorney:  Filiz  Serbes  (202) 
622-3703 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Joanne  M.  Fay, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-8877 

Email:  joanne.m.fay@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE59 
RIN: 1545-BE58 


2443.  CONVERTING  AN  IRA  ANNUITY 
TO  A  ROTH  IRA 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  26  USC  7805 
CFR  Citation:  Not  Yet  Determined 
Legai  Deadiine:  None 

Abstract:  The  temporary  regulations 
provide  guidance  concerning  the  tax 
consequences  of  converting  a  non-Roth 
IRA  aimuity  to  a  Roth  IRA.  The 
regulations  affect  individuals 
establishing  Roth  IRAs,  beneficiaries 
under  Roth  IRAs,  trustees,  custodians 
and  issuers  of  Roth  IRAs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/22/05  70  FR  48924 

NrtRM  Comment  11/21/05 

Period  End 

Final  Action  ,  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-122857-05 


Drafting  attorney:  Cathy  A.  Vohs  (202) , 
622-6090 

Reviewing  attorney:  Marjorie  Hoffman 
(202)  622-6030 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CC:  TEGE 

Agency  Contact:  Cathy  A.  Vohs, 
Assistant  Branch  Chief,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6090 
Email:  cathy.a.vohs@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE66 
RIN:  1545-BE65 


2444.  ASSUMPTION  OF  LIABILITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  1 

Legal  Deadline:  None 

Abstract:  Special  rules  for  assumption 
of  liabilities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/26/05  70  FR  30380 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-106736-00 

Drafting  attorney:  Douglas  Bates  (202) 
622-7550 

Reviewing  attorney:  T.  Ian  Russell  (202) 
622-7550 

CC:  COR 

Agency  Contact:  Douglas  C.  Bates, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7550 
Fax:  202  622-4111 
Email:  douglas.c.bates@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-AX93 
RIN: 1545-BE67 


2445.  LIFE/NON-LIFE  TACKING  RULE 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1502;  26  USC 
7805;  26  USC  1503(c);  26  USC  1504(c) 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
address  the  tacking  rule  requirement 
relating  to  the  separation  of  profit  and 
loss  activities. 

Timetable: 

Action'  Date  FR  Cite 

NPRM  04/25/06  71  FR  23882 

TEMP  04/25/06  71  FR  23856 

NPRM  Comment  07/24/06 
Period  End 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-133036-05 

Drafting  attorney:  Ross  E.  Poulsen  (202) 
622-7770 

CC:  COR 

Agency  Contact:  Ross  E.  Poulsen, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7770 

RIN:  1545-BE85 


2446.  TREATMENT  OF  EXCESS  LOSS 
ACCOUNTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1502 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  regulations  provide 
rules  for  allocation  of  basis  of  member 
stock  in  connection  with  certain 
intragroup  transactions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/26/06  71  FR  4319 

NPRM  Comment  04/26/06 
Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
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Additional  Information:  REG-138879-05 

Drafting  attorney:  Theresa  M.  Kolish 
(202)  622-7530  ' 

Reviewing  attorney:  Lewis  K.  Brickates 
(202)  622-7530 

CC:  COR 

Agency  Contact:  Theresa  M.  Kolish, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5408, 

Washington,  DC  20224 

Phone:  202  622-7530 

Fax: 202  622-7556 

Email:  theresa.m.kolish@irscounsel. 

treas.gov 

RIN: 1545-BE87 


2447.  RAILROAD  TRACK 
MAINTENANCE  CREDIT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  These  regulations  provide 
guidance  on  claiming  the  railroad  track 
maintenance  credit  under  section  45G 
of  the  Internal  Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/08/06  71  FR  53052 

NPRM  Comment  12/08/06 
Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-142270-05 

Drafting  attorney:  Winston  H.  Douglas 
(202)  622-3110 

Reviewing  attorney:  Kathleen  Reed 
(202)  622-3110 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  Winston  K.  Douglas, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 
Email:  winston.h.douglas@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE91 
RIN: 1545-BE90 


2448.  GUIDANCE  UNDER  SECTION 
7874  FOR  DETERMINING  OWNERSHIP 
BY  FORMER  SHAREHOLDERS  OR 
PARTNERS  OF  DOMESTIC  ENTITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
7874 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
guidance  under  section  7874(c)(2). 
Section  7874(a)(2)(B)  provides  that  a 
foreign  corporation  will  be  a  surrogate 
foreign  corporation,  if  among  other 
requirements,  60  percent  of  the  stock 
of  the  entity  is  owned  by  former 
shareholders  or  partners  of  the 
domestic  entity  by  reason  of  their 
holding  an  interest  in  the  domestic 
entity.  Section  7874(c)(2)  states  that  in 
determining  ownership  under  section 
7874(a)(2)(B)(ii)  stock  held  by  members 
of  the  expanded  affiliated  group  is 
disregarded. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/28/05  70  FR  76732 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-143244-05 

Drafting  attorney:  John  J.  Merrick  (202) 
622-3810 

Reviewing  attornev:  Milton  Cahn  (202) 
622-3810 

CC:  INTL 

Agency  Contact:  John  J.  Merrick, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3810 

Related  RIN:  Related  to  1545-BE94 
RIN:  1545-BE93 


2449.  CAPITAL  COSTS  INCURRED  TO 
COMPLY  WITH  EPA  SULFUR 
REGULATIONS  (TEMPORARY) 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legai  Deadline:  None 

Abstract:  This  regulation  provides 
guidance  under  section  179B  of  the 


Internal  Revenue  Code  relating  to  EPA 
sulfur. 

Timetable: 

Action  Date  FR  Cite 

Temporary  Regulation  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-143453-05 

Drafting  attorney:  Douglas  Kim  (202) 
622-3110 

Reviewing  attorney:  Kathleen  Reed 
(202)  622-3110 

Treasury  attorney:  John  Parcel!  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Douglas  Kim, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BE96 
RIN: 1545-BE97 


2450.  APPLICATION  OF  SECTION  338 
TO  INSURANCE  COMPANIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  338;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
dealing  with  guidance  of  selected 
issues  concerning  the  application  of 
section  338  to  insurance  companies. 
These  rules  will  address  the 
determination  of  the  amount  of  the 
ceding  commission  required  to  be 
capitalized  under  section  848  and 
amortized  under  section  197  in 
connection  with  the  deemed  asset  sale, 
and  the  effect  of  reserve  increases  by 
new  target  after  the  deemed  asset  sale. 
These  rules  will  be  incorporated  by 
reference  in  final  regulations,  and  will 
be  issued  concurrently  with  those  final 
regulations  (RIN  1545-AY49). 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/06  71  FR  18053 

NPRM  Comment  07/10/06 
Period  End 

Final  Action  12/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-146384-05 

Drafting  attorney:  Mark  J.  Weiss  (202) 
622-7790 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Mark  J.  Weiss, 
Attorney-Advisor,  Department  of  tlie 
Treasury',  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-7790 

Related  RIN:  Related  to  1545-AY49 
RIN: 1545-BF02 


2451.  DESIGNATED  ROTH  ACCOUNTS 
UNDER  SECTION  402A 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  Taxation  of  distributions 
from  designated  Roth  accounts  in 
qualified  cash  or  deferred  arrangements 
under  IRC  401  (K). 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/26/06  71  FR  4320 

NPRM  Comment  04/26/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-146459-05 

Drafting  attorney:  Cathy  A.  Vohs  (202) 
622-6090 

Reviewing  attorney:  Lisa  Mojiri-Azad 
(202)  622-6090 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CC:TEGE 

Agency  Contact:  Cathy  A.  Vohs, 
Assistant  Branch  Chief,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6090 


Email:  cathy.a.vohs@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BF05 
RIN: 1545-BF04 


2452.  ELECTION  TO  EXPENSE 
CERTAIN  REFINERIES  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805;  26  USC 
179C 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Provide  guidance  under 
section  179C  of  the  Internal  Revenue 
Code. 

Timetable: 

Action  Date  FR  Cite 

Temporary  Regulation  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  REG-146895-05 

Drafting  attorney:  Ruba  Nasrallah  (202) 
622-3110 

Reviewing  attorney:  Kathleen  Reed 
(202)  622-3110 

Drafting  attorney:  John  Parcel!  (202) 
622-2578 

CC:  PSI 

Agency  Contact:  Ruba  Nasrallah, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue,  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BF05 
RIN: 1545-BF06 


2453.  NUCLEAR  DECOMMISSIONING 
COSTS  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  Temporary  regulations  under 
the  Energy  Tax  Incentives  Act  of  2005 
concerning  nuclear  decommissioning 
costs. 

Timetable: 

Action  Date  FR  Cite 

Temporary  06/00/07 

Reguiations 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  information:  REG-147290-05 

Drafting  attorney:  Bernard  P.  Harvey 
(202)  622-3110  ' 

Reviewing  attorney:  Peter  C.  Friedman 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 

622-2578 

CC:  PSI 

Agency  Contact:  Bernard  P.  Harvey  III, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BF08 
RIN: 1545-BF09 


2454.  CHARITABLE  CONTRIBUTIONS 
OF  CERTAIN  MOTOR  VEHICLES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805:  26  USC 
170  (f)(12):  26  USC  6720 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  regulations  will  clarify 
the  rules  for  determining  the  fair 
market  value  of  a  vehicle  contributed 
to  charity.  The  regulations  will  provide 
rules  for  implementing  the  new  laws, 
which  govern  the  requirements  for 
claiming  a  charitable  contribution 
deduction  for  a  donated  vehicle,  and 
impose  penalties  under  certain 
circumstances  on  donee  organizations 
(26  USC  170(f)(12)  and  6720). 

Timetable: 

Action  Date  FR  Cite 

Temporary  1 2/00/07 

Regulations 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 
Additional  Information:  REG-143755-05 

Drafting  attorney:  Patricia  M.  Zweibel 
(202)  622-5020  ’ 

Reviewing  attorney:  Karin  Gross  (202) 
622-5020 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 


imfim 


I 
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CC:  ITA 

Agency  Contact:  Patricia  Zweibel, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW.,  Washington, 
DC  20224 

Phone:  202  622-5020 

Related  RIN:  Related  to  1545-BF29 

RIN: 1545-BFlO 


2455.  CLEAN  RENEWABLE  ENERGY 
BONDS  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  PL  109-58,  sec 
1303(d):  26  use  54 

CFR  Citation:  26  CFR  1 
Legai  Deadiine:  None 

Abstract:  Section  54  of  the  Code  allows 
certain  specified  entities  to  issue  Clean 
Renewable  Energy  Bonds.  Taxpayers 
who  purchase  these  bonds  are  entitled 
to  a  credit  against  income  tax  in  lieu 
of  receiving  interest  payments  from  the 
Clean  Renewable  Energy  Bond  issuers. 
These  regulations  explain  the 
requirements  for  issuing  the  bonds  and 
for  claiming  the  tax  credit. 

Timetable: 

Action  Date  FR  Cite 

Temporary  Regulation  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Local. 
State,  Tribal 

Additional  Information:  REG-148071-05 

Drafting  attorney:  Aviva  M.  Roth  (202) 
622-3980 

Reviewing  attorney:  Timothy  L.  jones 
(202)  622-1380 

Treasury  attorney:  John  Cross  (202) 
622-1322 

CC:  TEGE 

Agency  Contact:  Aviva  M.  Roth, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  4013, 
Washington,  DC  20224 
Phone:  202  622-3980 
Email:  aviva.m.roth@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BFll 
RIN:  1545-BF12 


2456.  RULES  UNDER  SECTION  302  OF 
THE  KATRINA  EMERGENCY  TAX 
RELIEF  ACT  OF  2005 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-73,  sec  302; 

26  use  7805 

CFR  Citation:  26  CFR  1 
Legal  Deadiine:  None 

Abstract:  This  regulation  will  provide 
rules  relating  to  the  $500  deduction 
from  taxable  income  allowed  under 
section  302  of  the  Katrina  Emergency 
Tax  Relief  Act  of  2005  (KETRA)  to 
individuals  for  housing  a  Hurricane 
Katrina  displaced  individual. 

Timetable: 


NPRM 

Interim  Final  Rule 
completed  by  TD 
9301 

NPRM  Comment 
Period  End 
Final  Action 


12/12/06  71  FR74482 
12/12/06  71  FR74467 


12/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-152043-05 

Drafting  attorney:  Marnette  M.  Myers 
(202)  622-4920 

Reviewing  attorney:  Michael  J. 
Montemutro  (202)  622-4920 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:  ITA 

Agency  Contact:  Marnette  M.  Myers, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Ave  NW,  Washington,  DC 
20224 

Phone:  202  622-4920 

Related  RIN:  Related  to  1545-BF89 

RIN: 1545-BF14 


2457.  REVISION  OF  TREASURY 
REGULATION  SECTION  1.1561-3  TO 
COMPLY  WITH  COMMISSIONER’S 
E-FILE  PROGRAM  AND  WITH  THE 
RECOMMENDATIONS  OF  TIGTA 
REPORT 

Priority:  Info. /Admin. /Other 

Legal  Authority:  26  USC  1561;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 


Abstract:  These  temporary  regulations 
simplify,  clarify,  or  eliminate  reporting 
burdens.  These  regulations  also 
eliminate  regulatory  impediments  to 
the  electronic  filing  of  certain 
statements  that  taxpayers  are  required 
to  include  on  or  with  their  Federal 
income  tax  returns. 

Timetable: 


Date  FR  Cite 

NPRM  06/30/06  71  FR  30640 

Interim  Final  Rule  06/30/06  71  FR  30591 

Completed  by  TD 
9264 

NPRM  Comment  08/28/06 

Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additionaf  Information:  REG-134317-C5 

Drafting  attorney:  Grid  R.  Glyer  (202) 
622-7930 

Reviewing  attorney:  Steve  Hankin  (202) 
622-7930 

CC:  COR 

Agency  Contact:  Grid  R.  Glyer, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 
RIN:  1545-BF16 

2458.  CREDIT  FOR  PRODUCTION 
FROM  ADVANCED  NUCLEAR  POWER 
FACILITIES  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
45J 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  Temporary  regulations  will 
provide  guidance  for  implementation  of 
new  section  45J;  in  particular, 
regulations  will  provide  a  certification 
process  for  approval  and  allocation  of 
the  National  Megawatt  Limitation. 

Timetable: 


Temporary  Regulation  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entities  Affected:  No 
Government  Levels  Affected: 

Undetermined 

Additional  information;  REG-157616-05 
Drafting  attorney:  Patrick  S.  Kirwan 
(202)  622-3110 

Reviewing  attorney:  Peter  Friedman 
(202)  622-3110 

Treasury  attorney:  John  Parcell  (202) 
622-2578 

CC:PSI 

Agency  Contact:  Patrick  S.  Kirwan, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 
Emai  1 :  patr ick. s.kirwan@irscounsel . 
treas.gov 

Related  RIN:  Related  to  1545-BF19 
RIN: 1545-BF20 


2459.  SUBCHAPTER  S  BANKS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1363;  26  USC 
7805 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  Application  of  special  bank 
rules  under  section  1363  to  S 
corporation  and  QSub  banks. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/18/06  71  FR  50007 

NPRM  Comment  1 1  /22/06 

Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-158677-05 

Drafting  attorney:  Laura  C.  Fields  (202) 
622-3050 

Reviewing  attorney;  Dianna  K.  Miosi 
(202)  622-3050 

Treasury  attorneys:  Michael  Novey 
(202)  622-1339  and  William  Bowers 
(202)  622-5721 

CC:  PSI 

Agency  Contact:  Laura  C.  Fields, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 


Phone:  202  622-3050 
RIN: 1545-BF24 


2460.  SECTION  3121(A)(5KD) 
REGULATION  (SALARY  REDUCTION 
AGREEMENT)  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
6302 

CFR  Citation:  26  CFR  31 
Legal  Deadline:  None 

Abstract:  The  temporary  regulation 
defines  the  term  “salary  reduction 
agreement”  within  the  meaning  of 
section  3121(a)(5)(D)  as  a  plan  or 
arrangement  whereby  payment  will  be 
made  by  an  employer  to  an  annuity 
described  in  section  403(b)  if  an 
employee  elects  to  reduce  his 
compensation  or  if  an  employee  agrees 
as  a  condition  of  employment  to  make 
a  mandatory  contribution  that  reduces 
his  compensation. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-155608-02 

Drafting  attorney;  Neil  D.  Shephard 
(202)  622-6040 

Reviewing  attorney:  Lynne  A.  Camillo 
(202)  622-6040 

CC:TEGE 

Agency  Contact;  Neil  D.  Shepherd, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone;  202  622-6040 
Email:  neil.d.shepherd@irscounsel. 
treas.gov 

Related  RIN:  Previously  reported  as 
1545-BB64 

RIN: 1545-BF35 


2461.  FAILURE  TO  MAINTAIN  LIST  OF 
ADVISEES  WITH  RESPECT  TO 
REPORTABLE  TRANSACTIONS 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 


CFR  Citation:  26  CFR  301.6708-lT 

Legal  Deadline:  None 

Abstract:  Temporary  regulation 
regarding  the  penalty  imposed  under 
section  6708  for  a  person  required  to 
maintain  a  list  under  section  6112  who 
fails  to  make  the  list  available  upon  the 
request  of  the  Secretary. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-160873-04 

Drafting  attorney;  Lawrence  E.  Mack 
(202)  622-4940 

Reviewing  attorney:  Nancy  M.  Galib 
(202)  622-8523 

CC:  PA;  APJ 

Agency  Contact:  Lawrence  E.  Mack, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW.,  Washington, 
DC  20224 

Phone:  202  622-4940 

Email:  lawrence.e.mack@irscounsel. 

treas.gov 

RIN: 1545-BF38 


2462.  ACCURACY-RELATED 
PENALTIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6662A;  26 
USC  6662;  26  USC  6664;  26  USC  7805 

CFR  Citation:  26  CFR  i 
Legal  Deadline:  None 

Abstract:  Temporary  regulations 
regarding  the  new  provisions  and 
amendments  made  to  code  sections 
6662,  6662A,  and  6664  by  the 
American  Jobs  Creation  Act  of  2004 
and  the  Gulf  Opportunity  Zone  Act  of 
2005. 

Timetable: 

Action  Date  FR  Cite 

Temporary  07/00/07 

Regulations 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-160870-04 

Drafting  attorney:  Laura  R.  Urich  (202) 
622-4940 
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Reviewing  attorney:  Ashton  P.  Trice 
(202)  622-4940 

Treasury  attorney:  Mike  Desmond  (202) 
622-1981 

CC:  PA:  APJ 

Agency  Contact:  Laura  Rebecca  Urich, 

Attorney  Advisor,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  laura.r.urich@irscounsel. 

treas.gov 

RIN: 1545-BF41 


2463.  REGULATIONS  UNDER 
SECTIONS  501  (CK3)  AND  4958  ON 
REVOCATION  STANDARDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR 

1.501{c)(3)-l{d)(l)(ii)(a);  26  CFR 
1.501{c)(3)-l(g):  26  CFR  53.4958-2(a)(6) 

Legal  Deadline:  None 

Abstract:  Final  regulations  will  clarify 
the  substantive  requirements  for  tax 
exemption  under  section  501(c)(3)  and 
the  relationship  between  those 
requirements  and  the  imposition  of 
excise  taxes  under  section  4958. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-111244-05 

Drafting  attorney:  Galina  V.  Kolcmietz 
(202)  622-6070 

Reviewing  attorney:  Paul  Accettura 
(202)  622-8464 

Treasury  attorneys:  Eric  San  Juan  (202) 
622-0224  and  Susan  Brown  (202)  622- 
0999 

CC:  TEGE 

Agency  Contact:  Galina  V.  Kolomietz, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4408,  Washington,  DC  20024 
Phone:  202  622-6070 
Fax:  202  622-1036 

RIN: 1545-BF44 


2464.  APPLICATION  OF  SEPARATE 
LIMITATIONS  TO  DIVIDENDS  FROM 
NONCONTROLLED  SECTION  902 
CORPORATION  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
904(d)(6) 

CFR  Citation:  26  CFR  l 

Legal  Deadline:  None 

Abstract:  The  American  Jobs  Creation 
Act  of  2004  amended  the  foreign  tax 
credit  limitation  rules  under  section 
904(d)  and  extended  lookthrough 
treatment  to  dividends  paid  by  a  10/50 
lookthrough  corporation,  generally 
effective  retroactively  for  tax  years 
beginning  after  December  31,  2002.  The 
Gulf  Opportunity  Zone  Act  of  2005 
permits  taxpayers  to  elect  to  defer  the 
effective  date  of  the  AJCA  amendments 
to  tax  years  beginning  after  December 
31,  2004.  These  regulations  would 
provide  guidance  needed  to  comply 
with  these  changes,  including  transition 
rules  for  dividends  paid  by  a  10/50 
lookthrough  corporation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/25/06  71  FR  24516 

NPRM  Comment  07/24/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG-144784-02 

Drafting  attorney:  Ginny  Y.  Chung  (202) 
622-3850 

Reviewing  attorney:  Barbara  Felker 
(202)  622-3850 

CC:  INTL 

Agency  Contact:  Ginny  Y.  Chung, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 

Related  RIN:  Related  to  1545-BB28 

RIN: 1545-BF46 


2465.  SPECIAL  RULES  UNDER 
SECTION  7874 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
7874 

CFR  Citation:  26  CFR  l 
Legal  Deadline:  None 

Abstract:  This  regulation  will  provide 
special  rules  amplifying  the  provisions 
of  section  7874. 

Timetable: 


Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Public  Hearing 
Final  Action 


06,'06/06  71  FR  32495 
09/05/06 

10/24/06  71  FR32495 
12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 


Additional  Information:  REG-112994-06 

Drafting  attorney:  Milton  M.  Cahn  (202) 
622-3860 

Reviewing  attorney:  Charles  P.  Besecky 
(202)  622-3860 

CC:INTL 

Agency  Contact:  Milton  M.  Cahn, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 


RIN:  1545-BF47 


2466.  SECTION  1221(A)<4)  CAPITAL 
ASSET  EXCLUSION  FOR  ACCOUNTS 
AND  NOTES  RECEIVABLE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  This  final  rule  will  clarify 
when  accounts  or  notes  receivable  are 
treated  as  acquired  for  services 
rendered  within  the  meaning  of  IRC 
section  1221(a)(4).  The  notice  of 
proposed  rulemaking  would  provide 
than  an  account  or  note  receivable  is 
not  described  in  section  1221(a)(4)  if, 
in  exchange  for  the  account  or  note 
receivable,  the  taxpayer  provides  more 
than  de  minimis  consideration  other 
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than  services  and  property  described'in 
section  1221(a)(1)  or  the  account  or 
note  receivable  is  issued  by  someone 
other  than  the  party  acquiring  the 
services  or  property  described  in 
section  1221(a)(1). 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/07/06  71  FR  40600 

NPRM  Comment  1 1  /06/06 

Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-109367-06 

Drafting  attorney:  Kevin  S.  Brown  (202) 
622-3920 

Reviewing  attorneys:  Patrick  E.  White 
(202)  622-4329  and 

Dale  Coilinson  (202)  622-4502 

Treasury  attorney:  Michael  Novey  (202) 
622-1339 

CC:  FI 

Agency  Contact:  Kevin  Scott  Brown, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  3539, 
Financial  Institutions  and  Products, 
Branch  1,  Washington,  DC  20224 
Phone:  202  622-3920 

RIN: 1545-BF52 


2467.  SECTION  6707  AND  THE 
FAILURE  TO  FURNISH  INFORMATION 
REGARDING  REPORTABLE 
TRANSACTIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  atation:  26  CFR  301.6707-1;  26 
CFR  1.6091-1 

Legal  Deadline:  None 

Abstract:  Temporary  regulations 
regarding  the  imposition  of  penalities 
under  section  6707  of  the  Internal 
Revenue  Code  on  material  advisors 
who  fail  to  file  a  return  under  section 
6111(a)  or  file  false  or  incomplete 
infoEmation  with  respect  to  a  reportable 
transaction. 

Timetable: 

Action  -  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 
Additional  Information:  REG-160872-04 

Drafting  attorney:  Matthew  S.  Cooper 
(202)  622-4940 

Reviewing  attorney:  Ashton  Trice  (202) 
622-4940 

CC:  PA:  APJ 

Agency  Contact:  Matthew  S.  Cooper, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue  NW,  Room  5135, 

Washington,  DC  20224 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  matthew.s.cooper@irscounsel. 

treas.gov 

RIN: 1545-BF60 


2468.  SECTION  6707A  AND  THE 
FAILURE  TO  INCLUDE  ON  ANY 
RETURN  OR  STATEMENT  ANY 
INFORMATION  REQUIRED  TO  BE 
DISCLOSED  UNDER  SECTION  6011 
WITH  RESPECT  TO  A  REPORTABLE 
TRANSACTION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  301.6707-1 
Legal  Deadline:  None 

Abstract:  Temporary  regulations 
regarding  the  imposition  of  penalties 
under  section  6707A  of  the  Internal 
Revenue  Code  for  the  failure  to  include 
on  any  return  or  statement  any 
information  required  to  be  disclosed 
under  section  6011  with  respect  to  a 
reportable  transaction. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-160868-04 

Drafting  attorney:  Dillon  J.  Taylor  (202) 
622-4940 

Reviewing  attorney:  Ashton  Trice  (202) 
622-4940 

CC:  PA:  APJ 

Agency  Contact:  Dillon  Taylor, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  5127, 
Washington,  DC  20224 


Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  dillon.j.taylor@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BF61 
RIN: 1545-BF62 

2469.  CLARIFICATION  OF  SECTION 
6411  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6411 

CFR  Citation:  26  CFR  1.6411-2T:  26 
CFR  1.641 1-3T 

Legai  Deadline:  None 

Abstract:  These  temporary  regulations 
clarify  that,  after  being  computed  under 
the  terms  of  the  section  1.6411-2 
regulations,  a  tentative  carryback 
adjustment  may  be  reduced  under 
section  1.6411-3  by  unassessed 
amounts.  In  order  to  account  for  the 
IRS’  current  organizational  structure, 
the  proposed  regulations  removes  the 
titles  district  director  and  service  center 
director  throughout. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  REC-l  18886-06 

Drafting  attorney:  Cynthia  A.  McCreevy 
(202)  622-4910 

Reviewing  attorneys:  Pamela  Fuller 
(202)  622-3600  and  Curtis  Wilson  (202) 
622-7800 

Treasury  attorney:  Michael  Desmond 
(202)  622-1981 

CC:  PA:  APJ 

Agency  Contact:  Cynthia  A.  McCreevy, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Ser\’ice, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-4910 
Fax:  202‘  927-9248 

Email:  cynthia.a.mcgreevy@irscounsel. 
treas.gov 

RIN:  1545-BF66 
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2470.  DETERMINATION  OF  INTEREST 
EXPENSE  DEDUCTION  OF  FOREIGN 
CORPORATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805;  26  USC 
882 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  These  rules  provide  the 
allocation  of  interest  expense  of  foreign 
corporations  to  income  effectively 
connected  with  a  trade  or  business 
within  the  United  States,  and 
coordination  with  the  branch  profits  tax 
and  income  tax  treaties. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/17/06  71  FR  47459 

NPRM  Comment  11/15/06 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-120509-06 

Drafting  attorney:  Gregory  A.  Spring 
(202)  622-3870 

Reviewing  attorney:  Paul  S.  Epstein 
(202)  622-3870 

Treasury  attorney:  Jesse  Eggert  (202) 
622-1540 

CC:1NTL 

Agency  Contact:  Gregory  A.  Spring, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3870 

Related  RIN:  Related  to  1545-BF70 
RIN: 1545-BF71 


2471.  DEFINITION  OF  TAXPAYER  FOR 
PURPOSES  OF  SECTION  901  AND 
RELATED  MATTERS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  The  application  of  existing 
Treas.  Reg.  section  1.901-2(f)  is  unclear 
in  certain  circumstances,  including 
circum.stances  in  which  foreign  law 
permits  foreign  corporations  to 
determine  their  taxable  income  and  tax 
liability  on  a  combined  basis. 


Amendments  are  needed  to  clarify  the 
application  of  Treas.  Reg.  section  1.901- 
2  in  such  circumstances.  In  some  cases, 
such  as  cases  involving  reverse  hybrid 
entities,  the  application  of  existing 
Treas.  Reg.  section  1.901-2(f)  reaches 
inappropriate  results.  Amendments  are 
needed  to  change  the  results  in  such 
cases. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/04/06  71  FR  44240 

NPRM  Comment  10/03/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-124152-06 

Drafting  Attorney:  Bethany  Ingwalson 
(202)  622-3850 

Reviewing  Attorney:  Barbara  Felker 
(202)  622-3850 

CC:INTL 

Agency  Contact:  Bethany  Ingwalson, 
Senior  Counsel,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3850 

RIN:  1545-BF73 


2472.  TAX  INCREASE  PREVENTION 
AND  RECONCILIATION  ACT  OF  2005 
AMENDMENTS  TO  SECTION  199 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  199;  26  USC 
7805 

CFR  Citation:  26  CFR  1 
Legal  Deadline:  None 

Abstract:  Proposed  regulations 
involving  changes  made  by  the  Tax 
Increase  Prevention  and  Reconciliation 
Act  of  2005  to  the  definition  of  W-2 
wages  and  partnership  allocations  of 
W-2  wages. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/19/06  71  FR  61692 

NPRM  Comment  01/17/07 
Period  End 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected: 

Undetermined 


Additional  Information:  REG-127819-06 

Drafting  attorney:  Lauren  R.  Taylor 
(202)  622-3040. 

Reviewing  attorney:  Paul  Handleman 
(202)  622-3040 

Treasury  attorney:  Sharon  Kay  (202) 
622-0865 

CC:  PSI 

Agency  Contact:  I..auren  R.  Taylor, 
General  Attorney  (Tax),  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
5111,  Washington,  DC  20224 
Phone:  202  622-3040 
Fax:  202  622-4753 
Email:  lauren.r.taylor@irscounsel. 
treas.gov 

RIN: 1545-BF79 


2473.  RETURN  REQUIRED  BY 
SUBCHAPTER  T  COOPERATIVES 
UNDER  SECTION  6012 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  part  1 
Legal  Deadline:  None 

Abstract:  This  regulation  will  prescribe 
the  form  that  cooperatives  must  use  to 
file  their  income  tax  returns. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-149436-04 

Drafting  attorney:  Matthew  P.  Howard 
(202)  622-4910 

Reviewing  attorney:  James  C.  Gibbons 
(202)  622-4910 

CC:  PA:  APJ 

Agency  Contact:  Matthew  P.  Howard, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Room  5533, 
Wa.shington,  DC  20024 
Phone:  202  622-4910 

RIN: 1545-BF82 


2474.  GUIDANCE  REGARDING  SCOPE 
OF  SECTION  368(AH1KD) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  Not  Yet  Determined 
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Legal  Deadline:  None 

Abstract:  The  IRS  is  issuing  temporary 
regulations  relating  to  the  distribution 
requirement  under  sections  368(a)(1)(D) 
and  354(b)(1)(B).  The  text  of  the 
regulations  also  serves  as  the  text  of 
proposed  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/19/06  71  FR  75898 

NPRM  Comment  03/19/07 

Period  End 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 
Additional  Information:  REG-125632-06 

Drafting  attorney:  Bruce  Decker  (202) 
622-8039 

Reviewing  attorney:  Lisa  Fuller  (202) 
622-7152 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Bruce  Decker, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-8039 

Fax:  202  622-4111 

Email:  bruce.a.decker@irscounsel. 

treas.gov 

RIN:  1545-BF83 


2475.  SOURCE  RULES  INVOLVING 
U.S.  POSSESSIONS  AND  OTHER 
CONFORMING  CHANGES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legai  Authority:  26  USC  937(b):  26 
USC  7654(e);  26  USC  7805 

CFR  Citation:  26  CFR  1.931-1;  26  CFR 
1.932-1;  26  CFR  1.933-1;  26  CFR 
1.934-1;  26  CFR  1.935-1;  26  CFR 
1.937-2;  26  CFR  1.937-3 

Legai  Deadiine:  None 

Abstract:  The  section  937  regulations 
provide  rules  for  determining  when 
income  is  considered  to  be  frgm 
sources  within  a  U.S.  possession  and 
whether  income  is  effectively 
connected  with  the  conduct  of  a  trade 
or  business  within  a  U.S.  possession. 
Regulations  under  sections  931  through 
935  provide  rules  relating  to  specific 


U.S.  possessions.  In  addition,  these 
regulations  will  make  conforming 
changes  to  regulations  under  related 
sections  concerning  or  cross-referencing 
the  possessions  provisions. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  06/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  None 
Additionai  Information:  REC-133712-06 
Drafting  attorney:  John  David  Varley 
(202)  435-5165 

Reviewing  attorney:  Douglas  Giblen 
(202)  435-5146 

Treasury  attorney:  Gretchen  Sierra  (202) 
622-1755 

CC:  INTL 

Agency  Contact:  John  David  Varley, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435-5262 

Related  RIN:  Related  to  1545-BC86, 
Related  to  1545-BE22 
RIN: 1545-BF85 


2476.  SECTION  181— DEDUCTION  FOR 
QUALIFIED  FILM  AND  TELEVISION 
PRODUCTION  COSTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  Further  guidance  under 
section  181. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/09/07  72  FR  6190 

NPRM  Comment  04/10/07 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REC-l  15403-05 

Drafting  attorney:  Bernard  P.  Harvey 
(202)  622-3110 

Reviewing  attorney:  Charles  B.  Ramsey 
(202)  622-3110 

Treasury  attorney:  Dennis  Tingey  (202) 
622-1335 


CC:  PSI 

Agency  Contact:  Bernard  P.  Harvey  III, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BF95 

RIN: 1545-BF94 


2477.  •  EMPLOYER  COMPARABLE 
CONTRIBUTIONS  TO  HEALTH 
SAVINGS  ACCOUNTS  (HSAS)— NO 
HSA  OPENED. 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Not  Yet  Determined 

CFR  Citation:  26  CFR  54 

Legal  Deadline:  None 

Abstract:  A  notice  of  proposed 
rulemaking  provides  guidance  on 
employer  contributions  to  Health 
Savings  Accounts  (HSAs)  under  section 
4980G  in  instance  where  an  employee 
has  not  established  an  HSA  by  the  end 
of  the  calendar  year. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  ’  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-128671-06 

Drafting  attorney:  Mireille  Khoury  (202) 
622-6080 

Reviewing  attorney:  Harry  Becker  (202) 
622-6080 

Treasury  attorney:  Kevin  Knopf  (202) 
622-2329 

CC:  TEGE 

Agency  Contact:  Mireille  T.  Khoury, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Consitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-6080 

Fax:  202  622-7865 

Email:  mireille.khoury@irscounsel. 

treas.gov 

RIN: 1545-BF97 
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2478.  •  EXCLUSION  OF  INCOME 
FROM  THE  INTERNATIONAL 
OPERATION  OF  SHIPS  OR  AIRCRAFT 
(TEMPORARY) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  7805;  26  USC 
883 

CFR  Citation:  26  CFR  1.883-0;  26  CFR 

1.883- 1;  26  CFR  1.883-2;  26  CFR 

1.883- 3;  26  CFR  1.883-4;  26  CFR 

1.883- 5; 

Legai  Deadline:  None 

Abstract:  The  regulation  will  address 
amendments  to  section  1.883-3 
regulations. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Federalism:  Undetermined 
Additional  Information:  REG-138707-06 

Drafting  Attorney:  Patricia  A.  Bray 
(202)  622-3880 

Reviewing  Attorney:  Elizabeth  U. 
Karzon  (202)  622-3880 

CC:1NTL 

Agency  Contact:  Patricia  A.  Bray, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3880 

Related  RIN:  Related  to  1545-BFgo 
RIN:  1545-BGOO 


2479.  •  ELECTRONIC  PAYMENT 
SYSTEM  MAILBOX  RULE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6302;  26  USC 
6311 

CFR  Citation:  31  CFR  6302-l(h)(6);  31 
CFR  6311-2(b) 

Legai  Deadline:  None 

Abstract:  Proposed  and  temporary 
regulations  extending  the  time  by 
which  a  taxpayer  may  initiate  an 
electronic  tax  payment  and  still  have 
such  payment  be  considered  a  timely 
payment. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-145147-05 

Drafting  attorney:  Natasha  Mulleneaux 
(202)  622-4604 

Reviewing  attorney:  Charles  A.  Hall 
(202)  622-4940 

CC:  PA:  APJ 

Agency  Contact:  Natasha  M. 
Mulleneaux,  Attorney,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Ave,  NW, 
Washington,  DC  20224 
Phone:  202  622-4604 
Fax:  703  605-1959 
Email: 

natasha.m.mulleneaux@irscounsel. 

treas.gov 

RIN:  1545-BG06 


2480.  •  SECTION  7508A 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7508;  26  USC 
7508A 

CFR  Citation:  26  CFR  301.7508A-1 
(Revision) 

Legal  Deadline:  None 

Abstract:  Temporary  regulations  for 
postponement  of  certain  tax-related 
deadlines  by  reason  of  Presidentially 
Declared  Disaster  Area.  • 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-142680-06 

Drafting  attorney:  Melissa  C.  Quale 
(202)  622-7495 

Reviewing  attorney:  Charles  A.  Hall 
(202)  622-7269 

CC:  PA:  APJ 

Agency  Contact:  Melissa  C.  Quale, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7495 


Fax:  703  605-1959 

Email:  melissa.c.quale@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BG16 
RIN:  1545-BG17 


2481.  •  CALCULATING  AND 
APPORTIONING  THE  SECTION 
11(B)<1)  ADDITIONAL  TAX  UNDER 
SECTION  1561  FOR  CONTROLLED 
GROUPS 

Priority:  Info./Admin./Other 

Legal  Authority:  26  USC  7805 
CFR  Citation;  26  CFR  301.7805 
Legal  Deadline:  None 

Abstract:  The  project  will  provide 
guidance  to  component  members  of 
controlled  groups  in  calculating  and 
apportioning  the  section  11(b)(1) 
additional  tax. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information;  REG-104713-07 

Drafting  attorney:  Grid  R.  Glyer  (202) 
622-7324 

Reviewing  attorney:  Steven  Hankin 
(202)  622-7930 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Grid  R.  Glyer, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Sendee,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BG39 
RIN:  1545-BG40 


2482.  •  QUALIFIED  ZONE  ACADEMY 
BONDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1397E:  26 
USC  7805 

CFR  Citation:  26  CFR  1.1397E-1 
Legal  Deadline:  None 
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Abstract:  Temporary  regulations 
providing  guidance  to  state  and  local 
governments  that  issue  qualified  zone 
academy  bonds  and  to  banks,  insurance 
companies,  and  other  taxpayer  hold 
those  bonds  regarding  the  program 
requirements  for  qualified  zone 
academy  bonds  under  section  1397E  of 
the  Internal  Revenue  Code. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-121475-03 

Drafting  attorney:  Zoran  Stojanovic 
(202)  622-3721 

Reviewing  attorney:  Timothy  L.  Jones 
(202)  622-3701 

CC:  TEGE 

Agency  Contact:  Zoran  Stojanovic, 

Attorney-Advisor,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3980 

Fax:  202  622-4437 

Email:  zoran. stojanovic@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BC61 
RIN:  1545-BG44 


2483.  •  DEEMED  IRAS  IN 
GOVERNMENTAL  PLANS/QUALIFIED 
NONBANK  TRUSTEE  RULES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  408(q);  26 
use  7805 


CFR  Citation:  26  CFR  1.408-2(e);  26 
CFR  1.408(a):  26  CFR  1.408(q)-l{f)(l) 

Legal  Deadline:  None 

Abstract:  Finalizing  temporary 
regulations  allowing  governmental 
entities  to  act  as  nonbank  trustees  for 
deemed  IRAs  which  are  part  of  the 
entities’  qualified  plan. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-101447-04 
Drafting  attorney:  Linda  L.  Conway  • 
(202)  622-6952 

Reviewing  attorney:  Cathy  A.  Vohs 
(202)  622-6090 

Treasury  attorney:  Harlan  Weller  (202) 
622-1001 

CC:  TEGE 

Agency  Contact:  Linda  L.  Conway, 

Attorney-Advisor,  Department  of  the 

Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-6952 

Fax:  202  622-1036 

Email:  linda.l.conway@irscounsel. 

treas.gov 

RIN:  1545-BG46 


2484.  •  EMPLOYMENT  TAX 
ADJUSTMENTS 

Priority:  Info./Admin./Other.  Major 
status  Under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  6205;  26  USC 
6413 


CFR  Citation:  26  CFR  31.6205-1;  26 
CFR  31.6413(a)-l:  26  CFR 
31.6413-(a)-2 

Legal  Deadline:  None 

Abstract:  Temporary  amendment  of 
section  31.6205-1,  section  31.6413(a)-l, 
and  section  31.6413(a)-2  of  the 
Employment  Tax  Regulations  to 
provide  guidance  for  employers  and 
employees  relating  to  the  adjustment 
process  for  employment  taxes.  •  ' 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Leveis  Affected:  None 

Additional  Information:  REG-111583-07 

Drafting  attorney:  Ligeia  M.  Donis  (202) 
622-0047 

Reviewing  attorney:  Janine  Cook  (202) 
622-0047 

Treasury  attorney:  Kevin  Knopf  (202) 
622-2329 

CC:  TEGE 

Agency  Contact:  Ligeia  M.  Donis, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4006,  Washington,  DC  20224 
Phone:  202  622-0047 
Fax:  202  622-5697 
Email:  ligeia. m.donis@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BG50 
RIN:  1545-BG51 


Department  of  the  Treasury  (TREAS)  Long-Term  Actions 

Internal  Revenue  Service  (IRS) 


2485.  FSC  TRANSFER  PRICING 
RULES,  DISTRIBUTIONS,  DIVIDENDS 
RECEIVED,  DEDUCTION,  AND  OTHER 
SPECIAL  RULES  FOR  FSC 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  03/03/87  52  FR  6467 


Action  Date  FR  Cite 

NPRM  Comment  05/02/87 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Carol  Tan 
Phone:  202  435-5265 

RIN:  1545-AI16 


2486.  INCOME  OF  FOREIGN 
GOVERNMENTS  AND 
INTERNATIONAL  ORGANIZATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
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Timetable: 

Action  Date  ‘  FR  Cite 

NPRM  06/27/88  53  FR  241 00 

NPRM  Comment  08/26/88 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  David  A.  Juster 
Phone:  202  622-3850 

RIN:  1545-AL93 

2487.  CARIBBEAN  BASIN 
INVESTMENTS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  05/13/91  56  FR  21963 

Hearing  07/12/91  56  FR  21963 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Thomas  A.  Vidano 
Phone:  202  435-5265 

RIN:  1545-AM91 

2488.  CONSOLIDATED  ALTERNATIVE 
MINIMUM  TAX 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/30/92  57  FR  62251 

NPRM  Comment  03/01/93 

Period  End 

Hearing  04/06/93 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Martin  Scully 
Phone:  202  622-8066 

RIN:  1545-AN73 

2489.  CONFORMING  TAXABLE  YEARS 
OF  CFCS  AND  FPHCS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 


Timetable: 

Action  Date  FR  Cite 

NPRM  01/05/93  58FR290 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Carl  M.  Cooper 
Phone:  202  622-3840 

RIN:  1545-A022 

2490.  INFORMATION  REPORTING  AND 
RECORD  MAINTENANCE 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Gregory  A.  Spring 
Phone:  202  622-3870 
RIN:  1545-APlO 

2491.  USE  OF  GAAP  EARNINGS  AS 
E&P  OF  FOREIGN  CORPORATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/01/92  57  FR  29246 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Jeffirey  L.  Parry 
Phone:  202  622-3850 

RIN:  1545-AQ55 

2492.  INTEREST-FREE 
ADJUSTMENTS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  31 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/10/92  57  FR  58423 

NPRM  Comment  02/08/93 

Period  End 

Next  Action  Undetermined 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Karin  Loverud 
Phone:  202  622-6080 

RIN:  1545-AQ61 

2493.  DEFINITION  OF  CASH  VALUE 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/15/92  57  FR  59319 

NPRM  Comment  02/26/93 
Period  End 

Hearing  03/1 9/93 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  James  A.  Polfer 

Phone:  202  622-3970 

Fax:  202  622-6275 

Email:  james.a.polfer@irscounsel. 

treas.gov 

RIN:  1545-AQ70 

2494.  ALLOCATION  OF  ACCRUED 
BENEFITS  BETWEEN  EMPLOYER 
AND  EMPLOYEE  CONTRIBUTIONS 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  l 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/22/95  60  FR  66532 

NPRM  Comment  03/21/96 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Cathy  A.  Vohs 

Phone:  202  622-6090 

Email:  cathy.a.vohs@irscounsel. 

treas.gov 

RIN:  1545-AT82 

2495.  FOREIGN  CORPORATIONS 
REGULATIONS 

•  Priority:  Substantive,  Nonsignificant  * ' 

CFR  Citation:  26  CFR  1 
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Timetable: 

Action  Date  FR  Cite 

NPRM  03/08/96  61  FR  9377 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Gregory  A.  Spring 
Phone:  202  622-3870 

RIN:  1545-AT96 


2496.  APPLICATION  OF  GRANTOR 
TRUST  RULES  TO  NONEXEMPT 
EMPLOYEES’  TRUSTS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  09/27/96  61  FR  50778 

NPRM  Comment  12/26/96 

Period  End 

Hearing  01/15/97 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  M.  Grace  Fleeman 
Phone:  202  622-3880 

Linda  S.F.  Marshall 
Phone:  202  622-6090 

James  A.  Quinn 
Phone:  202  622-3070 

RIN:  1545-AU29 


2497.  ELECTRONIC  TRANSMISSION 
OF  WITHHOLDING  CERTIFICATES 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Timetable: 

Action  Date  FR  Cite 

^  NPRM  10/1 4/97  62  FR  53504 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Carl  M.  Cooper 
Phone:  202  622-3840 

RIN:  1545-AV27 


2498.  AUTHORIZED  PLACEMENT 
AGENCY 

Priority:  Substantive.  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  11/30/00  65  FR  71277 

Second  NPRM  07/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Victoria  J.  Driscoll 
Phone:  202  622-4920 
Fax:  202  622-6853 

Related  RIN:  Related  to  1545-BE40 
RIN:  1545-AY18 


2499.  SPECIAL  RULES  FOR  S 
CORPORATIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  301;  26  CFR  601 

Timetable: 

Action  Date  FR  Cite 

NPRM  ^27/92  57  FR  15272 

NPRM  Comment  06/26/92 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  David  A.  Juster 
Phone:  202  622-3850 
Related  RIN:  Split  from  1545-AP35, 
Related  to  1545-AS88 

RIN:  1545-AY44 


2500.  PAYMENTS  FOR  INTEREST  IN 
PARTNERSHIP 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Stacy  L.  Short 
Phone:  202  622-3070 

RIN:  1545-AY90 


2501.  AMENDMENT  TO  THE 
DEFINITION  OF  REFUNDING 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1.150-1 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/10/02  67  FR  17309 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Vassiliki  Tsilas 
Phone:  202  622-3980 
Email:  vasiliki.tsilas@irscounsel. 
treas.gov 

RIN:  1545-BA46 


2502.  TIMELY  MAILING  TREATMENT 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  301 
Timetable: 

Action  Date  FR  Cite 

NPRM  09/21/04  69  FR  56377 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Jason  A.  Bremer 
Phone:  202  622-7951 
Email:  jason.a.bremer@irscounsel. 
treas.gov 

RIN:  1545-BA99 


2503.  TOLL  TELEPHONE  SERVICE- 
DEFINITION 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  49 
Timetable: 

Action  Date  FR  Cite 

NPRM  04/01/03  68  FR  15690 

Hearing  09/10/03  68  FR  35828 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Taylor  Cortright 
Phone:  202  622-7055 

■RIN:  1545-BB18 
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2504.  MIXED  USE  OUTPUT  FACILITIES 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  l 
Timetable: 

Action  Date  FR  Cite 

ANPRM  09/23/02  67  FR  59767 

NPRM  09/26/06  71  FR  56072 

Public  Hearing  set  for  09/26/06  71  FR  56072 

01/11/2007 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  AffecU  i:  No 

Government  Leveiw  ^tfc.;‘ted:  Local, 
State 

Agency  Contact:  Johanna  Som  de  Cerff 
Phone:  202  622-3980 

Reiated  RIN:  Merged  with  1545-BC07 
RIN: 1545-BB23 


2505.  GENERAL  ALLOCATION  AND 
ACCOUNTING  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  09/26/06  71  FR  56072 

Public  Hearing  set  for  09/26/06  71  FR  56072 
01/11/2007 

Next  Action  Undetermined 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Leveis  Affected:  Local, 
State 

Agency  Contact:  Johanna  Som  de  Cerff 
Phone:  202  622-3980 

Related  RIN:  Merged  with  1545-BB23 
RIN:  1545-BC07 


2506.  NOTARIZATION  REQUIREMENT 
FOR  STATEMENTS  OF  PURCHASE 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/10/03  68  ^R  41087 

NPRM  Comment  10/08/03 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Agency  Contact:  John  T.  Ricotta 
Phone:  202  622-6060 

RIN:  1545-BCll 


2507.  CONTINGENT  AT  CLOSING 
ESCROWS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1;  26  CFR  602 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Steven  J.  Gee 
Phone:  202  622-4970 
Email:  steven.j.gee@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-AR82 
RIN:  1545-BC16 


2508.  SUBSTITUTE  FOR  RETURN 
(SFR)  AND  AUTOMATED  SUBSTITUTE 
FOR  RETURN  (ASFR) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  301 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/18/05  70  FR  41 165 

NPRM  Comment  1 0/1 7/05 
Period  End 

Hearing  03/08/06 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Laura  Rebecca  Urich 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  laura.r.urich@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BC46 
RIN:  1545-BC45 


2509.  TRANSACTIONS  INVOLVING 
THE  TRANSFER  OF  NO  NET  EQUITY 
VALUE 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  03/10/05  70  FR  11 903 


Action  Date  FR  Cite 

NPRM  Comment  06/08/05 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Jean  R.  Brenner 
Phone:  202  622-7790 

RIN:  1545-BC88 


2510.  REVISION  OF  SECTION 
301.6103(J)-1  for  disclosure  TO 
THE  BUREAU  OF  ECONOMIC 
ANALYSIS,  DEPARTMENT  OF 
COMMERCE 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/06/06  71  FR  38323 

NPRM  Comment  10/04/06 
Period  End 

Final  Action  07/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Joel  D.  McMahan 
Phone:  202  622-4580 

RIN:  1545-BC93 


2511.  RETURN  FOR  SUBCHAPTER  T 
COOPERATIVES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  26  CFR  1 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/29/05  70  FR  43811 

NPRM  Comment  10/27/05 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Matthew  P.  Howard 
Phone:  202  622-4910 

RIN;  1545-BD92 
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2512.  EMPLOYER’S  ANNUAL 
FEDERAL  EMPLOYMENT  TAX 
RETURN— FORM  944 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  26  CFR  31 
Timetable: 

Action  Date  FR  Cite 

NR3M  01/03/06  71  FR  46 

NPRM  Comment  04/03/06 

Period  End 

Next  Action  Undetennined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Agency  Contact:  Raymond  Bailey 
Phone:  202  622^910 

Related  RIN:  Related  to  1545-BEOO 
RIN:  1545-BD93 


2513.  RETURN  FOR  SUBCHAPTER  T 
COOPERATIVES  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Matthew  P.  Howard 
Phone:  202  622^910 

Related  RIN:  Related  to  1545-BD92 
RIN:  1545-BD98 


2514.  APPLICATION  OF  SECTION 
6404(G)  SUSPENSION  PROVISIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  301 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Stuart  Spielman 

Phone:  202  622-3574 

Fax:  202  622-7862 

Email:  stuart.spielman@irscounsel. 

treas.gov 

RIN: 1545-BE07 


2515.  INFORMATION  RETURNS  BY 
DONEES  RELATING  TO  QUALIFIED 
INTELLECTUAL  PROPERTY 
CONTRIBUTIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1;  26  CFR  602 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/23/05  70  FR  29460 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Matthew  P.  Howard 
Phone:  202  622^910 

RIN: 1545-BEll 


2516.  DEFINITION  OF  DEPENDENT 
AND  OTHER  RELATED  PROVISIONS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  Not  Yet  Determined 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Victoria  J.  Driscoll 
Phone:  202  622-4920 
Fax:  202  622-6853 

RIN: 1545-BE40 


2517.  SIMPLIFICATION  OF 
EXTENSION  PROCESS  UNDER 
SECTION  6081 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

CFR  Citation:  26  CFR  1;  26  CFR  53; 

26  CFR  55;  26  CFR  156;  26  CFR  301 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/07/05  70  FR  67397 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Agency  Contact:  Charles  A.  Hall 
Phone:  202  622-4940 


Email:  charles.a.hall@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE63 
RIN: 1545-BE62 


2518.  FOREIGN  CURRENCY 
CONTRACT  DEFINED 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  l 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lauren  J.  Medovoy 

Phone:  202  622-3920 

Fax:  202  622-7970 

Email:  lauren.j.medovoy@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE83 
RIN: 1545-BE82 


2519.  FOREIGN  CURRENCY 
CONTRACT  DEFINED  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lauren  J.  Medovoy 

Phone:  202  622-3920 

Fax:  202  622-7970 

Email:  lauren.j.medovoy@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE82 
RIN: 1545-BE83 

2520.  PROCEDURES  FOR 
ADMINISTRATIVE  REVIEW  OF  A 
DETERMINATION  THAT  AN 
AUTHORIZED  RECIPIENT  HAS  FAILED 
TO  SAFEGUARD  FEDERAL  TAX 
RETURNS  OR  RETURN  INFORMATION 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  301 
Timetable: 

Action  Date  FR  Cite 

NPRM  02/2^06  71  FR  9487 

NPRM  Comment  05/2&'06 
.Period  End 

Final  Action  02/00/09 
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Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Charles  B. 

Christopher 

Phone:  202  622-4580 

Related  RIN:  Previously  reported  as 
1545-BF22 

RIN:  1545-BF21 


2521.  REVISION  OF  REGULATIONS  TO 
COMPLY  WITH  COMMISSIONER’S 
E-FILE  PROGRAM 

Priority:  Info./Admin./Other 

CFR  Citation:  26  CFR  301 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/22/06  71  FR  76955 

NPRM  Comment  03/22/07 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Grid  R.  Glyer 
Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BF26 
RIN: 1545-BF25 


2522.  DEBT  SATISFIED  BY  A 
PARTNERSHIP  INTEREST 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  Megan  A.  Stoner 
Phone:  202  622-3070 
Email:  megan.a.stoner@irscounsel. 
treas.gov 

RIN: 1545-BF27 


2523.  TREATMENT  OF  PAYMENTS  IN 
LIEU  OF  TAXES 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1.141-4(e)(5) 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/19/06  71  FR  61693 

NPRM  Comment  01/16/07 

Period  End 

Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Vassiliki  Tsilas 
Phone:  202  622-3980 
Email:  vasiliki.tsilas@irscounsel. 
treas.gov 

Carla  A.  Young 

Phone:  202  622-3980 

Fax:  202  622-4437 

Email:  carla.a.young@irscounsel. 

treas.gov 

RIN: 1545-BF87 


2524.  •  SECTION  382  OWNERSHIP 
CHANGE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  382(m];  26 
use  7805 

CFR  Citation:  26  CFR  1.382-2T 

Legai  Deadiine:  None 

Abstract:  This  regulation  provides 
rules  for  determining  when  an 
ownership  change  has  occurred  under 
section  382  of  the  Internal  Revenue 
Code. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  information:  REG-209159-86 

Drafting  attorney:  Keith  E.  Stanley  (202) 
622-7750 

Reviewing  attorney:  Mark  S.  Jennings 
(202)  622-7750 

CC:  COR 

Agency  Contact:  Keith  E.  Stanley, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Stop 
5420,  Washington,  DC  20224 
Phone:  202  622-7750 
Fax:  202  622-7555 


Email:  keith.e.stanley@irscounsel. 
treas.gov 

RIN:  1545-BF99 


2525.  •  TAXES  ON  PROHIBITED  TAX 
SHELTER  TRANSACTIONS  AND 
RELATED  DISCLOSURE 
REQUIREMENTS  (SECTION  610 
REVIEW) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  53.4965;  26  CFR 
1.6033-4 

Legal  Deadline:  None 

Abstract:  Proposed  regulations  that 
would  provide  guidance  under  section 
4965  of  the  Internal  Revenue  Code 
relating  to  excise  taxes  on  prohibited 
tax  shelter  transactions  to  which  tax- 
exempt  entities  are  parties  and 
guidance  under  sections  6033(a)(2)  and 
6011(g)  of  the  Internal  Revenue  Code 
relating  to  disclosure  obligations  with 
respect  to  such  transactions. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Anaiysis 
Required:  Undetermined 

Smail  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Leveis  Affected: 

Undetermined 

Federaiism:  Undetermined 
Additionai  Information:  REG-142039-06 

Drafting  attorney:  Galina  V.  Kolomietz 
(202)  622-6070 

Reviewing  attorney:  Michael 
Blumenfeld  (202)  622-1124 

CC:  TEGE 

Agency  Contact:  Galina  V.  Kolomietz, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4408,  Washington,  DC  20024 
Phone:  202  622-6070 
Fax:  202  622-1036 

Related  RIN:  Related  to  1545-BG19 
RIN:  1545-BG18 


2526.  •  DISCLOSURE  REQUIREMENTS 
WITH  RESPECT  TO  PROHIBITED  TAX 
SHELTER  TRANSACTIONS  (SECTION 
610  REVIEW) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
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CFR  Citation:  26  CFR  1.6033-4 

Legal  Deadline:  None 

Abstract:  Temporary  regulations  that 
would  provide  guidance  under  sections 
6033(a)(2)  and  6011(g)  of  the  Internal 
Revenue  Code  relating  to  disclosure 
obligations  with  respect  to  prohibited 
tax  shelter  transactions  to  which  tax- 
exempt  entities  are  parties. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  REG-142039-06 

Drafting  attorney:  Galina  V.  Kolomietz 
(202)  622-6070 

Reviewing  attorney:  Michael 
Blumenfeld  (202)  622-1124 

CC:  TEGE 

Agency  Contact:  Galina  V.  Kolomietz, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4408,  Washington,  DC  20024 
Phone:  202  622-6070 
Fax:  202  622-1036 

Related  RIN:  Related  to  1545-BG18 
RIN:  1545-BG19 


2527.  •  REGULATIONS  TO 
PRESCRIBE  FORMS  FOR  PAYMENT 
OF  SECTION  4965  TAXES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  53.6011-1;  26 
CFR  53.6071-1;  26  CFR  54.6011-1 

Legal  Deadline:  None 

Abstract:  These  regulations  provide 
that  certain  tax-exempt  entities  (“non¬ 
plan  entities”)  that  are  liable  for 
Internal  Revenue  Code  section  4965 
excise  taxes  and  entity  managers  of 
sucji  entities  who  are  liable  for  section 
4965  excise  taxes  are  required  to  file 
Form  4720.  The  regulations  also 
provide  that  entity  managers  of  certain 
tax-exempt  entities  (“plan  entities”) 
who  are  liable  for  section  4965  excise 
taxes  are  required  to  file  Form  5330. 
The  regulations  also  specify  the  filing 
dates  for  these  returns. 


Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-139268-06 

Drafting  attorney:  Galina  V.  Kolomietz 
(202)  622-6070 

Reviewing  attorney:  Michael 
Blumenfeld  (202)  622-1124 

CC:  TEGE 

Agency  Contact:  Galina  V.  Kolomietz, 
General  Attorney,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
4408,  Washington,  DC  20024 
Phone:  202  622-6070 
Fax:  202  622-1036 
RIN:  1545-BG20 


2528.  •  CHANGE  TO  OFFICE  TO 
WHICH  NOTICES  OF  NONJUDICIAL 
SALE  AND  REQUEST  FOR  RETURN 
OF  WRONGFULLY  LEVIED  PROPERTY 
MUST  BE  SENT. 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  6343;  26  USC 

7425;  26  USC  7805 

CFR  Citation:  26  CFR  301.6343-2;  26 

CFR  301.7425-3 

Legal  Deadline:  None 

Abstract:  This  temporary'  regulation 
amends  regulations  currently  published 
under  I.R.C.  sections  6343  and  7425, 
relating  to  requests  for  return  of 
wrongfully  levied  property  and  notices 
of  non-judicial  sale,  to  eliminate 
references  to  obsolete  IRS  officials  and 
offices. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-148951-05 

Drafting  attorney:  Robin  M.  Ferguson 
(202)  622-3610  ' 

Reviewing  attorneys:  Mitchel  Hyman 
(202)  622-3610 

Pamela  Fuller  (202)  622-3600 
Dominic  Paris  (202)  622-3400 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  CBS 

Agency  Contact:  Robin  M.  Ferguson, 
Attorney-Advisor,  Department  of  the 


Treasury,  Internal  Revenue  Service, 

1111  Constitution  Avenue  NW, 

Washington,  DC  20224 

Phone:  202  622-3610 

Fax:  202  622-7561 

Email:  robin.m.ferguson@irscounsel. 

treas.gov 

RIN:  1545-BG24 


2529.  •  TYPE  III  SUPPORTING 
ORGANIZATION  PAYOUT 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  109-208, 120  Stat.; 
780  (2006)  sec  1241(d):  26  USC 
509(a)(3);  26  USC  4943(f)(5);  26  USC 
7805; 

CFR  Citation:  26  CFR  509(a)-4 

Legal  Deadline:  None 

Abstract:  This  regulation  will  define 
the  term  “Functionally  Integrated  Type 
III  Supporting  Organization”  and 
provide  the  payout  requirement  for 
Type  III  supporting  organizations  that 
are  not  functionally  integrated. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 

Required:  Undetermined 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected: 

Undetermined 

Additional  Infdrmation:  REG-155929-06 

Drafting  attorney:  Philip  T.  Hackney 
(202)  622-7585 

Reviewing  attorney:  Michael 
Blumenfeld  (202)  622-7103 
Treasury  attorneys:  Susan  Brown  (202) 
622-0999 

Eric  San  Juan  (202)  622-0224 
CC:  TEGE 

Agency  Contact:  Philip  T.  Hackney, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7585 

Fax: 202  622-1036 

Email:  philip.t.hackney@irscounsel. 

treas.gov 

RIN:  1545-BG31 


2530.  •  PARTIAL  PAYMENTS  ON 
OFFERS  IN  COMPROMISE 
Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Urtfunded  Mandates:  Undetermined 
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Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  7122  (Revision) 
Legal  Deadline:  None 

Abstract:  Proposed  regulations  would 
amend  existing  regulations  regarding 
the  submission  of  offers  in  compromise 
to  reflect  changes  to  the  law  made  by 
section  509  of  the  Tax  Increase 
Prevention  and  Reconciliation  Act  of 
2005.  The  regulations  would  require 
persons  proposing  to  settle  their  tax 
liabilities  for  payments  of  less  than  the 
total  amount  determined  and  assessed 
to  make  partial  payments  when 
submitting  their  offer  to  compromise 
and  while  the  offer  was  under 
consideration.  The  regulations  would 
waive  the  partial  payment  requirement 
under  specific  conditions. 

The  proposed  regulations  would  also 
clarify  when  an  offer  in  compromise  is 
deemed  accepted  if  the  IRS  has  not 
taken  action  with  respect  to  the  offer 
within  two  years  of  the  offer  being 
submitted. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  REC-142004-06 

Drafting  attorney:  William  F.  Conroy 
(202)  622-3620 

Reviewing  attorney:  Lawrence 
Schattner  (202)  622-3620 

Treasury  attorney:  Anita  Soucy  (202) 
622-1766 

CC:  PA:  CBS 

Agency  Contact:  William  F.  Conroy, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue,  NW,  Room  5555, 

Washington,  DC  20224 

Phone:  202  622-3620 

Fax: 202  622-8882 

Email:  william. f.conroy@irscounsel. 

treas.gov 

RIN:  1545-BG32 


2531.  •  TIME  AND  MANNER  FOR 
ELECTING  CAPITAL  GAIN 
TREATMENT  FOR  CERTAIN 
SELF-CREATED  MUSICAL  WORKS. 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.1221-3 


Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
will  provide  the  time  and  manner  for 
making  the  election  specified  in  section 
1221(b)(3). 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-153589-06 

Drafting  attorney:  Jamie  J.  Kim  (202) 
622-4950 

Reviewing  attorneys:  Christopher  F. 
Kane  (202)  622-3415 

Andrew  J.  Keyso,  Jr.  (202)  622-7924 

Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:  ITA 

Agency  Contact:  Jamie  J.  Kim,  General 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW.,  Room  4509, 
Washington,  DC  20224 
Phone:  202  622-4950 
Fax:  202  622-4579 

Email:  jamie.j.kimt@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BG35 
RIN:  1545-BG34 


2532.  •  TIME  AND  MANNER  FOR 
ELECTING  CAPITAL  GAIN 
TREATMENT  FOR  CERTAIN 
SELF-CREATED  MUSICAL  WORKS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.1221-3T 
Legal  Deadline:  None 

Abstract:  The  temporary  regulations 
will  provide  the  time  and  manner  for 
making  the  election  specified  in  section 
1221(b)(3). 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-153589-06 

Drafting  attorney:  Jamie  J.  Kim  (202) 
622-4950 

Reviewing  attorneys:  Christopher  F. 
Kane  (202)  622-3415 

Andrew  J.  Keyso,  Jr.  (202)  622-7924 


Treasury  attorney:  Eric  San  Juan  (202) 
622-0224 

CC:  ITA 

Agency  Contact:  Jamie  J.  Kim,  General 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW..  Room  4509, 
Washington,  DC  20224 
Phone:  202  622-4950 
Fax:  202  622^579 

Email:  jamie.j.kimt@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BG34 
RIN:  1545-BG35 


2533.  •  NOTIFICATION  REQUIREMENT 
FOR  ENTITIES  NOT  CURRENTLY 
REQUIRED  TaFILE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  109-208, 120  Stat. 
1090  (2006)  sec.  1223;  26  USC 
6033(i)(l):  26  USC  7805 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  proposed  regulations 
will  describe  the  time  and  manner  in 
which  certain  tax  exempt  organizations 
not  currently  required  to  file  are  to 
provide  an  annual  electronic  notice 
including  information  set  forth  in  the 
statute. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected;  Organizations 
Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-104942-07 

Drafting  attorney:  Monice  L. 

Rosenbaum  (202)  622-6070 

Reviewing  attorney:  James  Brokaw 
(202)  622-6070 

Treasury  attorneys:  Susan  Brown  (202) 
622-0999 

Eric  San  Juan  (202)  622-0224 
CC:  TEGE 

Agency  Contact;  Monice  L. 
Rosenbaum,  Attorney,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6070 
Fax:  202  622-1036 

Email:  monice.l.rosenbaum@irscnunsel. 
treas.gov 

Related  RIN:  Related  to  1545-BG38 
RIN:  1545-BG37 
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2534.  •  NOTIFICATION  REQUIREMENT 
FOR  ENTITIES  NOT  CURRENTLY 
REQUIRED  TO  FILE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  109-208, 120  Stat. 
1090(2006)  sec.  1223;  26  USC 
6033(i){l);  26  USC  7805 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  temporary  regulations 
will  describe  the  time  and  manner  in 
which  certain  tax  exempt  organizations 
not  currently  required  to  file  are  to 
provide  an  annual  electronic  notice 
including  information  set  forth  in  the 
statute. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Organizations 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  REG-104942-07 

Drafting  attorney:  Monice  L. 

Rosenbaum  (202)  622-6070 

Reviewing  attorney:  James  Brokaw 
(202)  622-6070 


Treasury  attorneys:  Susan  Brown  (202) 
622-0999 

Eric  Scm  Juan  (202)  622-0224 
CC:  TEGE 

Agency  Contact:  Monice  L. 
Rosenbavun,  Attorney,  Department  of 
the  Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-6070 
Fax:  202  622-1036 

Email:  monice.l.rosenbaum@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BG37 
RIN:  1545-BG38 


2535.  •  GUIDANCE  ON  ARBITRAGE 
Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  26  USC  148;  26  USC 
7805 

CFR  Citation:  26  CFR  1.148-0;  26  CFR 

1.148- 1;  26  CFR  1.148-3;  26  CFR 

1.148- 4;  26  CFR  1.148-5;  26  CFR 

1.148- 8;  26  CFR  1.148-11 
Legal  Deadline:  None 
Abstract:  The  notice  of  proposed 
rulemaking  provides  that  the 


Department  of  Treasury  and  the 
Internal  Revenue  Service  propose  to 
provide  guidance  on  arbitrage  under 
Section  148  of  the  Internal  Revenue 
Code. 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  REG-106143-07 

Drafting  attorney:  Carla  A.  Young  (202) 
622-3980 

Reviewing  attorney:  Rebecca  Harrigal 
(202)  622-3449 

Treasury  attorney:  John  Cross  (202) 
622-1322 

CC:  TEGE 

Agency  Contact:  Carla  A.  Young, 

Attorney,  Department  of  the  Treasury, 

Internal  Revenue  Service,  1111 

Constitution  Avenue,  NW.,  Room  4013, 

Washington,  DC  20224 

Phone:  202  622-3980 

Fax:  202  622-4437 

Email:  carla.a.young@irscounsel. 

treas.gov 

RIN:  1545-BG41 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Internal  Revenue  Service  (IRS) 


2536.  TRANSPORTATION  OF 
PERSONS  AND  PROPERTY  BY  AIR 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  49 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  12/05/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Taylor  Cortright 
Phone:  202  622-7055 

RIN;  1545-AW19 


2537.  SOURCE  OF  INCOME  FROM 
CERTAIN  SPACE  AND  OCEAN 
ACTIVITIES  AND  FOR 
COMMUNICATIONS  INCOME 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  l 


Completed:  Regulatory  Flexibility  Analysis 

Reason  Date  FR  Cite  Required:  No 


Final  Action  compieted  12/27/06  71  FR  77594 
byTD  9305 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  H.  Michael  Huynh 
Phone:  202  435-5265 

RIN:  1545-AW50 


Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Grant  D.  Anderson 

Phone:  202  622-4930 

Fax:  202  622-0735 

Email:  grant. d.anderson@irscounsel. 

treas.gov 

RIN:  1545-AX21 


2538.  DEFINITION  OF  ACCOUNTING 
METHOD 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Compieted: 

Reason  Date  FR  Cite 

Withdrawn-No  Further  04/1 3/07 
Action  Anticipated 


2539.  HIGHLY  COMPENSATED 
EMPLOYEE 

Timetable: 

Action  Date  FR  Cite 

Duplicate  of  RIN  1545-  04/16/07 
AQ74 

RIN:  i545-AX48 
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2540.  HIPAA  GENERAL 
NONDISCRIMINATION 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  54 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 2/1 3/06  71  FR  7501 4 

Completed  by  TD 
9298 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Russell  Weinheimer 
Phone:  202  622-6080 

RIN:  1545-AY32 


2541.  HIPAA  NONDISCRIMINATION 
EXCEPTION  FOR  CHURCH  PLANS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 2/1 3/06  71  FR  75055 

Completed  by  TD 
9299 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Russell  Weinheimer 
Phone:  202  622-6080 

RIN:  1545-AY33 


2542.  HIPAA  NONDISCRIMINATION 
EXCEPTION  FOR  BONA  FIDE 
WELLNESS  PROGRAMS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Action  12/13/06  71  FR  75014 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Russell  Weinheimer 
Phone:  202  622-6080 

RIN:  1545-AY34 


2543.  COMMUNICATIONS  EXCISE 
TAX;  TAXABLE  COMMUNICATION 
SERVICES 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  49 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  06/14/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Taylor  Cortright 
Phone:  202  622-7055 

RIN:  1545-BB04 


2544.  ALLOCATION  OF  FOREIGN  TAX 
CREDITS  AMONG  PARTNERS 

Priority:  Sub.stantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 0/1 9/06  71  FR  61 648 

Completed  by  TD 
9292 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Timothy  J.  Leska 
Phone:  202  622-3050 

Related  RIN:  Related  to  1545-BD70 
RIN: 1545-BBll 


2545.  MISCELLANEOUS  CHANGES  TO 
COLLECTION  DUE  PROCESS 
PROCEDURES  RELATING  TO  NOTICE 
AND  OPPORTUNITY  FOR  HEARING 
UPON  FILING  OF  NOTICE  OF  LIEN 

Priority:  Other  Significant 
CFR  Citation:  26  CFR  301 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 0/1 7/06  71  FR  60835 

Completed  by  TD 
9290 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Laurence  K.  Williams 


Phone:  202  622-3600 

Related  RIN:  Related  to  1545-BB97 

RIN:  1545-BB96 


2546.  MISCELLANEOUS  CHANGES  TO 
COLLECTION  DUE  PROCESS 
PROCEDURES  RELATING  TO 
HEARINGS  BEFORE  LEVY 

Priority:  Other  Significant 
CFR  Citation:  26  CFR  301 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 0/1 7/06  71  FR  60827 

Completed  by  TD 
9291 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Laurence  K.  Williams 
Phone:  202  622-3600 
Related  RIN:  Related  to  1545-BB96 
RIN: 1545-BB97 


2547.  GUIDANCE  NECESSARY  TO 
FACILITATE  BUSINESS  ELECTRONIC 
FILING 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  l;  26  CFR  602 

Completed: 

Reason  Date  FR  Cite 

Final  Action  1^08/06  71  FR  71040 

Completed  by  TD 
9300 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Agency  Contact:  Nathan  B.  Rosen 
Phone:  202  622-4910 
RIN:  1545-BC15 


2548.  CHANGES  IN  COMPUTING 
DEPRECIATION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Final  Action  12/28/06  71  FR  78066 

Completed  by  TD 
9307 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Douglas  Kim 
Phone:  202  622-3110 

Related  RIN:  Related  to  1545-BC17 
RIN:  1545-BC18 


2549.  PROHIBITED  ALLOCATION  OF 
SECURITIES  IN  AN  S  CORPORATION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Action  12/20/06  71  FR  76134 

Completed  by  TD 
9302 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  John  T.  Ricotta 
Phone:  202  622-6060 

Related  RIN:  Related  to  1545-BC33 
RIN:  1545-BC34 


2550.  DUAL  CONSOLIDATED  LOSS 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Final  Action  03/19/07  72  FR  12902 

Completed  by  TD 
9315 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Jeffrey  P  Cowan 
Phone:  202  622-3860 

RIN:  •1545-BDlO 


2551.  UNDERPAYMENT  FOR 
QUALIRED  AMENDED  RETURNS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Finai  Action  01/09/07  72  FR  902 

Completed  by  TD 
9309 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Agency  Contact:  Laura  Rebecca  Urich 

Phone:  202  622-4940 

Fax:  202  622-1585 

Email:  laura.r.urich@irscounsel. 

treas.gov 

RIN:  1545-BD40 


2552.  TRANSFERS  OF  RESTRICTED 
STOCK  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Withdrawn-No  Further  04/16/07 
Action  Anticipated 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Stephen  B.  Tackney 

Phone:  202  622-6030 

Fax:  202  622-7865 

Email:  stephen.b.tackney@irscoun.sel. 

treas.gov 

Related  RIN:  Related  to  1545-BD44 
RIN:  1545-BD45 


2553.  UPDATE  OF  415  REGULATIONS 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Action  04/05/07  72  FR  16877 

Completed  by  TD 
9319 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Vernon  S.  Carter 
Phone:  202  622-6060 

Christopher  A.  Crouch 
Phone:  202  622-6090 
Fax:  202  927-1851 

Email:  christopher.a.crouch@irscounsel. 
treas.gov 

RIN:  1545-BD52 


2554.  USE  OF  ELECTRONIC 
TECHNOLOGIES  FOR  PROVIDING 
NOTICES  AND  TRANSMITTING 
ELECTIONS  AND  CONSENTS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1;  26  CFR  35; 

26  CFR  54 

Completed: 

Reason  Date  FR  Cite 

Final  Action  10/20/06  71  FR  61877 

Completed  by  TD 
9294 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Pamela  R.  Kinard 
Phone:  202  622-8358 
.Email:  pamela.r.kinard@irscounsel. 
treas.gov 

RIN:  1545-BD68 


2555.  REVISION  OF  SECTION 
301.6103(JH  FOR  DISCLOSURE  TO 
THE  BUREAU  OF  ECONOMIC 
ANALYSIS,  DEPARTMENT  OF 
COMMERCE  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  301 
Completed: 

Reason  Date  FR  Cite 

Withdrawn-No  Further  04/1 3/07 
Action  Anticipated 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Joel  D.  McMahan 
Phone:  202  622-4580 

Related  RIN:  Related  to  1545-BC93, 
Related  to  1545-BEOl,  Related  to 
1545-BE08 
RIN: 1545-BE02 


2556.  REGULATIONS  UNDER 
SECTION  263A  REGARDING  USE  OF 
SIMPLIRED  SERVICE  COST  METHOD 
AND  SIMPLIFIED  PRODUCTION 
METHOD 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Action  03/29/07  72  FR  14675 

Completed  by  TD 
9318 
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Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  J.  Gee 
Phone:  202  622-4970 
Email:  steven.j.gee@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BE61 
RIN: 1545-BE57 


2557.  DEFERRED  COMPENSATION 
(PROPOSED) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 

Final  Action  04/17/07  72  FR  19234 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Stephen  B.  Tackney 

Phone:  202  622-6030 

Fax:  202  622-7865 

Email:  stephen.b.tackney@irscounsel. 

treas.gov 

RIN: 1545-BE79 


2558.  REMIC  RESIDUALS— FOREIGN 
HOLDERS  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  08/01/06  71  FR  43363 

Completed  by  TD 
9272 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Arturo  Estrada 
Phone:  202  622-3900 

RIN: 1545-BE81 


2559.  REVISION  OF  REGULATION  TO 
COMPLY  WITH  THE 
COMMISSIONER’S  E-FILE  PROGRAM 
(TEMPORARY) 

Priority:  Info./Admin. /Other 
CFR  Citation:  26  CFR  301 


Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  12/22/06  71  FR  76904 

Completed  by  TD 
9304 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Grid  R.  Glyer 
Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 

Related  RIN:  Previously  reported  as 
1545-BF25 

RIN: 1545-BF26 


2560.  CHARITABLE  CONTRIBUTIONS 
OF  QUALIFIED  VEHICLES 
(TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  04/1 3/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  None 

Agency  Contact:  Patricia  Zweibel 
Phone:  202  622-5020 

Related  RIN:  Related  to  1545-BFlO 
RIN:  1545-BF29 


2561.  DEPRECIATION  OF  MACRS 
PROPERTY  THAT  IS  ACQUIRED  IN  A 
LIKE-KIND  EXCHANGE  OR  AS  A 
RESULT  OF  AN  INVOLUNTARY 
CONVERSION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Finai  Action  0^01/07  72  FR  9245 

Compieted  by  TD 
9314 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Patrick  S.  Kirwan 
Phone:  202  622-3110 


Email:  patrick.s.kirwan@irscounsel. 
treas.gov 

Related  RIN:  Related  to  1545-BC27, 
Related  to  1545-AX95 

RIN: 1545-BF37 


2562.  COMPUTER  SOFTWARE  UNDER 
SECTION  199(C)(5)(B) 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  Completed  03/20/07  72  FR  12969 
byTD  9317 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lauren  R.  Taylor 

Phone:  202  622-3040 

Fax:  202  622-4753 

Email:  lauren.r.taylor@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BE33 
RIN:  1545-BF56 


2563.  REVISIONS  TO  REGULATIONS 
RELATING  TO  REPEAL  OF  TAX  ON 
INTEREST  OF  NONRESIDENT,  ALIEN 
INDIVIDUALS  AND  FOREIGN 
CORPORATIONS  RECEIVED  FROM 
CERTAIN  PORTFOLIO  DEBT 
INSTRUMENTS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  l 
Completed: 

Reason  Date  FR  Cite 

Final  Action  04/12/07  72  FR  18386 

Completed  by  TD 
9323 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Kathryn  T.  Holman 
Phone:  202  622-3840 

RIN: 1545-BF64 


2564.  UNITED  STATES  DOLLAR 
APPROXIMATE  SEPARATE 
TRANSACTIONS  METHOD 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1;  26  CFR  985-3 
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Completed; 

Reason  Date  FR  Cite 

Final  Action  03/30/07  72  FR  15043 

Completed  by  TD 
9320 

Regulatory  Flexibility  Analysis 
Required;  No 

Government  Levels  Affected:  None 

Agency  Contact:  Sheila  Ramaswamy 
Phone:  202  622-3870 

RIN: 1545-BF67 


2565.  USER  FEES  FOR  PROCESSING 
INSTALLMENT  AGREEMENTS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  300.1;  26  CFR 
300.2 

Completed: 

Reason  Date  FR  Cite 

Final  Action  12/28/06  71  FR  78074 

Completed  by  TD 
9306 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  William  Beard 

Phone:  202  622-4173 

Fax:  202  622-8882 

Email:  gene.w.beard@irscounsel. 

treas.gov 

RIN: 1545-BF69 


2566.  REPORTING  RULES  FOR 
WIDELY  HELD  FIXED  INVESTMENT 
TRUSTS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1 
Completed; 

Reason  Date  FR  Cite 

Final  Action  »  12/29/06  71  FR  78351 

Completed  by  TD 
9308 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Faith  Colson 
Phone;  202  622-3060 

Related  RIN:  Related  to  1545-BF86 

RIN: 1545-BF75 


2567.  REPORTING  RULES  FOR 
WIDELY  HELD  FIXED  INVESTMENT 
TRUSTS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1.671-5 
Completed: 

Reason  Date  FR  Cite 


Interim  Final  Rule  1 0/02/06 

Comment  Period 
End 

Final  Action  12/29/06  71  FR  78351 

Completed  by  TD 
9308 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact;  Faith  Colson 
Phone:  202  622-3060 

Related  RIN:  Related  to  1545-BF75 
RIN:  1545-BF86 


2568.  TAX  INCREASE  PREVENTION 
AND  RECONCILIATION  ACT  OF  2005 
AMENDMENTS  TO  SECTION  199 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  26  CFR  1.199-3T:  26 
CFR  1.199-5T:  26  CFR  1.1997T;  26  CFR 
1.199CT 

Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  10/19/06  71  FR  61662 

Completed  by  TD 
9293 

Interim  Final  Rule  1 0/1 9/06 

Effective 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Leveis  Affected:  None 

Agency  Contact:  Lauren  R.  Taylor 

Phone:  202  622-3040 

Fax:  202  622-4753 

Email:  lauren.r.taylor@irscounsel. 

treas.gov 

Related  RiN:  Related  to  1545-BF79 
RIN:  1545-BF88 


2569.  RULES  UNDER  SECTION  302  OF 
THE  KATRINA  EMERGENCY  TAX 
RELIEF  ACT  OF  2005 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  26  CFR  1.9300-1 


Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  1 2/1 2/06  71  FR  74467 
Completed  by  TD 
9301 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Marnette  M.  Myers 

Phone:  202  622-4920 

Fax;  703  605-1753 

Email:  marnette.m.myers@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BF14 
RIN: 1545-BF89 


2570.  SECTION  181— DEDUCTION  FOR 
QUALIFIED  FILM  AND  TELEVISION 
PRODUCTION  COSTS 

Priority:  Substantive.  Nonsignificant 

CFR  Citation:  None 
Completed: 

Reason  Date  FR  Cite 

Temporary  02/09/07  72  FR  61 55 

Regulations 
Completed  by  TD 
9312 

Regulatory  Flexibility  Analysis 
Required;  No 

Government  Levels  Affected:  None 

Agency  Contact:  Bernard  P.  Harvey 
Phone:  202  622-3110 
Related  RIN;  Related  to  1545-BF94 
RIN: 1545-BF95 


2571.  •  AMERICAN  JOBS  CREATION 
ACT  (AJCA)  MODIFICATIONS  TO  6011, 
6111,  AND  6112 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  26  USC  6011;  26  USC 
6111;  26  use  7805 
CFR  Citation:  26  CFR  6011;  26  CFR 
6111;  26  CFR  7805 

Legal  Deadline:  None 

Abstract:  This  temporary  regulation 
provides  that  taxpayers  and  material 
advisors  may  request  a  private  letter 
ruling  on  a  reportable  transaction  under 
the  regular  provisions  for  request 
private  letter  ruling. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  1 1/02/06  71  FR  64458 
Completed  by  TD 
9295 
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Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-103038- 
05:  REG-103039-05  and  REG-103043-05 
Drafting  attorney:  Tara  Volungis  (202) 
622-3080 

Reviewing  attorney;  Christine  Ellison 
(202)  622-3070 

Treasury  attorney:  Anita  Soucy  (202) 
1766 

CC;  PSI 

Agency  Contact:  Tara  P.  Volungis, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3080 

Related  RIN:  Related  to  1545-BE24, 
Related  to  1545-BE26,  Related  to 
1545-BE28 

RIN: 1545-BF98 


2572.  •  RESIDENCE  INVOLVING  U.S. 
POSSESSIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  937(a);  26 
use  7805 

CFR  Citation:  26  CFR  1.937-1 
Legal  Deadline:  None 
Abstract:  Section  937(a)  of  the  Internal 
Revenue  Code  provides  rules  for 
determining  whether  an  individual  is 
a  “hona  fide  resident”  of  a  U.S. 
possession.  Generally,  Treasury 
regulations  section  1.937-1  provides 
that  an  individual  is  a  hona  fide 
resident  of  a  possession  if  the 
individual  meets  a  presence  test,  a  tax 
home  test  and  a  closer  connection  test. 
This  amendment  to  the  final 
regulations  under  section  937(a)  will 
incorporate  a  new  alternative  under  the 
presence  tax  for  determining  whether 
an  individual  is  a  bona  fide  resident 
of  a  U.S.  possession. 

Timetable: 

Action  Date  FR  Cite 

Finai  Action  11/14/06  71  FR  66232 

Compieted  by  TD 
9297 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-144024-06 

Drafting  Attorney:  John  David  Varley 
(202)  435-5262 


Reviewing  Attorney:  Douglas  Giblen 
(202)  435-5262 

CC;INTL 

Agency  Contact:  John  David  Varley, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  435-5262 

Related  RIN:  Related  to  1545-BF85, 
Related  to  1545-BC86,  Related  to 
1545-BE22 

RIN:  1545-BG02 


2573.  •  SECTION  1.367(A>-8 
REVISIONS  (TEMPORARY) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  1.367(a)-3T;  26 
CFR  1.367(a)-8T 

Legal  Deadline:  None 

Abstract:  This  project  is  for  regulations 
that  revise  Section  1.367(a)-8.  The 
regulations  will  provide  rules 
describing  how 'U.S.  taxpayers  enter 
into  gain  recognition  agreements  in 
connection  with  the  transfer  of  stock 
or  securities  to  foreign  corporations. 
The  regulations  will  also  clarify  the 
effect  that  Certain  transactions  have  on 
existing  gain  recognition  agreements. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  02/05/07  72  FR  5174 

Completed  by  TD 
9311 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Additional  Information:  REG- 14 71 44-06 

Drafting  Attorney:  Daniel  M.  McCall 
(202)  622-3860 

CC:INTL 

Agency  Contact:  Daniel  M.  McCall, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW, 
Washington,  DC  20224 
Phone:  202  622-3860 


2574.  •  CORPORATE 
REORGANIZATIONS:  GUIDANCE  ON 
THE  MEASUREMENT  OF  CONTINUITY 
OF  INTEREST 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 
CFR  Citation:  26  CFR  1.368-1 
Legal  Deadline:  None 

Abstract:  The  temporary  regulations 
will  provide  guidance  regarding  when 
continuity  of  interest  is  measured  in 
certain  transactions. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  03/20/07  72  FR  12974 

Completed  by  TD 
9316 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-146247-06 

Drafting  attorney:  Lisa  S.  Dobson  (202) 
622-5429 

Reviewing  attorney:  Virginia  Voorhees  * 
(202)  622-3003 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC;  COR 

Agency  Contact:  Lisa  S.  Dobson, 
Attorney-Advisor,  Department  of  the 
Treasury,  Internal  Revenue  Service, 
1111  Constitution  Avenue  NW,  Room 
5426,  Washington,  DC  20224 
Phone:  202  622-5429 
Email:  lisa.s.dobson@irscounsel. 
treas.gov 

RIN:  1545-BG14 


2575.  •  ANTI-AVOIDANCE  AND 
ANTI-REIMPORTATION  RULES 
APPLICABLE  FOLLOWING  A  LOSS 
ON  DISPOSITION  OF  STOCK  OF 
CONSOLIDATED  SUBSIDIARIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  1502;  26  USC 
7805 

CFR  Citation:  26  CFR  1.1502-35 
Legal  Deadline:  None 

Abstract:  This  document  will  provide 
temporary  regulations  which  add  a  new 
general  anti-avoidance  rule  and  revise 
the  anti-loss  reimportation  rules  in 
1.1502-35.  The  purpose  of  the  rules  is 
to  prevent  the  duplication  of  loss  and 


RIN:  1545-BGlO 
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prevent  a  consolidated  group  of 
corporations  from  obtaining  more  than 
one  tax  benefit  from  a  single  economy. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/10/07  72  FR  17804 

Completed  by  TD 
9322 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REG-156420-06 

Drafting  attorney:  Phoebe  Bennett  (202) 
622-7770 

Reviewing  attorney:  Theresa  Abell  (202) 
622-7700 

CC:  COR 

Agency  Contact:  Phoebe  Bennett, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue,  NW,  Washington, 
DC  20224 

Phone:  202  622-7770 

Fax:  202  622-0477 

Email:  phoebe.bennett@irscounsel. 

treas.gov 

RIN:  1545-BG26 


2576.  •  CORPORATE 
REORGANIZATIONS;  ADDITIONAL 
GUIDANCE  ON  DISTRIBUTIONS 
UNDER  SECTIONS  368(AK1KD)  AND 
354(BH1)(B) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  26  USC  7805 

CFR  Citation:  26  CFR  1.354;  26  CFR 
1.368 

Legal  Deadline:  None 

Abstract:  The  IRS  is  issuing  temporary 
regulations  amending  TD  9303,  which 


provides  guidance  regarding  the 
qualification  of  certain  transactions  as 
reorganizations  described  in  section 
368(a)(1)(D)  where  no  stock  and/or 
securities  of  the  acquiring  corporation 
is  issued  and  distributed  in  the 
transaction.  These  regulations  clarify 
that  the  rules  in  section  1.368-2(1)  are 
not  intended  to  affect  the  qualification 
of  related  party  triangular  asset 
acquisitions  as  reorganizations 
described  in  section  368  relating  to  the 
distribution  requirement  under  sections 
368(a)(1)(D)  and  354(b)(1)(B).  The  text 
of  these  regulations  also  serves  as  the 
text  of  proposed  regulations. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  03/01/07  72  FR  9262 

Completed  by  TD 
9313 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Additional  Information:  REG-157834-06 

Drafting  attorney:  Bruce  Decker  (202) 
622-8039 

Reviewing  attorney:  Lisa  Fuller  (202) 
622-7152 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  Corp 

Agency  Contact:  Bruce  Decker, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-8039 

Fax:  202  622-4111 

Email:  bruce.a.decker@irscounsel. 

treas.gov 

Related  RIN:  Related  to  1545-BG28 
RIN:  1545-BG29 


2577.  •  GUIDANCE  NECESSARY  TO 
FACILITATE  BUSINESS  ELECTRONIC 
FILING  AND  BURDEN  REDUCTION 

Priority:  Info. /Admin. /Other 

Legal  Authority:  26  USC  1.1502;  26 
USC  7805 

CFR  Citation:  26  CFR  1.1502;  26  CFR 
301.7805 

Legal  Deadline:  None 

Abstract:  This  project  will  revise  a 
number  of  regulations  that  present 
impediments  to  e-filing. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  05/30/06  71  FR  30591 

Completed  by  TD 
9264 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  REC-134317-05 

Drafting  attorney:  Grid  R.  Glyer  (202) 
622-7324 

Reviewing  attorney:  Theresa  A.  Abell 
(202)622-7700 

Treasury  attorney:  Marc  Countryman 
(202)  622-9858 

CC:  COR 

Agency  Contact:  Grid  R.  Clyer, 
Attorney,  Department  of  the  Treasury, 
Internal  Revenue  Service,  1111 
Constitution  Avenue  NW,  Washington, 
DC  20224 

Phone:  202  622-7324 
Fax:  202  622-6298 

Email:  grid.r.glyer@irscounsel.treas.gov 
Related  RIN:  Related  to  1545-BF16 
RIN:  1545-BG49 

BILLING  CODE  6720— 01— S 


Department  of  the  Treasury  (TREAS)  Proposed  Rule  Stage 

Office  of  Thrift  Supervision  (OTS) 


2578.  SECURITIES-RELATED 
ACTIVITIES  OF  SAVINGS 
ASSOCIATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  375b:  12  USC 
1462  to  1462a:  12  USC  1463  to  1464; 

12  USC  1467a;  12  USC  1468;  12  USC 
1817;  12  USC  1820;  12  USC  1828;  12 


USC  1831o:  12  USC  3806;  42  USC 
4106;  44  USC  3501  et  seq 

CFR  Citation:  12  CFR  506;  12  CFR  545; 
12  CFR  559;  12  CFR  563 

Legal  Deadline:  None 

Abstract:  OTS  is  proposing  to  reduce 
regulatory  burden  by  updating  and 
revising  its  rules  on  securities-related 
activities  of  savings  associations.  First, 


the  proposed  rule  describes  the  existing 
authority  of  Federal  savings 
associations  to  engage  in  various 
securities  broker,  dealer,  and 
underwriting  activities  under  the  Home 
Owners’  Loan  Act  (HOLA).  This 
description  should  reduce  compliance 
burdens  by  making  OTS  positions 
regarding  the  permissibility  of  these 
activities  readily  available  to  all. 
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OTS  is  also  updating  the  existing 
prohibition  on  the  sale  of  debt  and 
equity  securities  issued  by  a  savings 
association  or  its  afhliate  at  the  offices 
of  a  savings  association.  This  change 
will  reduce  burden  on  savings 
associations  by  adding  new  exceptions 
and  by  eliminating  consumer  protection 
rules  that  overlap,  and  in  some  cases 
conflict,  with  other  Agency  guidance. 
Finally,  the  proposed  rule  would 
eliminate  various  obsolete  OTS 
securities  activity  regulations. 
Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Agency  Contact:  Judi  McCormick, 
Director,  Consumer  Protection  and 
Specialized  Programs,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-5636 

Karen  Osterloh,  Special  Counsel, 
Regulations  and  Legislation  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6639  ^ 

John  P.  Harootunian,  Senior  Attorney, 
Business  Transactions  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6415 

RIN:  1550-AB92 


2579.  PROCEDURES  TO  ENHANCE 
THE  ACCURACY  AND  INTEGRITY  OF 
INFORMATION  FURNISHED  TO 
CONSUMER  REPORTING  AGENCIES 
UNDER  SECTION  312  OF  THE  FAIR 
AND  ACCURATE  CREDIT 
TRANSACTIONS  ACT 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  12  CFR  571 
Legal  Deadline:  None 

Abstract:  The  Office  of  the  Comptroller 
of  the  Currency,  Federal  Reserve  Board, 
Federal  Deposit  Insurance  Corporation, 


Office  of  Thrift  Supervision,  National 
Credit  Union  Administration  and 
Federal  Trade  Commission  are  seeking 
to  gather  information  for  developing 
guidelines  and  regulations  required  by 
section  312  of  the  Fair  and  Accurate 
Credit  Transactions  Act  (FACT  Act). 
Pursuant  to  section  312,  the  Agencies 
must  (1)  Establish  guidelines  for  use  by 
persons  that  furnish  information  to 
consumer  reporting  agencies  regarding 
the  accuracy  and  integrity  of  the 
consumer  information  that  they  furnish 
to  those  agencies;  and  (2)  prescribe 
regulations  that  require  furnishers  to 
establish  reasonable  policies  and 
procedures  for  implementing  the 
guidelines.  Section  312  also  requires 
the  agencies  jointly  to  prescribe 
regulations  that  identify  the 
circumstances  under  which  a  furnisher 
shall  be  required  to  reinvestigate  a 
dispute  concerning  the  accuracy  of 
information  contained  in  a  consumer 
report  on  a  consumer  based  on  a  direct 
request  of  the  consumer. 

Timetable: 

Action  Date  FR  Cite  < 

ANPRM  03/22/06  71  FR  14419 

ANPRM  Comment  05/22/06 
Period  End 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Glenn  S.  Gimble, 
Senior  Project  Manager,  Compliance 
and  Consumer  Protection,  Department 
of  the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-7158 

Richard  Bennett,  Counsel,  Regulations 
and  Legislation  Division,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-7409 

RIN:  1550-AC01 


2580.  •  PERMISSIBLE  ACTIVITIES  OF 
SAVINGS  AND  LOAN  HOLDING 
COMPANIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463;  12  USC  1464;  12 
USC  1467a:  12  USC  1468 

CFR  Citation:  12  CFR  584 
Legal  Deadline:  None 


Abstract:  OTS  is  proposing  to  revise 
its  holding  company  regulations  to 
permit  savings  and  loan  holding 
companies  to  engage  in  the  same 
activities  that  are  permitted  for  bank 
holding  companies.  In  addition,  OTS 
proposes  to  amend  a  separate  provision 
of  its  holding  company  regulations  to 
conform  the  regulation  to  the  statute  it 
is  intended  to  implement,  and  to 
provide  approval  standards  for 
applications  submitted  pursuant  to  the 
statutory  requirement. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/27/07  72  FR  14246 

NPRM  Comment  04/26/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Don  Dwyer,  Director, 
Applications,  Examinations  and 
Supervision-Operations,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6414 

Kevin  A.  Corcoran,  Assistant  Chief 
Counsel,  Business  Transactions, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6962 

RIN:  1550-AC10 


2581.  •  MODEL  PRIVACY  FORM 
UNDER  THE  GRAMM-LEACH-BLILEY 
ACT 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  12  USC  1462a;  12 
USC  1463;  12  USC  1464;  12  USC  1828; 
15  USC  6801  et  seq. 

CFR  Citation:  12  CFR  573 
Legal  Deadline:  None 

Abstract:  OCC,  the  Board,  FDIC, 

NCUA,  FTC,  CFTC,  SEC,  and  OTS  (the 
Agencies)  are  proposing  amendments  to 
their  rules  that  implement  the  privacy 
provisions  of  the  Gramm-Leach-Bliley 
Act.  These  rules  require  financial 
institutions  to  provide  initial  and 
annual  privacy  notices  to  their 
customers.  As  required  under  Section 
728  of  the  Financial  Services 
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Regulatory  Relief  Act  of  2006,  the 
Agencies  are  proposing  a  safe  harbor 
model  privacy  form  that  financial 
institutions  may  use  to  provide 
disclosures  under  the  privacy  rules. 

This  proposal  would  remove  the 
Sample  Clauses  contained  in  these 
rules  as  of  two  years  after  the  date  a 
final  rule  is  published. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/29/07  72  FR  14940 

NPRM  Comment  05/29/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Ekita  Mitchell, 
Consumer  Regulations  Analyst, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW, 
Washington,  DC  20552 
Phone:  202  906-6451 

Richard  Bennett,  Counsel,  Regulations 
and  Legislation  Division,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 


Phone:  202  906-7409 
RIN:  1550-AC12 


2582.  •  RECORDKEEPING 
REQUIREMENTS  FOR  SAVINGS 
ASSOCIATION  EXCEPTIONS  FROM 
SECURITIES  BROKER  OR  DEALER 
REGISTRATION 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463;  12  USC  1467a 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  Gramm-Leach-Bliley  Act 
of  1999  replaced  broad  exceptions  for 
banks  from  the  definitions  of  “broker” 
and  “dealer”  under  the  Securities 
Exchange  Act  of  1934  with  specific 
exceptions.  Each  of  the  exceptions 
permits  a  bank  to  act  as  a  broker  or 
dealer  with  respect  to  specified 
securities  products  or  in  transactions 
that  meet  specific  statutory  conditions 
without  being  subject  to  regulation  by 
the  Securities  Exchange  Commission 
(SEC).  More  recently,  the  Financial 
Services  Regulatory  Relief  Act  of  2006 


extended  these  same  exceptions  to 
savings  associations  and  required  the 
SEC  and  the  Board  of  Governors  of  the 
Federal  Reserve  System  (FRB)  to  jointly 
issue  a  rule  to  implement  the 
exceptions.  They  issued  a  proposed 
rule  on  December  26,  2006.  Following 
adoption  of  a  final  rule,  the  OTS,  Office 
of  the  Gomptroller  of  the  Currency, 

FRB,  and  Federal  Deposit  Insurance 
Corporation  will  propose  substantively 
identical  recordkeeping  rules  for 
savings  associations  and  banks  and 
seek  to  avail  themselves  of  the  specific 
exceptions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Martha  Clarke, 
Counsel,  Regulations  &  Legislation 
Division,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street,  NW,  Washington,  DC  20552 
Phone:  202  906-6087 

RIN:  1550-AC13 


Department  of  the  Treasury  (TREAS)  Final  Rule  Stage 

Office  of  Thrift  Supervision  (OTS) 


2583.  IMPLEMENTATION  OF  A 
REVISED  BASEL  CAPITAL  ACCORD 
(BASEL  II) 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463;  12  USC  1464;  12 
USC  1467a:  12  USC  1828  (note) 

CFR  Citation:  12  CFR  567  . 

Legal  Deadline:  None 
Abstract:  In  2003,  the  Office  of  the 
Comptroller  of  the  Currency,  the  Board 
ofXiovernors  of  the  Federal  Reserve 
System,  the  Federal  Deposit  Insurance 
Corporation,  and  the  Office  of  Thrift 
Supervision  (collectively,  the  “Federal 
Banking  Agencies”)  sought  industry' 
comment  on  a  proposed  framework  for 
implementing  the  New  Basel  Capital 
Accord  in  the  United  States.  The 
advance  notice  of  proposed  rulemaking 


(ANPRM)  described  significant 
elements  of  the  Advanced  Internal 
Ratings-Based  approach  for  credit  risk 
and  the  Advanced  Measurement 
Approaches  for  operational  risk 
(together,  the  advanced  approaches). 

In  the  fourth  quarter  of  2004,  the 
Federal  Banking  Agencies  began  a 
quantitative  impact  study  to  help 
determine  the  potential  impact  of 
implementing  the  capital  framework  set 
forth  in  the  “international  Convergence 
of  Capital  Measurement  and  Capital 
Standards:  A  Revised  Framework,” 
which  updates  and  makes  some 
significant  revisions  to  the  preliminary 
New  Basel  Capital  Accord  document 
from  2003,  upon  which  the  above 
ANPRM  was  based. 

After  review  of  the  results  of  the 
quantitative  impact  study  and  after 
further  review  and  full  consideration  of 
public  comments  received  on  the 
ANPRM,  the  Federal  Banking  Agencies 
published  a  notice  of  proposed 


rulemaking  for  implementation  of  this 
capital  framework.  The  NPRM  specified 
criteria  that  would  be  used  to 
determine  banking  organizations  that 
would  be  required  to  use  the  advanced 
approaches,  subject  to  meeting  certain 
qualifying  criteria,  supervisory 
standards,  and  disclosure  requirements. 
Other  banking  organizations  that  would 
meet  the  criteria,  standards,  and 
requirements  also  would  be  eligible  to 
use  the  advanced  approaches.  Under 
the  advanced  approaches,  banking 
organizations  would  use  internal 
estimates  of  certain  risk  components  as 
key  inputs  in  the  determination  of  their 
regulatory  capital  requirements. 
Timetable: 


Action  Date  FR  Cite 


ANPRM 

ANPRM  Comment 
Period  End 
NPRM 

NPRM  Comment 
Period  End 


08/04/03  68  FR  45900 
11/03/03 

09/25/06  71  FR  55830 
01/23/07 
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Action  Date  FR  Cite 

NPRM  Comment  12/26/06  71  FR  77518 

Period  Extended 
NPRM  Comment  03/26/07 

Period  End 

Final  Rule  06/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Michael  D.  Solomon, 
Director,  Capital  Policy,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-5654 

Karen  Osterloh,  Special  Counsel, 
Regulations-  and  Legislation  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6639 

David  Riley,  Senior  Analyst,  Capital 
Policy,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street  NW.,  Washington,  DC  20552 
Phone:  202  906-6669 

Related  RIN:  Related  to  1550-ABll 
RIN:  1550-AB56 


2584.  FAIR  CREDIT  REPORTING 
AFFILIATE  MARKETING 
REGULATIONS 

Priority:  Other  Significant 

Legal  Authority:  12  USC  I462a;  12 
use  1463  to  1464;  12  USC  1467a;  12 
USC  1828;  12  USC  1831p-l;  12  USC 
1881  to  1884;  15  USC  168lh;  15  USC 
1681s;  15  USC  1681w;  15  USC  6801; 

15  USC  6805(b)(1);  PL  108-159,  sec 
214,  117  Stat  1952 

CFR  Citation:  12  CFR  571 

Legal  Deadline:  Final,  Statutory, 
September  4,  2004. 

Section  214  of  the  FACT  Act  adds  a 
new  section  624  to  the  FCRA.  This  new 
provision  gives  consumers  the  right  to 
restrict  a  person  from  using  certain 
information  about  a  consumer  obtained 
from  ail  afhliate  to  make  solicitations 
to  that  consumer.  That  section  also 
requires  the  Agencies,  in  consultation 
and  coordination  with  each  other,  to 
issue  regulations  in  final  form 
implementing  section  214  not  later  than 
9  months  after  the  date  of  enactment — 
effective  not  later  than  September  4, 
2004. 


Abstract:  OCC,  the  Board,  FDIC,  OTS, 
and  NCUA  (Agencies)  published  for 
comment  proposed  regulations  to 
implement  the  affiliate  marketing 
provisions  in  section  214  of  the  Fair 
and  Accurate  Credit  Transactions  Act 
of  2003,  which  amends  the  Fair  Credit 
Reporting  Act.  The  proposed 
regulations  generally  prohibit  a  person 
from  using  information  received  from 
an  affiliate  to  make  a  solicitation  for 
marketing  purposes  to  a  consumer, 
unless  the  consumer  is  given  notice 
and  an  opportunity  and  simple  method 
to  opt  out  of  the  making  of  such 
solicitations. 

The  comment  period  closed  in  August 
2004  and  the  final  rule  is  being 
developed  by  the  various  agencies. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/15/04  69  FR  42502 

NPRM  Comment  08/16/04 

Period  End 

Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Glenn  S.  Gimble, 
Senior  Project  Manager,  Compliance 
and  Consumer  Protection,  Department 
of  the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-7158 

Richard  Bennett,  Counsel,  Regulations 
and  Legislation  Division,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-7409 

Related  RIN:  Related  to  1550-AB33 
RIN:  1550-AB90 


2585.  IDENTITY  THEFT  DETECTION, 
PREVENTION,  AND  MITIGATION 
PROGRAM  FOR  FINANCIAL 
INSTITUTIONS  AND  CREDITORS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  1681c:  15 
USC  1681m:  15  USC  1681s 

CFR  Citation:  12  CFR  571 
Legal  Deadline:  None 

Abstract:  The  banking  agencies,  NCUA, 
and  FTC  (the  Agencies)  issued  a 
proposed  rule  implementing  sections 
114  and  315  of  the  FACT  Act.  Section 
114  requires  the  agencies  to  develop 


guidelines  for  use  in  identifying 
patterns,  practices,  and  specific  forms 
of  activity  that  indicate  the  possible 
existence  of  identity  theft.  The 
Agencies  are  also  required  to  issue 
regulations  requiring  each  financial 
institution  and  creditor  to  establish 
reasonable  policies  and  procedures  to 
implement  such  guidelines.  The 
regulations  must  contain  a  provision 
requiring  a  card  issuer  to  notify  the 
cardholder  if  the  card  issuer  receives 
a  notice  of  change  of  address  for  an 
existing  account,  and  a  short  time  later 
receives  a  request  for  an  additional  or 
replacement  card.*  Section  315  requires 
the  Agencies  to  issue  regulations 
regarding  reasonable  policies  and 
procedures  that  a  user  of  a  consumer 
report  .^ould  employ  when  the  user 
receives  a  notice  of  address  discrepancy 
from  a  consumer  reporting  agency. 
Timetable: 

Action  Date  FR  Cite 

NPRM  07/18/06  71  FR  40786 

NPRM  Comment  09/18/06 

Period  End 

Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Federalism:  Undetermined 

Agency  Contact:  Richard  Bennett, 
Counsel,  Regulations  and  Legislation 
Division,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street  NW.,  Washington,  DC  20552 
Phone:  202  906-7409 

Glenn  S.  Gimble,  Senior  Project 
Manager,  Compliance  and  Consumer 
Protection,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street  NW.,  Washington,  DC  20552 
Phone:  202  906-7158 
RIN:  1550-AB94 


2586.  RISK-BASED  CAPITAL 
GUIDELINES;  CAPITAL  ADEQUACY 
GUIDELINES;  MAINTENANCE: 
DOMESTIC  CAPITAL  MODIFICATIONS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463  to  1464;  12  USC 
1467a:  12  USC  1828  note 

CFR  Citation:  12  CFR  567 
Legal  Deadline:  None 

Abstract:  The  Office  of  the  Comptroller 
of  the  Currency,  Board  of  Governors  of 


23108 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


TREAS — OTS  Final  Rule  Stage  ^ 


the  Federal  Reserve  System,  Federal 
Deposit  Insurance  Corporation,  and 
Office  of  Thrift  Supervision  are 
considering  various  revisions  to  the 
risk-based  capital  framework.  In 
October  2005,  the  Agencies  published 
an  ANPRM  suggesting  various 
approaches  designed  to  enhance  the 
framework’s  risk  sensitivity  and  to 
minimize  competitive  disparities 
between  larger  banking  organizations 
that  will  be  subject  to  the  advanced  , 
approaches  implemented  under  the 
new  Basel  Capital  Framework  and  other 
banking  organizations  that  will  not  be 
subject  to  these  advanced  approaches. 
After  a  review  of  public  comments  on 
the  ANPRM,  the  Agencies  published  an 
NPRM  for  implementation  of  this 
capital  framework. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

10/20/05 

70  FR61068 

ANPRM  Comment 

01/18/06 

Period  End 

NPRM 

12/26/06 

71  FR  77446 

NPRM  Comment 

03/26/07 

Period  End 

Final  Rule 

06/00/07 

2587.  FEDERAL  SAVINGS 
ASSOCIATION  BYLAWS;  INTEGRITY 
OF  DIRECTORS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463  to  1464;  12  USC 
1467a;  12  USC  2901  et  seq 

CFR  Citation:  12  CFR  544;  12  CFR  552 

Legal  Deadline:  None 

Abstract:  OTS  is  proposing  to  change 
its  regulations  concerning  corporate 
governance  to  include  a  preapproved 
bylaw  that  federally  chartered  savings 
associations  and  mutual  holding 
companies  may  adopt  to  preclude 
persons  who,  among  other  things,  are 
under  indictment  for,  or  have  been 
convicted  of  certain  crimes  involving 
dishonesty  or  breach  of  trust,  or  have 
been  subject  to  certain  cease  and  desist 
orders  entered  by  any  of  the  banking 
agencies,  from  being  members  of,  or 
nominating  others  to  be  on  the  Federal 
savings  association’s  or  mutual  holding 
company’s  board  of  directors. 


2588.  RISK  BASED  CAPITAL- 
MARKET  RISK  RULE 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  12  USC  1462;  12  USC 
1462a:  12  USC  1463  to  1464;  12  USC 
1467a;  12  USC  1828  note 

CFR  Citation:  12  CFR  567 
Legal  Deadline:  None 

Abstract:  The  OTS  has  proposed  a 
market  risk  capital  rule  that  would 
require  certain  savings  associations  to 
adjust  their  risk-based  capital  ratios  to 
explicitly  reflect  market  risk.  The 
proposed  rule  is  identical  to  the  rules 
proposed  by  the  other  Banking 
Agencies  (OCC,  FRB,  and  FDIC). 

Timetable: 

Action  Date  '  FR  Cite 

NPRM  09/25/06  71  FR  55958 

NPRM  Comment  01/23/07 

Period  End 

Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Michael  D.  Solomon, 
Director,  Capital  Policy,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-5654 

Teresa  Scott,  Senior  Project  Manager, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6478 

Karen  Osterloh,  Special  Counsel, 
Regulations  and  Legislation  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6639 

RIN:  1550-AB98 


Timetable: 

Action  Date  FR  Cite 

NPRM  02/14/06  71  FR  7695 

NPRM  Comment  04/17/06 
Period  End 

Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Aaron  Kahn, 

Assistant  Chief  Counsel,  Business 
Transactions  Division,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6263 

Don  Dwyer,  Director,  Applications, 
Examinations  and 

Supervision-Operations,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6414 

RIN:  1550-AC00 


Government  Levels  Affected:  None 

Agency  Contact:  Austin  C.  Hong, 
Senior  Analyst,  Department  of  the 
Treasury,  Office  of  Thrift  Supervision, 
1700  G  Street  NW.,  Washington,  DC 
20552 

Phone:  202  906-6389 

Christine  Smith,  Project  Manager  for 
Supervision  Policy,  IDepirtment  of  the 
Treasury,  Office  of  Thrift  Supervision, 
1700  G  Street  NW.,  Washington,  DC 
20552 

Phone:  202  906-5740 

Karen  Osterloh,  Special  Counsel, 
Regulations  and  Legislation  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6639 

RIN:  1550-AC02 


2589.  SUPPLEMENTAL  STANDARDS 
OF  ETHICAL  CONDUCT  FOR 
EMPLOYEES  OF  THE  DEPARTMENT 
OF  TREASURY 

Priority:  Substantive,  Nonsignificant 
.  Legal  Authority:  5  USC  301;  5  USC 
7301;  5  USC  7353;  5  USC  App.  (Ethics 
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in  Government  Act  of  1978);  18  USC 
212  to  213;  26  USC  7214(b);  EO  12674, 
54  FR  15159,  3  CFR,  1989  Comp.,  p. 
215,  as  modified  by  EO  12731,  55  FR 
42547,  3  CFR,  1990  Comp.,  p.  306;  5 
CFR  2635.105;  5  CFR  2635.203(a);  5 
CFR  2635.403(a);  5  CFR  2635.803;  5 
CFR  2635.807(a)(2)(ii) 

CFR  Citation:  5  CFR  part  3101 
Legal  Deadline:  None 

Abstract:  The  Department  of  the 
Treasury  (Department)  is  amending  the 
Supplemental  Standards  of  Ethical 
Conduct  for  Employees  of  the 
Department.  The  final  rule  revises  the 
circumstances  under  which  covered 
Office  of  Thrift  Supervision  (OTS) 
employees  may  obtain  credit  cards  and 
loans  secured  by  a  principal  residence 
from  OTS-regulated  savings 
associations  or  their  subsidiaries.  This 
amendment  also  modifies  rules  on 
disqualifications. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Peter  Coniglio,  Senior 
Ethics  Counsel,  Department  of  the 
Treasury’,  15th  &  Pennsylvania  Avenue 
NW.,  Washington,  DC  20220 
Phone:  202  622-3824 

Elizabeth  Moore,  Special  Counsel, 
Litigation  Division,  Department  of  tlie 
Treasury,  Office  of  Thrift  Supervision, 
1700  G  Street  NW.,  Washington,  DC 
20552 

Phone;  202  906-7039 
RIN:  1550-AC03 


2590.  STOCK  BENEFIT  PLANS  IN 
MUTUAL-TO-STOCK  CONVERSIONS 
AND  MUTUAL  HOLDING  COMPANY 
STRUCTURES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  12  USC  1462  to  1462a; 
12  USC  1463  to  1464;  12  USC  1467a: 

12  USC  2901;  15  USC  78c;  15  USC  78l 
to  78n:  12  USC  78w;  12  USC  1828 

CFR  Citation:  12  CFR  563b:  12  CFR 
575 

Legal  Deadline:  None 


Abstract:  OTS  proposes  to  clarify  its 
regulations  regarding  stock  benefit 
plans  established  after  mutual-to-stock 
conversions  or  in  mutual  holding 
company  structures.  In  addition,  OTS 
proposes  to  reduce  the  voting 
requirements  for  the  adoption  of  stock 
benefit  plans  in  mutual  holding 
company  structures  and  to  make 
several  other  minor  changes  to  the 
regulations  governing  mutual-to-stock 
conversions  and  minority  stock 
issuances. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/20/06  71  FR  41 179 

NPRM  Comment  09/18/06 

Period  End 

Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Don  Dwyer,  Director, 
Applications,  Examinations  and 
Supervision-Operations,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6414 

Aaron  Kahn,  Assistcmt  Chief  Counsel, 
Business  Transactions  Division, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6263 

David  A.  Permut,  Counsel  (Banking  and 
Finance),  Business  Transactions 
Division,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street  NW.,  Washington,  DC  20552 
Phone:  202  906-7505 
RIN:  1550-AC07 


2591.  •  MANAGEMENT  OFFICIAL 
INTERLOCKS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  12  USC  3201-3208 
CFR  Citation:  12  CFR  563f 
Legal  Deadline:  None 

Abstract:  OCC,  the  Board,  FDIC,  and 
OTS  (collectively,  the  Agencies)  are 
amending  their  rules  regarding 
management  interlocks  to  implement 
Section  610  of  the  Financial  Services 
Regulatory  Relief  Act  of  2006  (Pub.  L. 
109-251,  120  Stat.  1966)(FSRRA). 


Timetable: 


Action 

Interim  Final  Rule  - 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Rule 


Date  FR  Cite 

01/11/07  72  FR  1274 
01/11/07 

02/12/07 

04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 
Agency  Contact:  David  Bristol,  Senior 
Attorney,  Business  Transactions 
Division,  Department  of  the  Treasury, 
Office  of  Thrift  Supervision,  1700  G 
Street  NW.,  Washington,  DC  20552 
Phone:  202  906-6461 


Don  Dwyer,  Director,  Applications. 
Examinations  and 

Supervision-Operations,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-6414 
RIN:  1550-AC09 


2592.  •  EXPANDED  EXAMINATION 
CYCLE  FOR  CERTAIN  SMALL 
INSURED  DEPOSITORY  INSTITUTIONS 
AND  U.S.  BRANCHES  AND  AGENCIES 
OF  FOREIGN  BANKS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  373b:  12 
USC1462:  12  USC  1462a:  12  USC  1463; 
12  USC.1464;  12  USC  1467a:  12  USC 
1468;  12  USC  1817;  12  USC  1820;  12 
USC  1828;  12  USC  1831o;  12  USC 
3806:  31  USC  5318;  42  USC  4106 

CFR  Citation:  12  CFR  563 
Legal  Deadline:  None 
Abstract:  The  Office  of  the  Comptroller 
of  the  Currency  (OCC),  the  Board  of 
Governors  of  the  Federal  Reserve 
System  (FRS),  the  Federal  Deposit 
Insurance  Corporation  (FDIC),  and  the 
Office  of  Thrift  Supervision  (OTS)  (the 
Agencies)  are  jointly  issuing  an  interim 
rule  to  implement  section  605  of  the 
Financial  Services  Regulatory  Relief 
Act  of  2006  (FSRRA),  and  Public  Law 
No.  109-473,  collectively,  the 
Examination  Amendments.  The 
Examination  Amendments  permit 
insured  depository  institutions  that 
have  up  to  $400  million  in  total  assets, 
and  that  meet  certain  other  criteria,  to 
qualify  for  an  18-month  (rather  than  12- 
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month)  on-site  examination  cycle.  Prior 
to  enactment  of  FSRRA,  only 
institutions  with  less  than  $250  million 
in  total  assets  were  eligible  for  an  18- 
month  on-site  examination  cycle.  In 
addition  to  implementing  the  changes 
in  the  Examination  Amendments,  the 
Agencies  are  clarifying  when  a  small 
insured  depository  institution  is 
considered  “well  managed”  for 
purposes  of  qualifying  for  an  18-month 
examination  cycle. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  04/10/07  72  FR  17798 

Interim  Final  Rule  04/10/07 

Effective 

Interim  Final  Rule  05/1 0/07 

Comment  Period 
End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
Agency  Contact:  Robyn  Dennis, 
Manager,  Supervision  Policy, 


Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-5751 

Barbara  Shycoff,  Special  Counsel, 
Regulations  and  Legislation, 
Department  of  the  Treasury,  Office  of 
Thrift  Supervision,  1700  G  Street,  NW, 
Washington,  DC  20552 
Phone:  202  906-6947 

RIN:  1550-ACll 


Department  of  the  Treasury  (TREAS)  Completed  Actions 

Office  of  Thrift  Supervision  (OTS) 


2593.  SUBORDINATED  DEBT 
SECURITIES  AND  MANDATORILY 
REDEEMABLE  PREFERRED  STOCK 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  12  CFR  563 
Completed: 

Reason  Date  FR  Cite 

Final  Rule  01/17/07  72  FR  1925 

Final  Rule  Effective  04/0 1  /07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  David  Riley 
Phone:  202  906-6669 

Karen  Osterloh 
Phone:  202  906-6639 

Gary  Jeffers 
Phone:  202  906-6457 

RIN:  1550-AC06 


2594.  •  COMMUNITY  REINVESTMENT 
ACT— INTERAGENCY  UNIFORMITY 

.  Priority:  Substantive,  Nonsignificant 

Legal  Authority:  12  USC  1462a;  12 
use  1463;  12  USC  1464;  12  USC 


1467a:  12  USC  1814;  12  USC  1816;  12 
USC  1828(c);  12  USC  2901-2907 

CFR  Citation:  12  CFR  Part  563e 

Legal  Deadline:  None 

Abstract:  OTS  is  proposing  changes  to 
its  CRA  regulations  in  four  areas  to 
reestablish  uniformity  between  its 
regulations  and  those  of  the  other 
Federal  banking  agencies.  OTS  is 
proposing  to:  (1)  Eliminate  the  option 
of  alternative  weights  for  lending, 
investment,  and  service  under  the  large, 
retail  savings  association  test;  (2) 
impose  a  new  community  development 
test  on  savings  associations  between 
$250  million  and  $1  billion  in  assets 
(intermediate  small  savings 
associations);  (3)  index  the  asset 
threshold  for  small  and  intermediate 
small  savings  associations  annually 
based  on  changes  to  the  Consumer 
Price  Index;  and  (4)  address  the  impact 
on  a  savings  association’s  CRA  rating 
of  evidence  of  discrimination  or  other 
illegal  credit  practices.  OTS  anticipates 
that  this  rule  would  not  have  a 
significant  impact  on  savings 
associations. 


Timetable; 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Rule 
Final  Rule  Effective 


11/24/06  71  FR67826 
01/23/07 

03/22/07  72  FR  13429 
07/01/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Agency  Contact:  Celeste  Anderson, 
Senior  Project  Manager,  Compliance 
and  Consumer  Protection,  Department 
of  the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552 
Phone:  202  906-7990 


Richard  Bennett,  Counsel,  Regulations 
and  Legislation  Division,  Department  of 
the  Treasury,  Office  of  Thrift 
Supervision,  1700  G  Street  NW., 
Washington,  DC  20552  • 

Phone:  202  906-7409 

RIN:  1550-AC08 

(FR  Doc.  07-01416  Filed  04-27-07;  8:45  am] 
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DEPARTMENT  OF  VETERANS 
AFFAIRS 

38  CFR  Ch.  I 

Unified  Agenda  of  Federal  Regulatory 
and  Deregulatory  Actions 

AGENCY:  Department  of  Veterans  Affairs. 
ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  This  agenda  announces  the 
regulations  that  the  Department  of 
Veterans  Affairs  (VA)  will  have  under 
development  or  review  during  the  12- 
month  period  beginning  in  the  spring 


2007.  The  purpose  in  publishing  the 
Department’s  regulatory  agenda  is  to 
allow  all  interested  persons  the 
opportunity  to  participate  in  VA’s 
regulatory  planning. 

ADDRESSES:  Interested  persons  are 
invited  to  comment  on  the  entries  listed 
in  the  agenda  by  contacting  the 
individual  agency  contact  listed  for  each 
entry  or  by  writing  to:  Director, 
Regulations  Management  (OOREGl), 
Department  of  Veterans  Affairs,  810 
Vermont  Avenue  NW.,  Washington,  DC 
20420. 

FOR  FURTHER  INFORMATION  CONTACT: 

Janet  Coleman  at  (202)  273-9145. 


SUPPLEMENTARY  INFORMATION:  This 
document  is  issued  pursuant  to 
Executive  Order  12866  “Regulatory 
Planning  and  Review”  (and 
implementing  guidance)  and  the 
Regulatory  Flexibility  Act,  which 
require  that  executive  agencies 
semiannually  publish  in  the  Federal 
Register  an  agenda  of  regulations  that 
they  will  have  under  development  or 
review. 

Robert  C.  McFetridge, 

Assistant  to  the  Secretary,  Regulation  Policy 
and  Management  (OOREG). 


Department  of  Veterans  Affairs — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2595 

Beneficiary  Travel . 

2900-AM02 

2596 

Civilian  Health  and  Medical  Program  of  the  Department  of  Veterans  Affairs  (CHAMPVA) — Expansion  of  Benefit 

Coverage  for  Enuretic  Devices  and  Certain  Prostheses  and  Delegations  of  Authority . . 

2900-AM22 

2597 

Civilian  Health  and  Medical  Program  of  the  Department  of  Veterans  Affairs  (CHAMPVA):  Preventive  Services . 

290(>-AM23 

2598 

Care  and  Services  During  Certain  Disasters  and  Emergencies . 

2900-AM40 

2599 

Enrollment  and  Copayments . 

2900-AM58 

2600 

Education  Provisions  of  the  Veterans  Programs  Enhancement  Act  of  1 998  . . . 

2900-AJ68 

2601 

Survivors’  and  Dependents’  Educational  Assistance  Program  Eligibility  Period  for  Eligible  Children  and  Other  Mis- 

cellaneous  Issues  . 

2900-AL44 

2602 

Burial  Benefits  . 

2900-AL72 

2603 

Apportionments  to  Dependents  and  Payments  to  Fiduciaries  and  Incarcerated  Beneficiaries  . 

2900-AL74 

2604 

Special  and  Ancillary  Benefits  for  Veterans,  Dependents,  and  Survivors . .'. . 

2900-AL84 

2605 

Special  Ratings  . 

2900-AL88 

2606 

Payments  to  Beneficiaries  Who  Are  Eligible  for  More  Than  One  Benefit . 

2900-AL95 

2607 

General  Evidence  Requirements,  Effective  Dates,  Revision  of  Decisions,  and  Protection  of  Existing  Ratings . 

2900-AM01 

2608 

Improved  Pension  . 

2900-AM04 

2609 

Payments  and  Adjustments  to  Payments  . 

2900-AM06 

2610 

Service-Connected  Disability  Compensation  . 

2900-AM07 

2611 

VA  Benefit  Claims  . . . 

2900-AMI  6 

2612 

Claims  File  for  VA  Medical  Examinations  ano  Opinions  . 

2900-AM34 

2613 

.  Vocational  Rehabilitation  and  Employment  Program — Duty  to  Assist . 

2900-AM54 

2614 

Schedule  for  Rating  Disabilities;  Evaluation  of  Multiple  Scars  . 

2900-AM55 

2615 

Vocational  Rehabilitation  and  Employment  Program — Effective  Date  of  Induction  Into  a  Rehabilitation  Program  . 

2900-AM56 

2616 

Schedule  for  Rating  Disabilities;  The  Digestive  System . 

2900-AM57 

2617 

Supplemental  Statemerit  of  the  Case  . 

2900-AM49 

2618 

Accreditation  of  Agents  and  Attorneys;  Agent  and  Attorney  Fees  . 

2900-AM62 

Department  of  Veterans  Affairs — Final  Rule  Stage 


Sequence  ; 
Number 

i 

Title 

Regulation 

Identifier 

Number 

2619  i 

Grants  to  States  for  Construction  and  Acquisition  of  State  Home  Facilities  . 

2900-AJ43 

2620 

Medication  Prescribed  by  Non-VA  Physicians . 

2900-AL68 

2621 

Grants  for  the  Hiring  and  Retention  of  Nurses  in  the  State  Home  Program . 

2900-AM26 

2622 

Reasonable  Charges  for  Medical  Care  or  Services  . 

2900-AM35 

2623 

Elimination  of  Copayment  for  Weight  Management  Counseling  . 

2900-AM59 

2624 

!  Disclosure  of  Information  to  Procurement  Organizations  . 

!  2900-AM65 

2625 

!  Schedule  for  Rating  Disabilities— The  Eye  . ; . 

2900-AH43 

2626 

1  Veterans  Education;  Incorporation  of  Miscellaneous  Statutory  Provisions  . 

1  2900-AL28 
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Sequence  | 
Number 

Title 

Regulation 

Identifier 

Number 

2627 

Administration  of  VA  Education  Benefits — Centralized  Certification  . | 

2900-AL43 

2628  .. 

Loan  Guaranty;  Loan  Servicing  and  Claims  Procedures  Modification  . j 

2900-AL65 

2629 

Notice  and  Assistance  Requirements  . j 

2900-AMI  7 

2630 

Department  of  Veterans  Affairs  Implementation  of  0MB  Guidance  on  Nonprocurement  Debarment  and  Suspen-  I 

Sion  . j 

2900-AM44 

2631  j 

Increase  in  Rates  Payable  Under  the  Montgomery  Gl  Bill — Active  Duty  and  Other  Miscellaneous  Issues . i 

2900-AM45 

2632 

Extension  of  the  Presumptive  Period  for  Compensation  for  Gulf  War  Veterans  . . 

2900-AM47 

2633 

Increase  in  Rates  Payable  Under  the  Montgomery  Gl  Bill-Selected  Reserve  and  Other  Miscellaneous  Issues  . 

2900-AM50 

2634 

Department  of  Veterans  Affairs  Acquisition  Regulations  Plain  Language  Rewrite  . 

1  2900-AK78 

2635 

Headstone  and  Marker  Application  Process . 

1  2900-AM53 

2636 

Accreditation  of  Service  Organization  Representatives . 

2900-AM29 

2637 

Data  Breaches . 

2900-AM63 

2638 

Transfer  of  Functions — Delegation  of  Authority . 

2900-AM61 

Department  of  Veterans  Affairs — Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2639 

Enrollment — Provision  of  Hospital  and  Outpatient  Care  to  Veterans — Subpriorities  of  Priority  Categories  7  and  8 

and  Enrollment  Level  Decision  . 

2900-AL51 

2640 

Service  Requirements  for  Veterans  . 

2900-AL67 

2641 

Presumptions  of  Service  Connection  for  Certain  Disabilities  and  Related  Matters  . 

2900-AL70 

2642 

Accrued  Benefrts,  Death  Compensation,  and  Special  Rules  Applicable  Upon  Death  of  a  Beneficiary . 

2900-AL71 

2643 

Benefits  for  Certain  Filipino  Veterans  and  Survivors . 

2900-AL76 

2644 

Duties  of  VA;  Rights  and  Responsibilities  of  Claimants  and  Beneficiaries  . 

2900-AL82 

2645 

Elections  of  Improved  Pension;  Old-Law  and  Section  306  Pension  . 

2900-AL83 

2646 

General  Provisions . 

2900-AL87 

2647 

Dependency  and  Indemnity  Compensation  Benefits  . 

2900-AL89 

2648 

Dependents  and  Survivors . 

2900-AL94 

2649 

Matters  Affecting  the  Receipt  of  Benefits  . . 

2900-AM05 

Department  of  Veterans  Affairs — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2650 

Informed  Consent — Extension  of  Time  Period  and  Modification  of  Witness  Requirement  for  Signature  Consent  . 

2900-AMI  9 

2651 

Informed  Consent — Designate  Health  Care  Professionals  To  Obtain  Informed  Consent . 

2900-AM21 

2652 

Grants  to  States  for  Construction  or  Acquisition  of  State  Home  Facilities . 

2900-AM42 

2653 

2654 

Civilian  Health  and  Medical  Program  of  the  Department  of  Veterans  Affairs  (CHAMPVA) — Qualifying  Event  Date 

and  Dual  Eligibility  . . . 

Filipino  Veterans'  Benefit  Improvements  . 

2900-AM43 

2900-AK65 

2655 

2656 

Veterans  and  Dependents  Education:  Topping-Up  Tuition  Assistance;  Licensing  and  Certification  Tests;  Duty  To 

Assist  Education  Claimants  . 

Schedule  for  Rating  Disabilities;  Evaluation  of  Multiple  Scars  . 

2900-AK80 

2900-AL32 

2657 

2658 

Vocational  Rehabilitation  and  Employment  Program — Statutory  Amendments,  U.S.  Court  of  Appeals  for  Veterans 

Claims  Decisions,  Policy  Revisions,  and  Reader-Focused  Plain  English  Regulations  . 

Loan  Guaranty:  Amendments  to  Hybrid  Adjustable  Rate  Mortgages . 

2900-AL78 

2900-AL92 

2659 

Transfer  of  Montgomery  Gl  BUI — Active  Duty  Entitlement  to  Dependents . 

2900-AMI  2 

2660 

2661 

Phase-In  of  Full  Concurrent  Receipt  of  Military  Retired  Pay  and  Veterans  Disability  Compensation  for  Certain  Mili¬ 
tary  Retirees  . . . 

Vocational  Rehabilitation  and  Employment  Program — Initial  Evaluations . 

2900-AM13 

2900-AM25 

2662 

2900-AM28 

2663 

Loan  Guaranty:  Fees  and  Charges  . 

2900-AM33. 

2664 

Traumatic  Injury  Protection  Rider  to  Servicemembers’  Group  Life  Insurance  . . . 

2900-AM36 

2665 

Home  Schooling  and  Educational  Institution  . 

2900-AM37 

IM 
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VA 


Department  of  Veterans  Affairs — Completed  Actions  (Continued) 


Sequence  ; 
Number 

Title 

Regulation 

Identifier 

Number 

2666 

Vocational  Rehabilitation  and  Employment  Program — Entitlement  and  Termination  of  Entitlement  . 

2900-AM41 

2667 

Claims  for  Disability  Benefits  . 

2900-AM46 

2668 

Vocational  Rehabilitation  and  Employment  Program — Redeterminations  Regarding  Vocational  Rehabilitation  Ben- 

2900-AM51 

2669 

Procedural  Due  Process  . . . 

2900-AM52 

2670 

Schedule  for  Rating  Disabilities;  Appendices  A,  B,  and  C  . 

2900-AM60 

2671  ! 

Board  of  Veterans’  Appeals;  Remand  or  Referral  to  the  Agency  of  Original  Jurisdiction . 

2900-AM30 

2672  I 

Delegations  of  Authority;  National  Cemetery  Administration  . 

2900-AMI  8 

Department  of  Veterans  Affairs  (VA) 

Proposed  Rule  Stage 

VETERANS  HEALTH 
ADMINISTRATION 


2595.  BENEFICIARY  TRAVEL 

Priority:  Other  Significant 

Legal  Authority:  38  USC  111 

CFR  Citation:  38  CFR  17.143;  38  CFR 
17.144;  38  CFR  17.145;  38  CFR  70 
(new) 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  proposes  to  revise  its 
beneficiary  travel  regulations 
authorized  under  38  U.S.C.  111.  These 
regulations  are  intended  to  provide  a 
mechanism  for  paying  travel  expenses 
to  help  veterans  and  other  persons 
obtain  services  from  the  Veterans 
Health  Administration. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Tony  Guagliardo, 
Director  of  Business  Policy,  Chief 
Business  Office  (163),  Department  of 
Veterans  Affairs,  Veterans  Health 
Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  254-0384 

RIN:  2900-AM02 


2596.  CIVILIAN  HEALTH  AND 
MEDICAL  PROGRAM  OF  THE 
DEPARTMENT  OF  VETERANS 
AFFAIRS  (CHAMPV A)— EXPANSION 
OF  BENEFIT  COVERAGE  FOR 
ENURETIC  DEVICES  AND  CERTAIN 
PROSTHESES  AND  DELEGATIONS  OF 
AUTHORITY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  105-85,  sec  702; 

PL  105-17,  sec  640;  38  USC  1781 

CFR  Citation:  38  CFR  17.270  to  17.278 

Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
expand  beneficiary  coverage  for  certain 
prostheses;  e.g.,  noses,  ears,  and  fingers, 
used  in  the  medically  necessary 
treatment  of  certain  medical  conditions 
and  removes  from  exclusions,  enuretic 
devices,  as  provided  under  the 
CHAMPVA  Program.  Additionally,  this 
proposed  rule  would  provide 
clarification  of  the  delegation  of 
authority  related  to  timely  claim  filing 
and  the  claim  appeals/review  process. 
Since  Public  Law  107-135  redesignates 
CHAMPVA  authority  in  38  U.S.C.  1713 
to  38  U.S.C.  1781,  this  document  would 
also  revise  the  authority  citations  for 
the  CHAMPVA  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

varegulations@va.gov 


Agency  Contact:  Richard  Trabert, 
Policy  and  Compliance  Division, 
Department  of  Veterans  Affairs,  VA 
Health  Administration  Center,  P.O.  Box 
65020,  Denver,  CO  80206-9023 
Phone:  303  331-7549 
Email:  richard.trabert@med.va.gov 

Kevin  Jobes,  Policy  and  Compliance 

Division,  Department  of  Veterans 

Affairs,  VA  Health  Administration 

Center,  P.O.  Box  65020,  Denver,  CO 

80206-9023 

Phone:  303  331-7664 

Email:  kevin.jobes@med.va.gov 

RIN:  2900-AM22 


2597.  CIVILIAN  HEALTH  AND 
MEDICAL  PROGRAM  OF  THE 
DEPARTMENT  OF  VETERANS 
AFFAIRS  (CHAMPVA):  PREVENTIVE 
SERVICES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  1781 

CFR  Citation:  38  CFR  17.272(a)(31):  38 
CFR  17.272{a)(41) 

Legal  Deadline:  None 

Abstract:  This  proposed  rule  would 
amend  VA’s  medical  regulations  by 
removing  the  exclusion  for  preventive 
services.  CHAMPVA  is  proposing  these 
changes  to  permit  coverage  of 
preventive  services  that  are  considered 
medically  necessary  and  appropriate 
within  the  medical  community  and 
reflect  modern  medical  practice  that  is 
supported  by  current  medical  literature. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 
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VA 


Proposed  Rule  Stage 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

varegulations@va.gov 

Agency  Contact:  Richard  Trabert, 
Policy  and  Compliance  Division, 
Department  of  Veterans  Affairs,  VA 
Health  Administration  Center,  P.O.  Box 
65020,  Denver,  CO  80206-9023 
Phone:  303  331-7549 
Email:  richard.trabert@med.va.gov 

Kevin  Jobes,  Policy  and  Compliance 

Division,  Department  of  Veterans 

Affairs,  VA  Health  Administration 

Center,  P.O.  Box  65020,  Denver,  CO 

80206-9023 

Phone:  303  331-7664 

Email:  kevin.jobes@med.va.gov 

RIN:  2900-AM23 


2598.  CARE  AND  SERVICES  DURING 
CERTAIN  DISASTERS  AND 
EMERGENCIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  1785 
CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  the  Department  of  Veterans 
Affairs  (VA)  medical  regulations 
concerning  medical  services, 
domiciliary  and  nursing  home  care.  On 
November  7,  2002,  the  President  signed 


into  law  the  Department  of  Veterans 
Affairs  Emergency  Preparedness  Act  of 
2002.  Section  1785  authorized  the 
Secretary  Department  of  Veteran’s 
Affairs  to  provide  hospital  care  and 
medical  services  to  individuals 
impacted  during  and  immediately 
following  a  disaster  or  emergency 
authorized  under  38  U.S.C.  1785. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Federalism:  Undetermined 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Roscoe  G.  Butler, 
Deputy  Director,  Business  Policy,  CBO 
(163),  Department  of  Veterans  Affairs, 
Veterans  Health  Administration,  810 
Vermont  Avenue  NW,  Washington,  DC 
20420 

Phone:  202  254-0329 
Fax:  202  273-9609 
Email:  roscoe.hutler@va.gov 

RIN:  2900-AM40 


2599.  •  ENROLLMENT  AND 
COPAYMENTS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 
Legal  Authority:  38  USC  1710;  38  USC 
1722 


CFR  Citation:  38  CFR  17.36 

Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  VA’s  “Medical”  regulations 
regarding  determinations  concerning 
eligibility  for  enrollment  in  the  VA 
health  care  system  and  for  purposes  of 
determining  when  a  veteran  is  required 
to  make  copayments  for  such  health 
care.  This  is  intended  to  more  fully 
reflect  statutory  authority  and  to  make, 
the  regulations  more  efficient. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

roscoe.butler@va.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Roscoe  G.  Butler, 
Deputy  Director,  Business  Policy,  CBO 
(163),  Department  of  Veterans  Affairs, 
Veterans  Health  Administration,  810 
Vermont  Avenue  NW,  Washington,  DC 
20420 

Phone:  202  254-0329 
Fax:  202  273-9609 
Email:  roscoe.butler@va.gov 

RIN:  2900-AM58 


VETERANS  BENEFITS 
ADMINISTRATION 


2600.  EDUCATION  PROVISIONS  OF 
THE  VETERANS  PROGRAMS 
ENHANCEMENT  ACT  OF  1998 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  16136;  38 
USC  3034;  38  USC  3241;  38  USC  3485; 
38  USC  3537;  38  USC  3677;  38  USC 
3684;  38  USC  5101 

CFR  Citation:  38  CFR  21.4145;  38  CFR 
21.4200;  38  CFR  21.4206;  38  CFR 
21.4262 

Legal  Deadline:  None 

Abstract:  This  proposed  rule 
amendment  will  bring  VA’s  educational 
assistance  regulations  into  agreement 


with  the  Veterans  Program 
Enhancement  Act  of  1998  and  Veterans 
Education  and  Expansion  Act  of  2001. 
This  amendment  will  include  making 
advance  payments  to  work-study 
students  optional  rather  than 
mandatory  and  revising  the  approval 
criteria  for  on-job  training  programs 
offered  by  the  Federal  Government  or 
by  State  or  local  governments.  This  rule 
is  being  amended  to  reflect  additional 
work  study  opportunities  provided 
under  the  Veterans  Education  and 
Benefits  Expansion  Act  of  2001. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Lynn  M.  Nelson, 
Education  Advisor  (225C),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7294 
Fax:  202  275-2636 
Email:  lynn.nelson@vba.va.gov 

RIN:  2900-AJ68 
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2601.  SURVIVORS’  AND 
DEPENDENTS’  EDUCATIONAL 
ASSISTANCE  PROGRAM  ELIGIBILITY 
PERIOD  FOR  ELIGIBLE  CHILDREN 
AND  OTHER  MISCELLANEOUS 
ISSUES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  10  USC  2141;  38  USC 
101(4)(a);  38  USC  501(a):  38  USC  512; 
38  USC  3002(3);  38  USC  3500  to  3566; 
38  USC  5113;  PL  106-419;  PL  107-14; 

CFR  Citation:  38  CFR  21.3021;  38  CFR 
21.3041;  38  CFR  21.4131 

Legai  Deadiine:  None 

Abstract:  The  Department  of  Veterans 
Affairs  is  proposing  to  amend  its 
education  regulations  to  reflect  changes 
in  the  eligibility  period  for  children 
due  to  statutory  provisions  in  Veterans 
Benefits  and  Health  Care  Improvement 
Act  of  2000  and  the  Veterans  Benefits 
and  Expansion  Acts  of  2001  and  2002. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

wrww.regulations.gov 

Agency  Contact:  Lynn  M.  Nelson, 
Education  Advisor  (225C),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7294 
Fax:  202  275-2636 
Email:  lynn.nelson@vba.va.gov 

RIN:  2900-AL44 

2602.  BURIAL  BENEFITS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  101(2);  38 
use  501;  38  USC  2301  to  2305;  38  USC 
2307  to  2308;  38  USC  5101;  38  USC 
5303(c):  38  USC  6103  to  6105 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 
compensation  and  pension  regulations 
relating  to  monetary  burial  benefits. 
These  revisions  are  proposed  as  part  of 
VA’s  rewrite  and  reorganization  of  all 
of  its  compensation  and  pension 
regulations  in  a  logical,  claimant- 
focused,  and  user-friendly  format. 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

URL  For  Pubiic  Comments: 

www.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  .Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL72 


2603.  APPORTIONMENTS  TO 
DEPENDENTS  AND  PAYMENTS  TO 
FIDUCIARIES  AND  INCARCERATED 
BENEFICIARIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  501;  38  USC 
5101;  38  USC  5110;  38  USC  5112;  38 
USC  5307;  38  USC  5313B 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  the  Department  of  Veterans 
Affairs  (VA)  adjudication  rules  that 
concern  the  award  and  administration 
of  VA  benefits  to  incarcerated  veterans, 
their  dependents,  and  fugitive  felons; 
the  award  and  administration  of 
compensation  to  certain  incompetent 
veterans:  and  the  apportionment  of 
benefits  to  dependents.  These  revisions 
are  proposed  as  part  of  VA’s  rewrite 
and  reorganization  of  all  of  its 
compensation  and  pension  regulations 
in  a  logical,  claimant-focused,  and  user- 
friendly  format. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

wwrw.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 


Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL74 

2604.  SPECIAL  AND  ANCILLARY 
BENEFITS  FOR  VETERANS, 
DEPENDENTS,  AND  SURVIVORS 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  10  USC 
1448;  10  USC  6160;  38  USC  501(a);  38 
USC  1160;  38  USC  1312;  38  USC  1323; 
38  USC  1805;  38  USC  1811  to  1816; 

38  USC  1821  to  1824;  38  USC  2101; 

38  USC  2104;  38  USC  3501;  38  USC 
5101;  38  USC  5110  to  5112;  38  USC 
5304;  PL  425;  PL  97-377; 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  amends  its  compensation 
and  pension  regulations  that  govern  the 
award  and  administration  of  special 
benefits  for  veterans,  dependents,  and 
survivors,  including  ancillary  benefits 
relating  to  service  connection  (e.g., 
financial  assistance  in  purchasing  a 
vehicle  and/or  adaptive  equipment). 
These  revisions  are  part  of  VA’s  rewrite 
and  reorganization  of  all  of  its 
compensation  and  pension  regulations 
in  a  logical,  claimant-focused,  and  user- 
friendly  format. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


03/09/07  72  FR  10860 
05/08/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

wwrw.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL84 
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Proposed  Rule  Stage 


2605.  SPECIAL  RATINGS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  2108;  38  USC 
101(16);  38  USC  105;  38  USC  501(a); 

38  USC  1110;  38  USC  1114;  38  USC 
1115(i)(E);  38  USC  1702;  38  USC  1712; 
38  USC  4331;  38  USC  5110(b);  38  USC 
5503; 

CFR  Citation;  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract;  The  Department  of  Veterans 
Affairs  (VA)  proposed  to  amend  its 
regulations  relating  to  special  ratings 
and  ratings  for  health  care  eligibility 
only.  We  propose  to  reorganize  these 
regulations  in  a  more  logical  order,  add 
new'  section  and  paragraph  headings, 
rewrite  certain  sections,  and  divide 
certain  sections  into  two  or  more 
separate  new  regulations.  VA’s 
principal  goals  in  rewriting  and 
reorganizing  the  current  regulations  are 
to  provide  readers  with  clearer 
language  and  more  easily  understood 
regulation  requirements. 

Timetable; 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments; 

www.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-/  L67 
RIN:  2900-AL88 


2606.  PAYMENTS  TO  BENEFICIARIES 
WHO  ARE  ELIGIBLE  FOR  MORE 
THAN  ONE  BENEFIT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  10  USC  1174;  10  USC 
12316;  38  USC  501(a):  38  USC  1501(a); 
38  USC  5104;  38  USC  5110;  38  USC 
5304;  42  USC  2210  note 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 


adjudication  regulations  relating  to  the 
payments  to  beneficiaries  who  are 
eligible  for  more  than  one  benefit. 
These  revisions  are  proposed  as  part  of 
VA’s  rewrite  and  reorganization  of  all 
of  its  compensation  and  pension 
regulations  in  a  logical,  claimant- 
focused,  and  user-friendly  format. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

WWW .  regulations  .gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  hill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL95 


2607.  GENERAL  EVIDENCE 
REQUIREMENTS,  EFFECTIVE  DATES, 
REVISION  OF  DECISIONS,  AND 
PROTECTION  OF  EXISTING  RATINGS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  ill;  38  USC 
501(a);  38  USC  1110;  38  USC  1117;  38 
CFR  1131;  38  CFR  1155;  38  CFR  1159; 
38  CFR  5104;  38  CFR  5110;  38  CFR 
5112; 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  proposes  to  amend  its 
compensation  and  pension  regulations 
that  apply  to  general  evidence 
requirements,  general  effective  dates  for 
new  awards,  revision  of  decisions,  and 
protection  of  existing  ratings,  for 
purposes  of  compensation  and  pension 
benefits.  These  revisions  are  proposed 
as  part  of  VA’s  rewrite  and 
reorganization  of  all  of  its 
compensation  and  pension  rules  in  a 
logical,  claimant-focused,  and  user- 
friendly  format. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  hill.russo@va.gov 

RIN:  2900-AM01 


2608.  IMPROVED  PENSION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  501;  38  USC 
1502  to  1503;  38  USC  1508;  38  USC 
1521  to  1522;  38  USC  1541  to  1542; 

38  USC  1718;  38  USC  5303 A;  10  USC 
1448;  42  USC  300c-22(note);  42  USC 
7385;  PL  100-456 

CFR  Citation:  38  CFR  3;  38  CFR  5 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  proposes  to  amend  its 
adjudication  regulations  that  concern 
improved  pension.  These  revisions  are 
proposed  as  part  of  VA’s  rewrite  and 
reorganization  of  all  of  its 
compensation  and  pension  regulations 
in  a  logical,  claimant-focused,  and  user- 
friendly  format. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments; 

www.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67  . 

RIN:  2900-AM04 
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2609.  PAYMENTS  AND 
ADJUSTMENTS  TO  PAYMENTS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  38  USC  501(a) 

CFR  Citation:  38  CFR  3;  38  CFR  5 
Legal  Deadiine:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 
regulations  relating  to  payment  of  VA 
benefits  and  adjustments  to  payments. 
These  revisions  are  proposed  as  part  of 
VA’s  reorganization  of  all  of  its 
compensation  and  pension  regulations 
in  a  logical,  claimant-focused,  and  user- 
friendly  format.  The  intended  effect  of 
the  proposed  revisions  is  to  assist 
claimants  and  VA  personnel  in  locating 
and  understanding  these  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  F.  Russo,  ■ 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2g00-AL67 
RIN:  2900-AM06 


2610.  SERVICE-CONNECTED 
DISABILITY  COMPENSATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  501(a) 

CFR  Citation:  38  CFR  5 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  reorganize  and 
rewrite  its  regulations  concerning  VA’s 
service-connected  disability 
(^mpensation  program.  These  revisions 
are  proposed  as  part  of  VA’s 
reorganization  of  all  of  its 
compensation  and  pension  regulations 
in  a  logical,  claimant-focused,  and  user- 
friendly  format.  The  intended  effect  of 
the  proposed  revisions  is  to  assist 
claimants  and  VA  personnel  in  locating 
and  understanding  these  regulations. 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 
Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AM07 


2611.  VA  BENEFIT  CLAIMS 
Priority:  Other  Significant 

Legal  Authority:  38  USC  501(a);  38 
USC  5101;  38  USC  5102;  38  USC 
5103A;  38  USC  5108;  38  USC  5110;  38 
USC  7105 

CFR  Citation:  38  CFR  3;  38  CFR  5;  38 
CFR  20 

Legal  Deadline:  None 
Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  add 
regulations  concerning  claims  for  VA 
benefits  to  its  new  regulations 
governing  VA  compensation,  pension, 
burial,  and  related  benefits.  These 
revisions  are  proposed  as  part  of  VA’s 
rewrite  and  reorganization  of  those 
rules  in  a  logical,  claimant-focused,  and 
more  user-friendly  format.  The 
intended  effect  of  the  proposed 
revisions  is  to  assist  claimants  and  VA 
personnel  in  locating  and 
understanding  these  claims  provisions. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  F.  Russo, 
Office  of  Regulation  Policy  and 
Management,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 


Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AM16 


2612.  CLAIMS  FILE  FOR  VA  MEDICAL 
EXAMINATIONS  AND  OPINIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  501(a);  38 
USC  5130A 

CFR  Citation:  38  CFR  3.159 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 
adjudication  regulations  regarding  VA 
medical  examinations  and  opinions 
pursuant  to  VA’s  duty  to  assist.  This 
proposed  rule  would  clarify  that,  not 
withstanding  that  a  VA  medical 
examination  or  opinion  may  be 
necessary  in  certain  cases,  there  is  no 
commensurate  right  to  have  the  claims 
folder  reviewed  hy  the  VA  examiner  in 
every  case.  This  change  is  required  to 
reflect  legal  developments  and  facilitate 
efficient  processing  of  VA  claims.  The 
intended  effect  of  this  amendment  is 
to  clarify  current  regulatory  provisions 
and  ensure  consistency  in  the 
administration  of  VA  claims. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/Oo7o7 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Trude  M.  Steele,. 
Consultant,  Department  of  Veterans 
Affairs,  Veterans  Benefits 
Administration  (211  A),  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  captstee@vba.va.gov 

RIN:  2900-AM34 


2613.  •  VOCATIONAL 
REHABILITATION  AND  EMPLOYMENT 
PROGRAM— DUTY  TO  ASSIST 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

.Legal  Authority:  38  USC  5102;  38  USC 
5103:  38  USC  5103A 
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CFR  Citation;  38  CFR  21.32;  38  CFR 
21.33 

Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  the  vocational  rehabilitation  and 
employment  regulations  of  the 
Department  of  Veterans  Affairs  (V A) 
concerning  VA  responsibilities  when  a 
claim  for  vocational  rehabilitation 
benefits  and  services  is  filed  by  an 
individual.  The  Veterans  Claims 
Assistance  Act  of  2000  (VCAA) 
expanded  VA’s  duty  to  assist  claimants 
in  substantiating  their  claims  for 
benefits.  Upon  receipt  of  a  substantially 
complete  application  for  benefits,  VA’s 
duty  under  die  VCAA  is  to  make 
reasonable  efforts  to  help  the  claimant 
obtain  the  evidence  necessary  to 
substantiate  the  claim.  This  effort  is 
commonly  referred  to  as  the  “duty  to 
assist.”  In  addition,  we  propose  to 
improve  readability  and  to  make  other 
clarifying  changes  that  are 
nonsubstantive. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Alvin  Bauman,  Senior 
Policy  Analyst,  Department  of  Veterans 
Affairs,  VR&E  (28),  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7435 
Email:  alvin.baumanl@vba.va.gov 

RIN;  2900-AM54 


2614.  •  SCHEDULE  FOR  RATING 
DISABILITIES;  EVALUATION  OF 
MULTIPLE  SCARS 

Priority:  Other  Significant 

Legal  Authority:  38  USC  1155 
CFR  Citation:  38  CFR  4.118 
Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  that  portion  of  the  Department 
of  Veterans  Affairs  (VA)  Schedule  for 
Rating  Disabilities  that  addresses  the 


Skin  in  order  to  clarify  how  to  evaluate 
multiple  superficial  or  deep  scars  in  a 
uniform  and  consistent  manner. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

maya.d.ferrandino@vba.va.gov 

URL  For  Public  Comments; 

www.regulations.gov 

Agency  Contact:  Maya  Ferrandino, 
Consultant,  Regulations  Staff,  C&P 
Service  (21  ID),  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM55 


2615.  •  VOCATIONAL 
REHABILITATION  AND  EMPLOYMENT 
PROGRAM— EFFECTIVE  DATE  OF 
INDUCTION  INTO  A  REHABILITATION 
PROGRAM 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  38  USC  501(a);  38 
USC  3102;  38  USC  3103;  38  USC  3108; 
38  USC  5113;  38  USC  3681 
CFR  Citation:  38  CFR  21.282 
Legal  Deadline:  None 

Abstract:  This  document  proposes  to 
amend  the  vocational  rehabilitation  and 
employment  regulations  of  the 
Department  of  Veterans  Affairs 
concerning  effective  dates  of  induction 
into  a  rehabilitation  program,  including 
retroactive  induction.  The  proposed 
amendments  are  intended  to  reflect 
current  case  law  and  to  make  clarifying 
changes  that  are  nonsubstantive. 

Timetable:  _ 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Alvin  Bauman,  Senior 
Policy  Analyst,  Department  of  Veterans 
Affairs,  VR&E  (28),  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7435 
Email:  alvin.baumanl@vba.va.gov 

RIN:  2900-AM56 


2616.  •  SCHEDULE  FOR  RATING 
DISABILITIES;  THE  DIGESTIVE 
SYSTEM 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  38  USC  1155 

CFR  Citation:  38  CFR  4.110;  38  CFR 
4.111;  38  CFR  4.113;  38  CFR  4.114 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  is  proposing  to  amend  that 
portion  of  its  Schedule  for  Rating 
Disabilities  that  addresses  the  Digestive 
System  in  order  to  update  it  to  ensure 
that  it  uses  current  medical  terminology 
and  unambiguous  criteria,  and  that  it 
reflects  medical  advances  that  have 
occurred  since  the  last  review. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

may  a.  d .  ferrandino@vba.  va.  gov 

■  URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Maya  Ferrandino, 
Consultant,  Regulations  Staff,  C&P 
Service  (211D),  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM57 
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BOARD  OF  VETERANS  APPEALS 


2617.  SUPPLEMENTAL  STATEMENT 
OF  THE  CASE 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501(a):  38 
use  7105(d) 

CFR  Citation:  38  CFR  19.38;  38  CFR 
20.302;  38  CFR  20.303 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  amends  its  regulations 
regarding  the  time  limit  for  filing  a 
response  to  a  Supplemental  Statement 


of  the  Case.  We  will  change  the 
response  period  from  60  days  to  30 
days.  The  purpose  of  the  change  is  to 
improve  efficiency  in  the  appeals 
process  and  reduce  the  time  it  takes 
to  resolve  an  appeal,  while  still 
providing  an  appellant  with  a 
reasonable  period  of  time  to  respond 
to  a  Supplemental  Statement  of  the 
Case. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/26/07  72  FR  14056 

NPRM  Comment  05/25/07 

Period  End 

Final  Action  12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Ciovernment  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Steven  L.  Keller, 
Senior  Deputy  Vice  Chairman, 
Department  of  Veterans  Affairs,  Board 
of  Veterans  Appeals,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  565-5978 
Email:  steve.keller@va.gov 

RIN:  2900-AM49 


OFFICE  OF  THE  GENERAL  COUNSEL 


2618.  •  ACCREDITATION  OF  AGENTS 
AND  ATTORNEYS;  AGENT  AND 
ATTORNEY  FEES 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  38  USC 
5902;  38  USC  5903;  38  USC  5904;  PL 
109-461 

CFR  Citation:  38  CFR  1;  38  CFR 
14.626;  38  CFR  14.627;  38  CFR  14.629; 
38  CFR  14.630;  38  CFR  14.631;  38  CFR 
14.632;  38  CFR  14.633;  38  CFR  14.636; 
38  CFR  14.637;  38  CFR  19;  38  CFR  20 

Legal  Deadline:  None 
Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 
regulations  governing  the 
representation  of  claimants  for  veterans 


benefits  in  order  to  implement 
provisions  of  the  Veterans  Benefits, 
Health  Care,  and  Information 
Technology  Act  of  2006,  and  to 
reorganize  and  clarify  existing 
regulations.  The  proposed  regulation 
would  establish  the  procedures  and 
rules  necessary  for  VA  to  facilitate  the 
paid  representation  of  claimants  by 
accredited  agents  and  attorneys  after  a 
notice  of  disagreement  has  been  filed 
with  respect  to  a  case.  The  intended 
effect  of  these  regulations  is  to  fulfill 
Congress’  intent  by  expanding  the 
scope  of  paid  agent  and  attorney 
representation  while  ensuring  that 
claimants  for  veterans  benefits  have 
responsible  qualified  representation  in 
the  preparation,  presentation,  and 
prosecution  of  claims  for  veterans 
benefits. 


Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Michael  G. 
Daugherty,  Staff  Attorney,  Office  of 
General  Counsel  (022G2),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-6315 
Email:  mikeg.daugherty@va.gov 

RIN:  2900-AM62 


Department  of  Veterans  Affairs  (VA) 


Final  Rule  Stage 


VETERANS  HEALTH 
ADMINISTRATION 


2619.  GRANTS  TO  STATES  FOR 
CONSTRUCTION  AND  ACQUISITION 
OF  STATE  HOME  FACILITIES 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  38  USC 
1721 

CFR  Citation:  38  CFR  17.216;  38  CFR 
17.222 

Legal  Deadline:  None 


Abstract:  This  rule  amends  the 
Department  of  Veterans  Affairs 
regulations  concerning  State  homes.  VA 
provides  funds  to  States  for  projects  for 
the  construction,  acquisition,  or 
renovation  of  State  veterans  nursing 
homes  and  State  veterans  domiciliaries. 
This  rulemaking  requests  comments 
regarding  what  regulations  should  be 
established  with  respect  to  the 
priorities  for  awarding  State  home 
grants  for  construction,  acquisition,  or 
renovation. 


Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/26/01  66  FR  33845 

Interim  Final  Rule  08/27/01 

Comment  Period 
End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  State 

URL  For  Public  Comments: 

www.regulations.gov 

.Agency  Contact:  Frank  Salvas,  Chief, 
State  Home  Construction  Grant 
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Program,  Department  of  Veterans 
Affairs,  Veterans  Health 
Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  273-8534 

RIN:  2900-AJ43 


2620.  MEDICATION  PRESCRIBED  BY 
NON-VA  PHYSICIANS 

Priority:  Other  Significant 

Legal  Authority:  38  USC  1 706;  38  USC 
1710;  38  USC  1712(d):  38  USC  1721 

CFR  Citation:  38  CFR  17.96 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  is  amending  its  medical 
regulations  that  govern  the  provision  of 
medication  to  veterans  when  the 
medication  is  prescribed  by  non-VA 
physicians.  The  rule  provides  that,  in 
limited  circumstances,  VA  may  provide 
medication  prescribed  by  a  non-VA 
physician  to  veterans  enrolled  in  VA’s 
health-care  system  prior  to  July  25, 
2003,  if  the  veterans  have  requested  an 
initial  appointment  for  primary  care  in 
a  VA  health  care  facility  before  July  25, 
2003,  and  were  unable  to  obtain  an 
initial  appointment  for  primary  care 
within  30  days.  The  rule  establishes 
specific  requirements  that  veterans 
must  meet  to  receive  such  medication, 
and  it  establishes  limits  on  the  types 
and  quantities  of  medication  VA  may 
provide.  VA’s  intent  is  to  assist 
enrolled  veterans  who  have  requested 
primary  care  appointments  but  who 
have  not  been  able  to  obtain  one  within 
30  days. 

Timetable: 

Action  Date  FR  Cite 


interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


07/25/03  68  FR  43927 
07/25/03 

08/25/03 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Tony  Guagliardo, 
Director  of  Business  Policy,  Chief 
Business  Office  (163),  Department  of 
Veterans  Affairs,  Veterans  Health 


Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420^. 

Phone:  202  254-0384 

Virginia  Torrise,  Deputy  Chief 
Consultant  (119),  Department  of 
Veterans  Affairs,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  273-8427 
Email:  virginia.torris@hq.med.va.gov 

RIN:  2900-AL68 


2621.  GRANTS  FOR  THE  HIRING  AND 
RETENTION  OF  NURSES  IN  THE 
STATE  HOME  PROGRAM 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  38  USC  lOi;  38  USC 
501;  38  USC  1744 
CFR  Citation;  38  CFR  53 
Legal  Deadline:  None 

Abstract:  This  document  establishes  a 
new  part  to  set  forth  the  mechanism 
for  a  State  to  obtain  payments  from  VA 
to  assist  a  State  home  in  the  hiring  and 
retention  of  nurses  for  the  purpose  of 
reducing  nursing  shortages  at  that 
home.  This  implements  provisions  of 
the  Veterans  Health  Programs 
Improvement  Act  of  2004. 

Timetable; 

Action  Date  FR  Cite 

Interim  Final  Rule  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments; 

www.regulations.gov 

Agency  Contact:  Dr.  Christa  Hojlo, 
Acting  Chief,  State  Home  Per  Diem 
Crant  Program,  Department  of  Veterans 
Affairs,  Veterans  Health 
Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  273-8544 
Email:  christa.hojlo@va.gov 

RIN:  2900-AM26 


2622.  REASONABLE  CHARGES  FOR 
MEDICAL  CARE  OR  SERVICES 

Priority:  Other  Significant 

Legal  Authority:  38  USC  1729 
CFR  Citation:  38  CFR  17.101 
Legal  Deadline:  None 

Abstract:  This  document  amends  the 
regulations  regarding  VA’s  reasonable 


charges  methodologies  for  the  following 
purposes:  To  make  changes  to  current 
modifier  and  provider  discount  applied 
to  reasonable  charges;  streamline  the 
process  for  charge  development  so  as 
to  create  flexibility  for  the  provision  of 
national  charges  on  a  quarterly  basis; 
to  accommodate  the  additional 
language  required  to  describe  the 
development  of  charges  for  new 
Inpatient  DRCs  and  Outpatient 
CPT/HCPCS  codes;  and  to  further 
clarify  the  use  of  our  no  charge 
algorithm  (NCA). 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/13/07  72  FR  6696 

NPRM  Comment  03/15/07 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Romona  D.  Creene, 
Manager,  Rates  and  Charges, 
Department  of  Veterans  Affairs,  810 
Vermont  Avenue  NW,  Department  168, 
Washington,  DC  20420 
Phone:  202  254-0361 
Fax:  202  254-0395 

Email:  romona.greene@hq.med.va.gov 
Related  RIN:  Related  to  2900-AL06 
RIN:  2900-AM35  ’ 


2623.  •  ELIMINATION  OF  COPAYMENT 

FOR  WEIGHT  MANAGEMENT 

COUNSELING 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  38  USC 

1721 

CFR  Citation:  38  CFR  17.108 
Legal  Deadline:  None 
Abstract:  This  interim  final  rule 
amends  the  Department  of  Veterans 
Affairs  (VA)  medical  regulations 
concerning  copayment  for  inpatient 
hospital  care  and  outpatient  medical 
care.  More  specifically,  this  rule 
designates  weight  management 
counseling  (individual  and  group 
sessions)  as  a  service  that  is  not  subject 
to  copayment  requirements.  The 
intended  effect  of  this  interim  final  rule 
is  to  increase  participation  in  weight 
management  counseling  by  removing 
the  copayment  barrier. 
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Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Eileen  Downey,  Chief 
Business  Office  (161),  Department  of 
Veterans  Affairs,  Veterans  Health 
Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  254-0347 

RIN:  2900-AM59 


2624.  •  DISCLOSURE  OF 
INFORMATION  TO  PROCUREMENT 
ORGANIZATIONS 
Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  42  USC 
1138(a);  PL  109-461 

CFR  Citation:  38  CFR  1.460;  38  CFR 
1.485a  (new);  38  CFR  1.514b  (new) 
Legal  Deadline:  Other,  Statutory,  June 
20,  2007,  Implementation  180-days 
from  12/22/2006  when  law  enacted. 

Abstract:  This  document  amends  the 
Department  of  Veterans  Affairs  (VA) 
regulations  to  implement  certain 
provisions  of  the  Veterans  Benefits, 
Health  Care,  and  Information 
Technology  Act  of  2006.  The  regulatory 
changes  will  allow  VA  to  honor 
veterans’  wishes  to  be  an  organ  donor 
by  providing  authority  for  VA  to 
provide  procurement  organizations 
(organ  procurement,  eye  banks  and 
tissue  banks)  with  VA  medical  records 


of  such  veterans  to  determine  their 
suitability  for  donation  under  a  VA- 
approved  agreement. 

Timetable: 

Action  Date  FR  Cite 

interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Stephania  H.  Putt 
RHIA,  Veterans  Health  Administration 
Privacy  Officer,  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  727  320-1839 
Fax:  727  319-1016 
Email:  stephania.putt@va.gov 

RIN:  2900-AM65 


VETERANS  BENEFITS 
ADMINISTRATION 


2625.  SCHEDULE  FOR  RATING 
DISABILITIES— THE  EYE 
Priority:  Other  Significant 
Legal  Authority:  38  USC  1155 
CFR  Citation:  38  CFR  4.75 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  is  amending  that  portion 
of  its  Schedule  for  Rating  Disabilities 
that  addresses  disabilities  of  the  eye. 

The  intended  effect  of  this  action  is  to 
update  this  portion  of  the  rating 
schedule  to  ensure  that  it  uses  current 
medical  terminology  and  unambiguous 
criteria  and  that  it  reflects  medical 
advances  that  have  occurred  since  the 
last  review. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/11/99  64  FR  25246' 

NPRM  Comment  07/12/99 

,  Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 


Agency  Contact:  Maya  Ferrandino, 
Consultant,  Regulations  Staff,  C&P 
Service  (21  ID),  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AH43 


2626.  VETERANS  EDUCATION: 
INCORPORATION  OF 
MISCELLANEOUS  STATUTORY 
PROVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  3511;  38  USC 
3512;  38  USC  3540;  38  USC  3543;  38 
USC  3672;  38  USC  3675;  38  USC 
3680A:  38  USC  3011(c) 

CFR  Citation:  38  CFR  21.3045;  38  CFR 
21.3046;  38  CFR  21.3104;  38  CFR 
21.3300;  38  CFR  21.3301;  38  CFR 
21.3302;  38  CFR  21.3303;  38  CFR 
21.3305;  38  CFR  21.3306 

Legal  Deadline:  None 

Abstract:  Final  regulations 
implementing  some  of  the  provisions  in 
the  Veterans  Education  and  Benefits 
Expansion  Act  of  2001  and  also 
implementing  provisions  of  Veterans 
Benefits  Act  of  2003  and  Veterans 
Benefits,  Health  Care,  and  Information 
Technology  Act  of  2006.  The  provisions 
are:  Restoring  benefits  for  individuals 


ordered  to  active  duty  on  or  after 
September  11,  2001;  an  additional 
opportunity  for  Vietnam  Era  Veterans 
to  qualify  for  benefits  under  the 
Montgomery  GI  Bill  program; 
establishing  an  ending  date  to  the 
eligibility  period  for  spouses  under  the 
Survivors’  and  Dependents’  Educational 
Assistance  program;  expanding  special 
restorative  training  benefits  to  include 
certain  disabled  spouses  and  surviving 
disabled  spouses;  allowing  payment  of 
education  benefits  for  distance  learning 
courses  that  are  part  of  a  certificate 
program  offered  by  institutions  of 
higher  learning;  and  increasing  the 
amount  of  scholarship  funds  someone 
in  a  Senior  Reserve  Officer  Training 
Corps  program  can  receive  and  remain 
eligible  under  the  Montgomery  GI  Bill. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Lynn  M.  Nelson, 
Education  Advisor  (225C),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7294 
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Fax:  202  275-2636 

Email:  lynn.nelson@vba.va.gov 

RIN:  2900-AL28 


2627.  ADMINISTRATION  OF  VA 
EDUCATION  BENEFITS— 
CENTRALIZED  CERTIFICATION 

Priority:  Other  Significant 

Legal  Authority:  38  USC  3672;  38  USC 

3675;  38  USC  3676 

CFR  Citation:  38  CFR  21.4266 

Legal  Deadline:  None 

Abstract:  This  document  amends 
Department  of  Veterans  Affairs  (VA) 
rules  governing  certification  of 
enrollment  in  approved  courses  for  the 
training  of  veterans  and  other  eligible 
persons  under  education  benefit 
programs  VA  administers. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

06/30/03 

68  FR  38657 

NPRM  Comment 

09/29/03 

Period  End 

NPRM  Withdrawn 

02/22/06 

71  FR  9052 

Second  NPRM 

02/22/06 

71  FR  9052 

Second  NPRM 

04/22/06 

Comment  Period 

End 

Final  Action 

06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Lynn  M.  Nelson, 
Education  Advisor  {225C),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-7294 
Fax:  202  275-2636 
Email:  lynn.nelson@vba.va.gov 
RIN:  2900-AL43 


2628.  LOAN  GUARANTY;  LOAN 
SERVICING  AND  CLAIMS 
PROCEDURES  MODIFICATION 

Priority:  Other  Significant 
Legal  Authority:  38  USC  501;  38  USC 
3720;  38  USC  3732:  38  USC  3736 
CFR  Citation:  38  CFR  36.4301;  38  CFR 
36.4306a;  38  CFR  36.4311;  38  CFR 
36.4313  to  4321;  38  CFR  36.4324  to 
4325;  38  CFR  36.4330;  38  CFR 
36.4344a;  38  CFR  36.4346 

Legal  Deadline:  None 


Abstract:  The  Department  of  Veterans 
Affairs  is  amending  its  loan  guaranty 
regulations  pertaining  to  the  servicing 
and  liquidation  of  guaranteed  housing 
loans  in  default  and  submitting  of 
guaranty  claims  by  loan  holders.  These 
changes  regarding  loan  servicing  and 
claims  procedures  reflect  changes  in 
the  servicing  of  VA  loans  and  are 
necessary  to  implement  new  servicing 
and  claims  procedures. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

02/18/05 

70  FR  8472 

NPRM  Comment 

04/19/05 

Period  End 

NPRM  Comment 

11/27/06 

71  FR  68498 

Period  Reopened 

Comment  Period  End 

12/11/06 

Final  Action 

12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  VA  published 
in  the  Federal  Register  on  11/27/06  (71 
FR  68498)  a  supplemental  notice 
reopening  the  comment  period  of  the 
proposed  rulemaking  that  published  on 
February  18,  2005  (70  FR  8472).  It 
provided  specific  information  regarding 
the  computer-based  system  that  VA 
plans  to  implement  as  part  of  the  loan 
servicing  and  claims  procedure 
modifications  in  this  rulemaking.  The 
comment  period  was  reopened  for  the 
limited  purpose  of  accepting  public 
comments  concerning  the  supplemental 
notice. 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Mike  Frueh,  Assistant 
Director  for  Loan  Management  (261), 
Department  of  Veterans  Affairs. 
Veterans  Benefits  Administration,  1800 
G  Street  NW,  Washington,  DC  20420 
Phone:  202  273-7325 
Email:  mike.frueh@vba.va.gov 

RIN:  2900-AL65 


2629.  NOTICE  AND  ASSISTANCE 

REQUIREMENTS 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501(a);  38 

USC  5103;  38  USC  5103A 

CFR  Citation:  38  CFR  3.159 

Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  revise  the 


regulations  governing  VA’s  duty  to 
provide  a  claimant  with  notice  of  the 
information  and  evidence  necessary  to 
substantiate  a  claim  as  required  under 
38  U.S.C.  5103(a).  The  purpose  of  these 
proposed  changes  is  to  clarify  when 
VA’s  duty  to  notify  a  claimant  of  how 
to  substantiate  a  claim  for  benefits 
arises  under  38  U.S.C.  5103(a),  the 
responsibilities  of  claimants  to 
substantiate  a  claim,  and  the  effect  of 
various  actions  of  the  parties  relating 
to  substantiating  a  claim. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/31/06  71  FR  63732 

NPRM  Comment  01/02/07 

Period  End 

Final'Action  1 0/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Maya  Ferrandino, 
Consultant,  Regulations  Staff,  C&P 
Service  (211D),  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 
RIN:  2900-AM17 


2630.  DEPARTMENT  OF  VETERANS 
AFFAIRS  IMPLEMENTATION  OF  OMB 
GUIDANCE  ON  NONPROCUREMENT 
DEBARMENT  AND  SUSPENSION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  38  USC  501 
CFR  Citation:  2  CFR  801:  38  CFR  44 
Legal  Deadline:  None 

Abstract:  Tbe  Department  of  Veterans 
Affairs  (VA)  is  issuing  a  part  801  on 
nonprocurement  debarment  and 
suspension  in  2  CFR  as  one  of  a  set 
of  related  actions  by  the  Office  of 
Management  and  Budget  (OMB)  and 
Federal  agencies.  This  part  is  the 
Department  of  Veterans  Affairs 
implementation  of  the  Office  of 
Management  and  Budget  (OMB) 
guidance  on  nonprocurement  and 
suspension.  The  Department  of 
Veterans  Affairs  is  removing  38  CFR 
part  44,  the  part  containing  V'A’s 
implementation  of  the  Governmentwide 
common  rule  on  nonprocurement 
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debarment  and  suspension.  The  new 
part  in  2  CFR  will  serve  the  same 
purpose  as  the  common  rule  in  a 
simpler  way.  This  regulatory  action  is 
an  administrative  simplification  that  is 
not  making  any  substantive  changes  to 
VA’s  policy  or  procedures  for 
nonprocurement  debarment  and 
suspension. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

william.white@vba.va.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  William  White, 

Acting  Assistant  Director  for  Policy  and 
Valuation  (262),  Department  of 
Veterans  Affairs,  Veterans  Benefits 
Administration,  810  Vermont  Avenue 
NW,  Washington,  DC  20420 
Phone:  202  273-7368 
Fax;  202  275-3523 
Email:  william. w'hite@vba. va.gov 

RIN:  2900-AM44 


2631.  INCREASE  IN  RATES  PAYABLE 
UNDER  THE  MONTGOMERY  Gl  BILL- 
ACTIVE  DUTY  AND  OTHER 
MISCELLANEOUS  ISSUES 

Priority:  Info./Admin./Other 

Legal  Authority:  38  USC  3015(h);  38 
use  3687;  PL  108-454 

CFR  Citation:  38  CFR  21.4138  ;  38  CFR 
21.7076;  38  CFR  21.7136;  38  CFR 
21.7137;  38  CFR  21.7140 

Legal  Deadline:  None 

Abstract:  To  amend  VA  regulations  to 
include  statutory  increases  in  the  basic 
monthly  rates  payable  to  veterans  and 
servicepersons  under  the  Montgomery 
GI  Bill — Active  Duty  Educational 
Assistance  Program,  to  include  the 
formula  provided  in  the  Veterans 
*Benefits  Improvement  Act  of  2004  for 
calculating  entitlement  charge  for 
certain  on-job  programs  after  September 
2005,  and  to  change  the  delegation  of 
authority  for  the  continuation  of 
benefits  during  periods  in  which 
school(s)  is/are  closed  due  to 
emergency  situations. 


Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Brandye  R.  Kidd, 
Management  and  Program  Analyst, 
Department  of  Veterans  Affairs,  (225C), 
810  Vermont  Avenue  NW,  Washington, 
DC  20420 

Phone:  202  273-7420 

Fax:  202  275-2636 

Email:  brandye.kidd@vba.va.gov 

RIN:  2900-AM45 


2632.  EXTENSION  OF  THE 
PRESUMPTIVE  PERIOD  FOR 
COMPENSATION  FOR  GULF  WAR 
VETERANS 

Priority:  Other  Significant 

Legal  Authority;  38  USC  118;  38  USC 

117 

CFR  Citation:  38  CFR  3.317 
Legal  Deadline:  None 
Abstract:  The  Department  of  Veterans 
Affairs  (VA)  is  issuing  this  interim  final 
rule  to  amend  its  adjudication 
regulations  regarding  compensation  for 
disabilities  resulting  from  undiagnosed 
illnesses  suffered  by  veterans  who 
served  in  the  Persian  Gulf  War.  This 
amendment  is  necessary  to  extend  the 
presumptive  period  for  qualifying 
chronic  disabilities  resulting  from 
undiagnosed  illnesses  that  must 
become  manifest  to  a  compensable 
degree  in  order  that  entitlement  for 
compensation  be  established.  The 
intended  effect  of  this  amendment  is 
to  provide  consistency  in  VA 
adjudication  policy  and  preserve 
certain  rights  afforded  to  Persian  Gulf 
War  veterans  and  ensure  fairness  for 
current  and  future  Persian  Gulf  War 
veterans. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  12/18/06  71  FR  75669 

Interim  Final  Rule  02/16/07 

Comment  Period 
End 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

rhonda.ford@vba.gov 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Rhonda  F.  Ford, 

Consultant,  Department  of  Veterans 

Affairs,  810  Vermont  Avenue  NW, 

Washington,  DC  20420 

Phone:  202  273-7210 

Fax:  202  275-1728 

Email:  rhonda.ford@vba.va.gov 

RIN:  2900-AM47 


2633.  INCREASE  IN  RATES  PAYABLE 
UNDER  THE  MONTGOMERY  Gl 
BILL-SELECTED  RESERVE  AND 
OTHER  MISCELLANEOUS  ISSUES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  10  USC  16131 

CFR  Citation:  38  CFR  21.7636;  38  CFR 
21.7640 

Legal  Deadline:  None 

Abstract:  The  document  amends 
Department  of  Veterans  Affairs  (VA) 
regulations  to  show  the  following:  An 
increase  in  the  monthly  rates  of  ba%ic 
educational  assistance  payable  under 
the  Montgomery  GI  Bill-Selected 
Reserve  (MGIB-SR)  program  for  fiscal 
years  2005  and  2006  in  accordance 
with  statutory  requirements:  an 
increase  in  the  percentage  payable  to 
reservists  pursuing  apprenticeship  or 
other  on-the-job  training  in  accordance 
with  the  Veterans  Benefits  Act  of  2004; 
and  changes  to  education  break  pay 
regulations  that  remove  obsolete 
provisions. 

Timetable; 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Brandye  R.  Kidd, 
Management  and  Program  Analyst, 
Department  of  Veterans  Affairs,  (225C), 
810  Vermont  Avenue  NW,  Washington, 
DC  20420 

Phone:  202  273-7420 

Fax:  202  275-2636 

Email:  brandye.kidd@vba.va.gov 

RIN:  2900-AM50 
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OFFICE  OF  ACQUISITION  AND 
MATERIEL  MANAGEMENT 


2634.  DEPARTMENT  OF  VETERANS 
AFFAIRS  ACQUISITION 
REGULATIONS  PLAIN  LANGUAGE 
REWRITE 

Priority:  Other  Significant 

Legal  Authority:  38  USC  501;  40  USC 
121(c  ):  38  USC  8153 
CFR  Citation:  48  CFR  8 
Legal  Deadline:  None 
Abstract:  This  rulemaking  action 
amends  the  Department  of  Veterans 


Affairs  acquisition  regulation  to  update 
position  titles,  to  remove  obsolete  or 
duplicative  material,  to  delegate 
authority,  and  to  make  plain  language 
revisions  to  the  text.  In  addition,  the 
rule  updates  material  to  correspond  to 
the  requirements  of  the  Federal 
Acquisition  Regulation  (FAR)  and 
provides  agency  procedures  for 
compliance  with  FAR  requirements. 
Timetable: 

Action  Date  FR  Cite 

f^RM  ~~  "oT/I^OeTTFR ^2^ 

NPRM  Comment  03/14/06 

Period  End 

Final  Action  12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected;  None 

URL  For  Public  Comments: 

ww’w.regulations.gov 

Agency  Contact:  Barbara  Latvanas, 
Procurement  Analyst,  Office  of 
Acquisition  &  Materiel  Management 
(049A5A),  Department  of  Veterans 
Affairs,  810  Vermont  Avenue  NW, 
Washington,  DC  20420 
Phone:  202  273-7808 

RIN:  2900-AK78 


NATIONAL  CEMETERY  SYSTEM 


2635.  •  HEADSTONE  AND  MARKER 
APPLICATION  PROCESS 
Priority:  Other  Significant 
Legal  Authority:  38  USC  501;  38  USC 
2404 

CFR  Citation:  38  CFR  38.632 
Legai  Deadline:  None 
Abstract:  The  Department  of  Veterans 
Affairs  (VA)  proposes  to  amend  its 
regulations  concerning  headstones  and 
markers  furnished  by  the  Government 
through  the  National  Cemetery 
Administration  (NCA)  headstone  and 
marker  program.  The  proposed 


amendments  are  necessary  to  update 
ordering  procedures  for  headstones  and 
markers  and  to  provide  instructions  for 
requesting  the  addition  of  a  new 
emblem  of  belief  to  VA’s  list  of 
emblems  of  belief  available  for 
inscription  on  Government-furnished 
headstones  and  markers.  The  proposed 
amendments  would  also  establish 
criteria  to  guide  VA’s  decisions  on 
requests  to  add  new  emblems  of  belief 
to  the  list. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/19/07  72  FR  2480 


Action  Date  FR  Cite 

NPRM  Comment  03/20/07 

Period  End 

Final  Action  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lindee  Lenox, 
Department  of  Veterans  Affairs, 
National  Cemetery  Administration,  810 
Vermont  Avenue  NW,  Washington,  DC 
20420 

Phone:  202  501-3100 
Email:  Iindee.lenox@va.gov 

RIN:  2900-AM53 


OFFICE  OF  THE  GENERAL  COUNSEL 


2636.  ACCREDITATION  OF  SERVICE 
ORGANIZATION  REPRESENTATIVES 

Priority:  Other  Significant 

Legal  Authority:  5  USC  301;  28  USC 
2671  to  2680;  38  USC  501(a),  512;  38 
USC  515,  5502;  38  USC  5902  to  5905; 
28  CFR  14;  28  CFR  14,  appendix 

CFR  Citation;  38  CFR  14.629,  14.633 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  (VA)  is  amending  its  regulations 
governing  accreditation  of  service 
organization  representatives  of 
claimants  for  veterans’  benefits.  These 
changes  will  require  that  recognized 
organizations  periodically  recertify  the 
qualifications  of  accredited 
repre.sentatives,  and  require  that  VA  is 


notified  when  a  recognized 
organization  requests  cancellation  of  a 
representative’s  accreditation  based 
upon  misconduct  or  lack  of 
competence,  or  if  a  representative 
resigns  to  avoid  cancellation  of 
accreditation  for  misconduct  or  lack  of 
competence.  These  changes  will  also 
require  that  accredited  claims  agents 
periodically  reestablish  their  good 
character  and  reputation  and 
qualifications  to  assist  claimants  for  VA 
benefits.  We  will  also  clarify  that  the 
authority  to  cancel  accreditation 
includes  the  authority  to  suspend 
accreditation  for  a  period  of  time.  The 
purpose  of  these  changes  is  to  ensure 
that  claimants  for  veterans’  benefits 
have  responsible,  qualified 
representation  in  the  preparation, 
presentation,  and  prosecution  of  claims. 


Timetable: 

Action  Date  FR  Cite 

NPRM  1^23/05  70  FR  76221 

NPRM  Comment  02/21/06 

Period  End 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact;  Michael  G. 
Daugherty,  Staff  Attorney,  Office  of 
General  Counsel  (022G2),  Department 
of  Veterans  Affairs,  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone:  202  273-6315 
Email:  mikeg.daugherty@va.gov 

RIN:  2900-AM29 
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Final  Rule  Stage 


INFORMATION  AND  TECHNOLGY 


2637.  •  DATA  BREACHES 

Priority:  Other  Significant.  Major  status 
under  5  DSC  801  is  undetermined. 

Legal  Authority:  38  USC  501;  38  USC 
5724;  38  USC  5727;  38  USC  7906;  PL 
109^61 

CFR  Citation;  38  CFR  75 

Legal  Deadline:  Other,  Statutory,  June 
20,  2007,  Implementation  of  certain 
provisions  of  title  IX  of  the  Veterans 
Benefits,  Health  Care,  and  Information 
Technology  Act  2006  (Puh.  L.  109-461). 


Abstract:  This  document  establishes 
regulations  to  address  Data  Breaches 
regarding  sensitive  personal 
information  that  is  processed  or 
maintained  by  the  Department  of 
Veterans  Affairs.  The  regulations 
implement  certain  provisions  of  title  IX 
of  the  Veterans  Benefits,  Health  Care, 
and  Information  Technology  Act  of 
2006  {Pub.  L.  109-461). 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


/ 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Terry  Simmons, 
Information  Technology  Specialist, 
Department  of  Veterans  Affairs,  810 
Vermont  Avenue  NW,  Washington,  DC 
20420 

Phone:  202  273-6870 
Email:  terry.simmonsl@va.gov 

RIN:  2900-AM63 


PROGRAM  COORDINATION  AND 
EVALUATION 


2638.  •  TRANSFER  OF  FUNCTIONS—, 
DELEGATION  OF  AUTHORITY 

Priority:  Info./Admin./Other 

Legal  Authority:  38  USC  512 
CFR  Citation:  38  CFR  2.6(j) 

Legal  Deadline:  None 

Abstract:  This  document  amends  the 
Department  of  Veterans  Affairs  (VA) 
delegation  regulation  that  authorizes  a 
VA  official  to  take  final  action  on 
complaints  of  employment 
discrimination  when  the  Office  of 


Employment  Discrimination  Complaint 
Adjudication  recuses  itself  due  to  a 
conflict  of  interest.  The  amendment 
reflects  that  the  Secretary’s  delegation 
of  authority  to  take  such  action  is 
transferred  from  the  Chairman,  Board 
of  Contract  Appeals  to  the  Chairman, 
Board  of  Veterans  Appeals,  and 
clarifies  that  such  authority  includes 
the  awarding  of  remedial  relief  in  cases 
where  there  has  been  a  finding  of 
discrimination. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

URL  For  More  Information: 

Charles .  delobe@va  .gov 

URL  For  Public  Comments: 

regulations.gov 

Agency  Contact:  Chuck  Delobe, 

Deputy  Assistant  General  (024B),  Office 

of  General  Counsel,  Department  of 

Veterans  Affairs,  810  Vermont  Avenue 

NW,  Washington,  DC  20420 

Phone:  202  254-0063 

Fax:  202  254-0159 

Email:  chuck.delobe@va.gov 

RIN:  2900-AM61 


Department  of  Veterans  Affairs  (VA)  Long-Term  Actions 


VETERANS  HEALTH 
ADMINISTRATION 


Timetable: 

Action  Date  FR  Cite 


2639.  ENROLLMENT— PROVISION  OF 
HOSPITAL  AND  OUTPATIENT  CARE 
TO  VETERANS— SUBPRIORITIES  OF 
PRIORITY  CATEGORIES  7  AND  8  AND 
ENROLLMENT  LEVEL  DECISION 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

CFR  Citation:  38  CFR  17.36 


Interim  Final  Rule 
Interim  Final  Rule 
Effective 

Interim  Final  Rule 
Comment  Period 
End 

Final  Action 


01/17/03  68  FR  2670 
01/17/03 

03/18/03 

To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 


Government  Levels  Affected:  None 

Agency  Contact:  Patti  Barnett 
Phone:  202  273-8927 

RIN:  2900-AL51 
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Long-Term  Actions 


VETERANS  BENEFITS 
ADMINISTRATION 


2640.  SERVICE  REQUIREMENTS  FOR 
VETERANS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 


NPRM  01/30/04  69  FR  4820 

NPRM  Comment  03/30/04 

Period  End 

Final  Action  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

RIN:  2900-AL67 

2641.  PRESUMPTIONS  OF  SERVICE 
CONNECTION  FOR  CERTAIN 
DISABILITIES  AND  RELATED 
MATTERS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


NPRM  Comment 
Period  End 
Final  Action 


10/00/08 


07/27/04  69  FR  44614 
09/27/04 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

RIN:  2900-AL70 

2642.  ACCRUED  BENEFITS,  DEATH 
COMPENSATION,  AND  SPECIAL 
RULES  APPLICABLE  UPON  DEATH 
OF  A  BENEFICIARY 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/01/04  69  FR  59072 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL71 

2643.  BENERTS  FOR  CERTAIN 
FILIPINO  VETERANS  AND 
SURVIVORS 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3;  38  CFR  5; 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


06/30/06  71  FR  37789 
08/29/06  71  FR  37790 

10/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.g0v 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL76 


2644.  DUTIES  OF  VA;  RIGHTS  AND 
RESPONSIBILITIES  OF  CLAIMANTS 
AND  BENEFICIARIES 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


05/10/05  70  FR  24680 
07/11/05 

10/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  William  F.  Russo 


Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL82 

2645.  ELECTIONS  OF  IMPROVED 
PENSION;  OLD-LAW  AND  SECTION 
306  PENSION 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 


NPRM  12/27/04  69  FR  77588 

NPRM  Comment  02/25/05 

Period  End 

Final  Action  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL83 


2646.  GENERAL  PROVISIONS 
Priority:  Other  Significant 
CFR  Citation:  38  CFR  3;  38  CFR  5 

Timetable: 


NPRM  03/31/06  71  FR  16464 

NPRM  Comment  05/30/06 

Period  End 

Final  Action  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL87 


2647.  DEPENDENCY  AND  INDEMNITY 
COMPENSATION  BENEFITS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  5 
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Long-Term  Actions 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/21/05  70  FR  61 325 

NPRM  Comment  12/20/05 

Period  End 

Final  Action  1 0/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AL89 

2648.  DEPENDENTS  AND  SURVIVORS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  3;  38  CFR  5 


Timetable: 

Action  Date  FR  Cite 

NPRM  09/20/06  71  FR  55051 

NPRM  Comment  11/20/06 

Period  End 

Final  Action  1 0/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 

RIN:  2900-AL94 


2649.  MATTERS  AFFECTING  THE 
RECEIPT  OF  BENEFITS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  3;  38  CFR  5;  38 
CFR  6.22;  38  CFR  8.34 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/31/06  71  FR  31055 

NPRM  Comment  07/31/06 
Period  End 

Final  Action  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  F.  Russo 
Phone:  202  273-9515 
Email:  bill.russo@va.gov 

Related  RIN:  Related  to  2900-AL67 
RIN:  2900-AM05 


Department  of  Veterans  Affairs  (VA)  Completed  Actions 


2650.  INFORMED  CONSENT- 
EXTENSION  OF  TIME  PERIOD  AND 
MODIFICATION  OF  WITNESS 
REQUIREMENT  FOR  SIGNATURE 
CONSENT 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  17.32 
Completed: 

Reason  Date  FR  Cite 

Final  Action  11/30/06  71  FR  68739 

Final  Action  Effective  12/28/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Ruth  Cecire 
Phone:  202  501-2012 
Fax:  202  501-2238 
Email:  ruth.cecire@va.gov 

Related  RIN:  Related  to  2900-AM21 
RIN:  2900-AM19 


2651.  INFORMED  CONSENT- 
DESIGNATE  HEALTH  CARE 
PROFESSIONALS  TO  OBTAIN 
INFORMED  CONSENT 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  17.32 


Completed: 

Reason  Date  FR  Cite 

Final  Action  03/08/07  72  FR  10365 

Final  Action  Effective  04/09,^07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None. 

Agency  Contact:  Ruth  Cecire 
Phone:  202  501-2012 
Fax:  202  501-2238 
Email:  ruth.cecire@va.gov 

Related  RIN:  Related  to  2900-AM19 
RIN:  2900-AM21 


2652.  GRANTS  TO  STATES  FOR 
CONSTRUCTION  OR  ACQUISITION  OF 
STATE  HOME  FACILITIES 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  59.50 
Completed: 

Reason  Date  FR  Cite 

Interim  Final  Rule  10/10/06  71  FR  46103 

Comment  Period 
End 

Final  Action  02/14/07  72  FR  6959 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Agency  Contact:  Frank  Salvas 
Phone:  202  273-8534 

RIN:  2900-AM42 


2653.  CIVILIAN  HEALTH  AND 
MEDICAL  PROGRAM  OF  THE 
DEPARTMENT  OF  VETERANS 
AFFAIRS  (CHAMPV A)— QUALIFYING 
EVENT  DATE  AND  DUAL  ELIGIBILITY 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  17.271 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  01/09/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Richard  Trabert 

Phone:  303  331-7549 

Email:  richard.trabert@med.va.gov 

RIN:  2900-AM43 
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Completed  Actions 


2654.  FILIPINO  VETERANS’  BENEFIT 

IMPROVEMENTS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  3.8;  38  CFR  3.10; 
38  CFR  3.1600 

Completed: 

Reason  Date  FR  Cite 

Final  Action  01/03/07  72FR8 

Final  Action  Effective  01/03/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maya  Ferrandino 

Phone:  202  273-7210 

Fax:  202  275-1728 

Emai  1 :  maya. d . ferandino@vba. va .gov 

Related  RIN:  Related  to  2900-AL76 
RIN:  2900-AK65 


2655.  VETERANS  AND  DEPENDENTS 
EDUCATION:  TOPPING-UP  TUITION 
ASSISTANCE;  LICENSING  AND 
CERTIFICATION  TESTS;  DUTY  TO 
ASSIST  EDUCATION  CLAIMANTS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  21.1029  to 

21.1033:  38  CFR  21.4005;  38  CFR 

21.4008;  38  CFR  21.4009;  38  CFR 

21.4146 

Completed: 

Reason  Date  FR  Cite 

Final  Action  04/05/07  72  FR  16962 

Final  Action  Effective  05/07/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Lynn  M.  Nelson 
Phone:202  273-7294 
Fax:  202  275-2636 
Email:  lynn.nelson@vba.va.gov 
RIN:  2900-AK80 


2656.  SCHEDULE  FOR  RATING 
DISABILITIES;  EVALUATION  OF 
MULTIPLE  SCARS 
Priority:  Substantive,  Nonsigniflcant 
CFR  Citation:  38  CFR  4.118 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  12/29/06  71  FR  78391 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Rhonda  F.  Ford 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  rhonda.ford@vba.va.gov 

RIN:  2900-AL32 


2657.  VOCATIONAL  REHABILITATION 
AND  EMPLOYMENT  PROGRAM- 
STATUTORY  AMENDMENTS,  U.S. 
COURT  OF  APPEALS  FOR  VETERANS 
CLAIMS  DECISIONS,  POLICY 
REVISIONS,  AND  READER-FOCUSED 
PLAIN  ENGLISH  REGULATIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  21,  subpart  A 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  10/24/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Catherine  Kruger 
Phone:  202  273-7344 

RIN:  2900-AL78 


2658.  LOAN  GUARANTY: 
AMENDMENTS  TO  HYBRID 
ADJUSTABLE  RATE  MORTGAGES 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  36.4311(d) 

Completed: 

Reason  Date  FR  Cite 


Withdrawn  12/22/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  White 
Phone:  202  273-7368 
Fax:  202  275-3523 
Email:  william.white@vba.va.gov 

RIN:  2900-AL92 


2659.  TRANSFER  OF  MONTGOMERY 
Gl  BILL— ACTIVE  DUTY  ENTITLEMENT 
TO  DEPENDENTS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  21.7020;  38  CFR 
21.7050;  38  CFR  21.7080;  38  CFR 
21.7131;  38  CFR  21.7135;  38  CFR 


21.7136;  38  CFR  21.7137;  38  CFR 
21.7139 

Completed: 

Reason  Date  FR  Cite 

Final  Action  12/18/06  71  FR  75672 

Final  Action  Effective  12/18/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Lynn  M.  Nelson 
Phone:  202  273-7294 
Fax:  202  275-2636 
Email:  lynn.nelson@vba.va.gov 

RIN:  2900-AM12 


2660.  PHASE-IN  OF  FULL 
CONCURRENT  RECEIPT  OF  MILITARY 
RETIRED  PAY  AND  VETERANS 
DISABILITY  COMPENSATION  FOR 
CERTAIN  MILITARY  RETIREES 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3.750 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 1  /20/06  71  FR  67059 

Final  Action  Effective  1 1  /20/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maya  Ferrandino 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM13 


2661.  VOCATIONAL  REHABILITATION 
AND  EMPLOYMENT  PROGRAM- 
INITIAL  EVALUATIONS 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  21.50;  38  CFR 
21.51;  38  CFR  21.52;  38  CFR  21.8032 

Completed: 

Reason  Date  FR  Cite 

Final  Action  03/26/07  72  FR  14041 

Final  Action  Effective  04/25/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Alvin  Bauman 
Phone:  202  273-7435 
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Completed  Actions  j 


Email:  alvin.baumanl@vba.va.gov 
RIN:  2900-AM25 


2662.  ACCRUED  BENERTS 
Priority:  Other  Significant 
CFR  Citation:  38  CFR  3.1000 

Completed: 

Reason  Date  FR  Cite 

Final  Action  12/29/06  71  FR  78368 

Final  Action  Effective  01/29/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maya  Ferrandino 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM28 


2663.  LOAN  GUARANTY:  FEES  AND 
CHARGES 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  36.4312 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  10/16/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  William  White 
Phone:  202  273-7368 
Fax:  202  275-3523 
Email:  william.white@vba.va.gov 
RIN:  2900-AM33 


2664.  TRAUMATIC  INJURY 
PROTECTION  RIDER  TO 
SERVICEMEMBERS’  GROUP  LIFE 
INSURANCE 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

CFR  Citation:  38  CFR  9.20 
Pompleted: 

Reason  Date  FR  Cite 

Final  Action  03/08/07  72  FR  10362 

Final  Action  Effective  03/08/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Gregory  C.  Hosmer 
Phone:  215  842-2000 
Fax:  215  381-3502 
Email:  gregory.hosmer@vba.va.gov 

RIN:  2900-AM36 


2665.  HOME  SCHOOLING  AND 
EDUCATIONAL  INSTITUTION 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3.57 
Completed: 

Reason  Date  FR  Cite 

Final  Action  02/14/07  72  FR  6958 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maya  Ferrandino 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM37 


2666.  VOCATIONAL  REHABILITATION 
AND  EMPLOYMENT  PROGRAM- 
ENTITLEMENT  AND  TERMINATION  OF 
ENTITLEMENT 

Priority:  Other  Significant 

CFR  Citation:  38  CFR  21.40;  38  CFR 
21.48 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  10/04/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Catherine  Kruger 
Phone:  202  273-7344 

RIN:  2900-AM41 


2667.  CLAIMS  FOR  DISABILITY 
BENEFITS 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  3.151 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  01/26/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 


Agency  Contact:  Maya  Ferrandino 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM46 


2668.  VOCATIONAL  REHABILITATION 
AND  EMPLOYMENT  PROGRAM— 
REDETERMINATIONS  REGARDING 
VOCATIONAL  REHABILITATION 
BENEFITS  AND  SERVICES 

Priority:  Other  Significant 
CFR  Citation:  38  CFR  21.58 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  03/23/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Alvin  Bauman 

Phone:  202  273-7435 

Email:  alvin.baumanl@vba.va.gov 

RIN:  2900-AM51 


2669.  PROCEDURAL  DUE  PROCESS 
Priority:  Other  Significant 

CFR  Citation:  38  CFR  3.103;  38  CFR 
3.105 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  03/29/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Maya  Ferrandino 
Phone:  202  273-7210 
Fax:  202  275-1728 
Email:  maya.d.ferandino@vba.va.gov 

RIN:  2900-AM52 


2670.  e  SCHEDULE  FOR  RATING 
DISABILITIES;  APPENDICES  A,  B, 
AND  C 

Priority:  Other  Significant 

Legal  Authority:  38  USC  1155 
CFR  Citation:  38  CFR  4,  subpart  B 
Legal  Deadline:  None 

Abstract:  The  Department  of  Veterans 
Affairs  is  amending  the  Schedule  for 
Rating  Disabilities,  Appendices  A,  B, 
and  C,  in  order  to  update  it  to  ensure 
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that  all  historical  information  is 
included  in  Appendix  A  and  all  current 
disability  codes  and  terminology  are 
incorporated  in  Appendices  B  and  C. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  03/20/07  72  FR  12983 

Final  Action  Effective  04/1 9/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Trude  M.  Steele, 
Consultant,  Department  of  Veterans 
Affairs,  Veterans  Benefits 
Administration  (211  A),  810  Vermont 
Avenue  NW,  Washington,  DC  20420 
Phone;  202  273-7210 
Fax:  202  275-1728 
Email:  captstee@vba.va.gov 

RIN:  2900-AM60 


2671.  BOARD  OF  VETERANS’ 
APPEALS:  REMAND  OR  REFERRAL 
TO  THE  AGENCY  OF  ORIGINAL 
JURISDICTION 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  38  CFR  19.9 
Completed: 

Reason  Date  FR  Cite 


Withdrawn  12/27/06 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Steven  L.  Keller 
Phone:  202  565-5978 
Email:  steve.keller@va.gov 

RIN:  2900-AM30 


Completed  Actions 


2672.  DELEGATIONS  OF  AUTHORITY; 
NATIONAL  CEMETERY 
ADMINISTRATION 

Priority:  Info./Admin./Other 
CFR  Citation:  38  CFR  2.6 
Completed: 

Reason  Date  FR  Cite 

Final  Action  03/16/07  72  FR  12564 

Final  Action  Effective  03/1 6/07 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Karen  Barber 
Phone:  202  273-5183 
Fax’:  202  273-6697 
Email:  karen.barber@mail.va.gov 

RIN:  2900-AM18 

[FR  Doc.  07-01259  Filed  04-27-07;  8:45  am) 
BILLING  CODE  B320-01-S 


Monday, 

April  30,  2007 


N 


Part  XVm 

Agency  for 

International 

Development 

Semiannual  Regulatory  Agenda 


23134 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


AGENCY  FOR  INTERNATIONAL  DEVELOPMENT  (AID) 


U.S.  AGENCY  FOR  INTERNATIONAL 
DEVELOPMENT 

22  CFR  Ch.  II 

Federal  Regulations;  USAID 
Regulatory  Agenda  Semiannual 
Summary 

agency:  U.S.  Agency  for  International 
Development. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  The  U.S.  Agency  for 
International  Development  (USAID)  is 
publishing  this  agenda  as  required  by 
Executive  Order  12866,  “Regulatory 
Planning  and  Review”  (58  FR  51735, 
October  4,  1993)  as  amended,  and  the 
Regulatory  Flexibility  Act  of  1980,  as 
amended.  This  agenda  reports  the  status 
of  those  regulations  currently  under 
review  and  gives  USAID’s  plan  for  the 
issuance  of  proposed  regulations  during 
the  next  12  months. 


It  is  expected  that  the  information 
provided  in  this  agenda  will  enable  the 
public  to  be  more  aware  of  and  to 
participate  more  effectively  in  USAID’s 
regulatory  process. 

FOR  FURTHER  INFORMATION  CONTACT:  For 

additional  information  about  specific 
regulatory  actions  listed  in  the  agenda, 
you  should  direct  your  comments  and 
inquiries  to  the  appropriate  agency 
contact  identified  in  each  entry.  For 
general  information  on  the  agenda,  you 
should  direct  your  comments  and 
inquiries  to  Betty  Y.  Chung,  Deputy 
Assistant  General  Counsel  for 
Legislation  and  Policy,  Office  of  the 
General  Counsel,  U.S.  Agency  for 
International  Development,  Washington, 
DC  20523;  telephone:  (202)  712-4791,  e- 
mail:  bchung@usaid.gov. 

SUPPLEMENTARY  INFORMATION:  Executive 
Order  12866,  as  amended,  and  the 
Regulatory  Flexibility  Act  require  the 
semiannual  publication  in  the  Federal 


Register  of  an  agenda  of  regulations. 

The  purpose  of  the  agenda  is  to  provide 
information  to  the  public  on  regulations 
currently  under  review,  being  proposed, 
and  regulations  completed  or 
withdrawn  by  USAID.  The  agenda  is 
intended  to  facilitate  comments  and 
views  by  interested  members  of  the 
public.  Publication  of  the  proposed 
rulemaking  actions  in  the  agenda  does 
not  impose  any  obligation  on  USAID  to 
take  any  final  action  with  regard  to  any 
specific  item.  Furthermore,  USAID  is 
not  precluded  from  rulemaking 
activities  that  are  not  listed  in  this 
agenda.  The  dates  listed  in  the 
timetables  for  specific  actions  are 
estimates  and  are  not  commitments  to 
act  on  or  by  the  particular  date. 

Dated:  March  2,  2007. 

Donald  F.  Gressett, 

Assistant  (General  Counsel  for  Legislation  and 
Policy. 


Agency  for  International  Development — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2673 

USAID  Direct  Contracts  for  Personal  Services . 

0412-AA49 

2674 

Rules  and  Procedures  Applicable  to  Commodity  Transactior)s  Financed  by  USAID  . 

0412-AA51 

2675 

Transfer  of  Food  Commodities  for  Food  Use  and  Disaster  Relief,  Economic  Development,  and  Other  Assistance  .. 

0412-AA54 

2676 

Modification  of  the  USAID  Acquisition  Regulation  by  Adding  a  Key  Subcontractor  Consent  Provisions . 

0412-AA59 

Agency  for  International  Development — Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2677 

2678 

Miscellaneous  Amendments  to  the  AIDAR  (AIDAR  Notice  98-2), . 

Application  of  Post-Differential  and  Danger  Pay  to  Extended  Work  Weeks  Under  Cost-Reimbursement  Type  Con¬ 
tracts  . 

0412-AA30 

0412-AA56 

2679 

Establishment  of  a  Mentor-Prot^e  Program  . 

0412-AA58 

2680 

Various  Administrative  Changes  to  the  USAID  Acquisition  Regulations  (AIDAR)  . 

0412-AA60 

L. .  . 

Agency  for  International  Development — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2681 


Administration  of  Grants  and  Cooperative  Agreements 


0412-AA21 
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Proposed  Rule  Stage 


2673.  USAID  DIRECT  CONTRACTS 
FOR  PERSONAL  SERVICES 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  48  CFR  ch  7,  app  A 
Legal  Deadline:  None 

Abstract:  Appendix  A  will  replace,  in 
substance,  the  existing  appendix  D  and 
J  scheduled  to  be  deleted 
commensurate  to  this  action. 

Timetable: 


Date  FR  Cite 

NPRM  02/13/07^2  FR  6812 

NPRM  Comment  04/16/07 

Period  End 

Final  Action  12/00/07 

Final  Action  Effective  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Tom  M.  Henson, 
Senior  Procurement  Analyst,  Office  of 
Acquisition  and  Assistance,  Agency  for 
International  Development,  Policy 
Division,  1300  Pennsylvania  Avenue 
NW.,  RRB  7.8.33,  Washington,  DC 
20523  , 

Phone:  202  712-5448 
Fax:  202  216-3136 
Email:  thenson@usaid.gov 
RIN:  0412-AA49 

2674.  RULES  AND  PRCX^EDURES 
APPLICABLE  TO  COMMODITY 
TRANSACTIONS  FINANCED  BY  USAID 

Priority:  Other  Significant 

Legal  Authority:  22  USC  2381 

CFR  Citation:  22  CFR  201 

Legal  Deadline:  None 

Abstract:  USAID  Regulation  1,  22  CFR 

201,  is  being  amended  to: 

1.  Revise  the  criteria  for 
noncompetitive  procurement  for  private 
sector  programs: 

2.  Revise  the  marking  requirements  to 
address  the  use  of  the  new  USAID 
Identity: 

3.  Revise  and  add  definitions: 

4.  Revise  agency  organizational  names 
and  acronyms: 

5.  Reinstate  Section  201.13  coverage  on 
ocean  transportation  costs  that  was 
erroneously  deleted  from  pripr  editions: 


6.  Provide  for  advertising  public  sector 
procurements  over  $25,000  in  the 
USAID  Procurement  Bulletins  as  the 
primary  means  of  advertising  these 
procurements  to  U.S.  suppliers  (in  lieu 
of  advertising  public  sector 
procurements  over  $100,000  in  Fed  Biz 
Opps,  successor  to  Commerce  Business 
Daily); 

7.  Make  numerous  clarifications  and 
editorial  amendments:  and 

8.  Update  the  Paperwork  Reduction  Act 
approvals. 

Timetable: 

Action  Date  FR  Cite 


NPRM  03/15/07 

NPRM  Comment  05/15/07 

Period  End 

Final  Action  07/00/07 

Final  Action  Effective  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 
URL  For  Public  Comments: 

www.regulations.gov 
Agency  Contact:  Kenneth  Monsess, 
Procurement  Analyst,  Agency  for 
International  Development,  1300 
Pennsylvania  Avenue  NW.,  RRB 
7.08-021,  Washington,  DC  20523 
Phone:  202  712-4913 
Email:  kmonsess@usaid.gov 
Related  RIN:  Related  to  0412-AA34 
RIN:  0412-AA51 


2675.  TRANSFER  OF  FOOD 
COMMODITIES  FOR  FOOD  USE  AND 
DISASTER  RELIEF,  ECONOMIC 
DEVELOPMENT,  AND  OTHER 
ASSISTANCE 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  7  USC  I726a(c) 

CFR  Citation:  22  CFR  211 
Legal  Deadline:  None 
Abstract:  22  CFR  211  is  being  rewritten 
in  order  to  update  guidance  to  reflect 
changes  in  the  1996  and  2002  Farm 
Bills  as  well  as  to  revise  financial  and 
programmatic  reporting  requirements. 
Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
URL  For  Public  Comments: 

www.regulations.gov 
Agency  Contact:  Ms.  Juli  Majernik, 
Food  for  Peace  Officer,  Agency  for 
International  Development,  1300 
Pennsylvania  Avenue  NW.,  Room 
7.06-107,  Washington,  DC  20523-7600 
Phone:  202  712-4088 
Fax:  202  216-3039 
RIN:  0412-AA54 


2676.  •  MODIFICATION  OF  THE  USAID 
ACQUISITION  REGULATION  BY 
ADDING  A  KEY  SUBCONTRACTOR 
CONSENT  PROVISIONS 

Priority:  Other  Significant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 
Abstract:  The  United  States  Agency  for 
International  Development  is  proposing 
to  amend  the  USAID  Acquisition 
Regulation  (AIDAR)  by  providing 
additional  authority  to  monitor  prime 
contractor  compliance  with 
subcontracting  plans.  The  intent  of  this 
amendment  is  to  provide  the 
contracting  officer  a  means  for 
monitoring  and  assuring  that 
subcontractors  who  were  named  in  the 
offeror’s  proposal  and  whose 
contributions  were  evaluated  as  part  of 
the  proposal  evaluation  are  in  fact  used 
in  the  contract. 

Timetable: 


Date  FR  Cite 

ANPRM  01/26/07  72  FR  3778 

ANPRM  Comment  03/27/07 

Period  End 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Leveis  Affected: 

Undetermined 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Diane  M.  Howard, 

Senior  Procurement  Analyst,  Agency 

for  International  Development,  1300 

Pennsylvania  Avenue  NW.,  RRB 

7.08-031,  Washington,  DC  20523-7801 

Phone:  202  712-0206 

Fax:  202  216-3395 

Email:  dhoward@usaid.gov 

RIN:  0412-AA59 


ANPRM 

ANPRM  Comment 
Period  End 
NPRM 


08/19/04  69  FR  51404 
09/18/04 


III 
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2677.  MISCELLANEOUS 
AMENDMENTS  TO  THE  AIDAR  (AIDAR 
NOTICE  98-2) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  22  USC  2381 

CFR  Citation:  48  CFR  712;  48  CFR  727; 
48  CFR.  742;  48  CFR  752;  48  CFR  ch 
7,  app  I 

Legal  Deadline:  None 

Abstract:  The  USAID  Acquisition 
Regulation  will  be  amended  to  clarify 
USAID  policy  on  the  use  of 
Government  facilities  and  personnel  in 
commercial  products,  establish  an 
Agency  policy  regarding  contract 
clauses  to  clarify  withholding 
requirements  under  IQC  contracts, 
revise  reporting  requirements,  and 
coordinate  the  Agency’s  academic 
publication  policy  with  the  FAR’s 
Rights  in  Data  coverage  by  removing  it 
from  appendix  1  into  a  new  part  727. 
This  new  AIDAR  part  will  also  provide 
for  contractual  coverage  of  Rights  in 
Data  in  USAID’s  contracts  performed 
overseas  and  awarded  to  U.S. 
organizations,  provide  guidance  on 
Rights  in  Data  coverage  for  overseas 
contracts  with  non-U. S.  entities,  and 
provide  an  alternate  paragraph  to  add 
to  the  applicable  FAR  clause  to  reserve 
USAID’s  right  to  restrict  release  of  data 
when  release  may  negatively  impact  the 
Government’s  development  or 
diplomatic  relationship  with  the 
cooperating  countries. 

Timetable: 

Action  Date  FR  Cite^ 

NPRM  11/04/98  63  FR  59501 

NPRM  Comment  01/04/99 
Period  End 

Final  Action  04/00/07 

Final  Action  Effective  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Diane  M.  Howard, 
Senior  Procurement  Analyst,  Agency 
for  International  Development,  1300 


Pennsylvania  Avenue  NW.,  RRB 
7.08-031,  Washington,  DC  20523-7801 
Phone:  202  712-0206 
Fax:  202  216-3395 
Email:  dhoward@usaid.gov 

RIN:  0412-AA30 


2678.  APPLICATION  OF 
POST-DIFFERENTIAL  AND  DANGER 
PAY  TO  EXTENDED  WORK  WEEKS 
UNDER  COST-REIMBURSEMENT 
TYPE  CONTRACTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  22  USC  2381 
CFR  Citation:  48  CFR  752 
Legal  Deadline:  None 

Abstract:  The  USAID  Acquisition 
Regulation  will  be  amended  to  establish 
USAID  policy  on  the  application  of 
Post-Differential  and  Danger  Pay  to 
extended  work  weeks  under  cost- 
reimbursement  type  contracts. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/24/06  71  FR  62229 

NPRM  Comment  12/26/06 

Period  End 

Final  Action  06/00/07 

Final  Action  Effective  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  None 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Carol  Ketrick, 
Procurement  Analyst,  Agency  for 
International  Development,  1300 
Pennsylvania  Avenue  NW.,  RRB 
7.08-020,  Washington,  DC  20523 
Phone:  202  712-1382 
Fax:  202  216-3395 
Email:  cketrick@usaid.gov 

RIN:  0412-AA56 

2679.  ESTABLISHMENT  OF  A 
MENTOR-PROTEGE  PROGRAM 

Priority:  Other  Significant 

Legal  Authority:  Not  Yet  Determined 

CFR  Citation:  48  CFR  Parts  719 


Legal  Deadline:  None 

Abstract:  This  rule  proposes  to 
implement  Executive  Branch  policy 
that,  within  the  framework  of 
constitutional  guidelines,  “small 
businesses”  should  be  encouraged  to 
compete  for  USAID  funding.  This 
proposed  rule  would  establish  a 
Mentor-Protege  Program  to  motivate 
and  encourage  firms  and  institutions  of 
higher  education  to  provide  business 
development  assistance  to  small 
businesses  and  institutions  of  higher 
education  in  the  United  States  that 
either  historically  or  currently  have 
ethnic  minority  student  enrollments  of 
more  than  25  percent.  The  Mentor- 
Protege  Program  is  also  designed  to 
improve  the  performance  of  USAID 
contractors  and  subcontractors  by 
providing  developmental  assistance  to 
protege  entities,  foster  the 
establishment  of  long-term  business 
relationships  between  small  businesses 
and  prime  contractors  and  between 
institutions  of  higher  education  with 
MSIs,  and  increase  the  overall  number 
of  small  businesses  and  MSIs  that 
receive  USAID  contract  and  subcontract 
awards. 

Timetable: 

Action  Date  FR  Cite 

NPRM  "  11/22/06  71  FR  64518 

NPRM  Comment  12/08/06 

Period  End 

Final  Action  05/00/07 

Final  Action  Effective  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected: 

Undetermined 

URL  For  Public  Comments: 

www.reguIations.gov 

Agency  Contact:  Ms.  Tracy  A. 

Scrivner,  Administrative  Specialist, 
Agency  for  International  Development, 
1300  Pennsylvania  Avenue  NW, 
Washington,  DC  20523 
Phone:  202  712^983 
Fax:  202  216-3056 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23137 


Final  Rule  Stage 


AID 


Email;  tscrivner@usaid.gov 
RIN:  0412-AA58 


2680.  •  VARIOUS  ADMINISTRATIVE 
CHANGES  TO  THE  USAID 
ACQUISITION  REGULATIONS  (AIDAR) 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  U.S.  Agency  for 
International  Development  (USAID)  is 
proposing  to  amend  its  regulations  to: 
1)  Delete  all  references  to  Office  of 
Personnel  Management’s  (OPM) 


obsolete  Executive  Service  (ES-6)  as  the 
contract  employee  salary  threshold  and 
replace  with  revised  terminology;  2) 
modify  AIDAR  clause  752.228-70 
MEDICAL  EVACUATION  (MEDEVAC) 
SERVICES  (Mar  1993)  to  delete  the 
requirement  for  contractors  to  purchase 
MEDEVAC  Services  insurance  through 
a  USAID  centrally  awarded  contract;  3) 
remove  the  obsolete  clause  752.7016 
FAMILY  PLANNING  AND 
POPULATION  ASSISTANCE 
ACTIVITIES  (AUG  1986);  and  4)  update 
the  title  of  Office  of  Procurement  (OP) 
to  Office  of  Acquisition  and  Assistance 
(OAA)  throughout. 

Timetable: 

Action  Date  FR  Cite 

Final  Rule  04/00/07 

Final  Action  Effective  07/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

URL  For  Public  Comments: 

www.regulations.gov 

Agency  Contact:  Carol  Ketrick, 
Procurement  Analyst,  Agency  for 
International  Development,  1300 
Pennsylvania  Avenue  NW.,  RRB 
7.08-020,  Washington,  DC  20523 
Phone;  202  712-1382 
Fax:  202  216-3395 
Email:  cketrick@usaid.gov 

RIN:  0412-AA60 


Agency  for  International  Development  (AID) 


Long-Term  Actions 


2681.  ADMINISTRATION  OF  GRANTS 
AND  COOPERATIVE  AGREEMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  22  USC  2381 
CFR  Citation:  22  CFR  226 
Legal  Deadline:  None 

Abstract:  This  regulation  will 
implement  the  Governmentwide 
uniform  administrative  requirements 
for  grants  and  agreements  with 
institutions  of  higher  education, 
hospitals,  and  other  nonprofit 


organizations  issued  by  the  Office  of 
Management  and  Budget. 

Timetable: 

Action  Date  FR  Cite 

Interim  Final  Rule  01/19/95  60  FR  3743 

r^sl  Action  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Organizations 
Government  Levels  Affected:  None 
URL  For  Public  Comments: 


www.regulations.gov 

Agency  Contact:  Michael  Gushue, 
Senior  Procurement  Analyst,  Agency 
for  International  Development,  Room 
7.10-031,  1300  Pennsylvania  Avenue 
NW.,  Washington,  DC  20523 
Phone:  202  712-5831 
Email:  mgushue@usaid.gov 

RIN:  0412-AA21 

(FR  Doc.  07-01421  Filed  04-27-07;  8:45  am) 
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BOARD  (ATBCB) 


ARCHITECTURAL  AND 
TRANSPORTATION  BARRIERS 
COMPLIANCE  BOARD 

36  CFR  Ch.  XI 

Unified  Agenda  of  Federai  Reguiatory 
and  Deregulatory  Actions 

agency:  Architectural  and 
Transportation  Barriers  Compliance 
Board. 

I  ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  The  Architectural  and 
Transportation  Barriers  Compliance 
Board  submits  the  following  agenda  of 
proposed  regulatory  activities  which 
may  be  conducted  by  the  agency  during 
the  next  12  months.  This  regulatory 
agenda  may  be  revised  by  the  agency 
during  the  coming  months  as  a  result  of 
action  taken  by  the  Board. 

ADDRESSES:  Architectural  and 
Transportation  Barriers  Compliance 


Board,  13.31  F  Street  NW.,  Suite  1000, 
Washington,  DC  20004-1111. 

FOR  FURTHER  INFORMATION  CONTACT:  For 

information  concerning  Board 
regulations  and  proposed  actions, 
contact  James  J.  Raggio,  General 
Counsel,  (202)  272-0040  (voice)  or  (202) 
272-0034  (TTY). 

James  J.  Raggio, 

General  Counsel. 


Architectural  and  Transportation  Barriers  Compliance  Board — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2682 

Architectural  Barriers  Act  (ABA)  Accessibility  Guidelines  for  Outdoor  Developed  Areas  . 

3014-AA22 

Architectural  and  Transportation  Barriers  Compliance  Board — Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2683 

2684 

2685 

Americans  With  Disabilities  Act  (ADA)  Accessibility  Guidelines  for  Transportation  Vehicles:  Passenger  Vessels . 

Americans  With  Disabilities  Act  (ADA)  Accessibility  Guidelines  for  Buildings  and  Facilities:  Public  Rights-of-Way  ... 
Telecommunications  Act  Accessibility  Guidelines;  Electronic  and  Information  Technology  Accessibility  Standards  .. 

3014-AA11 

3014-AA26 

3014-AA37 

Architectural  and  Transportation  Barriers  Compliance  Board 

(ATBCB)  Proposed  Rule  Stage 


2682.  ARCHITECTURAL  BARRIERS 
ACT  (ABA)  ACCESSIBILITY 
GUIDELINES  FOR  OUTDOOR 
DEVELOPED  AREAS 

Priority:  Other  Significant 
Legal  Authority:  29  USC  792(b)(3) 

CFR  Citation:  36  CFR  1190 

Legai  Deadline:  None 

Abstract:  This  regulation  will  establish 

accessibility  guidelines  for  outdoor 

developed  areas  designed,  constructed, 

or  altered  by  Federal  agencies  subject 

to  the  Architectural  Barriers  Act. 


Timetable: 

Action  Date  FR  Cite 

Notice  of  Intent  to  04/18/97  62  FR  19084 

Conduct  Regulatory 
Negotiation 

Establishment  of  06/04/97  62  FR  30546 

Regulatory 
Negotiation 
Committee 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  Federal 

Agency  Contact:  James  J.  Raggio, 

General  Counsel,  Architectural  and 

Transportation  Barriers  Compliance 

Board,  1331  F  Street  NW.,  Washington, 

DC  20004-1111 

Phone:  202  272-0040 

TDD  Phone:  202  272-0034 

Fax:  202  272-0081 

Email:  raggio@access-board.gov 


RIN:  3014-AA22 
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Architectural  and  Transportation  Barriers  Compliance  Board 

(ATBCB)  Long-Term  Actions 


2683.  AMERICANS  WITH  DISABILITIES 
ACT  (ADA)  ACCESSIBILITY 
GUIDELINES  FOR  TRANSPORTATION 
VEHICLES;  PASSENGER  VESSELS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  12204, 
Americans  With  Disabilities  Act  of 
1990 

CFR  Citation:  36  CFR  1192 
Legal  Deadline:  None 

Abstract:  This  regulation  will  amend 
the  Americans  With  Disabilities  Act 
(ADA)  Accessibility  Guidelines  for 
Transportation  Vehicles  to  include 
additional  requirements  for  ferries, 
excursion  boats,  and  other  passenger 
vessels. 

Timetable: 


Action 

Date 

FR  Cite 

Notice  of  Intent  to 
Establish  Advisory 
Committee 

03/30/98 

63  FR  15175 

Establishment  of 
Advisory  Committee 

08/12/98 

63  FR  43136 

Availability  of  Draft 
-  Guidelines 

11/26/04 

69  FR  69244 

ANPRM 

11/26/04 

69  FR  69246 

Comment  Period 
Extended 

03/22/05 

70  FR  14435 

ANPRM  Comment 
Period  End 

07/28/05 

Availability  of  Draft 
Guidelines 

07/07/06 

71  FR  38563 

Next  Action  Undetermined 
Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Agency  Contact:  James  J.  Raggio, 

General  Counsel,  Architectural  and 

Transportation  Barriers  Compliance 

Board,  1331  F  Street  NW.,  Washington, 

DC  20004-1111 

Phone:  202  272-0040 

TDD  Phone:  202  272-0034 

Fax:  202  272-0081 

Email:  raggio@access-board.gov 

RIN:  3014-AAll 


2684.  AMERICANS  WITH  DISABILITIES 
ACT  (ADA)  ACCESSIBILITY 
GUIDELINES  FOR  BUILDINGS  AND 
FACILITIES:  PUBLIC 
RIGHTS-OF-WAY 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Legal  Authority:  42  USC  12204, 
Americans  With  Disabilities  Act;  29 
USC  792,  Rehabilitation  Act 

CFR  Citation:  36  CFR  1190;  36  CFR 
1191 

Legal  Deadline:  None 

Abstract:  This  regulation  will  amend 
the  accessibility  guidelines  for  the 
Americans  With  Disabilities  Act  (ADA) 
and  the  Architectural  Barriers  Act  to 
include  requirements  for  public  rights- 
of-way. 

Timetable; 


Action 

Date 

FR  Cite 

Notice  of  Intent  to 
Form  Advisory 
Committee 

08/12/99 

64  FR  43980 

Notice  of  Appointment  1 0/20/99 
of  Advisory 

Committee 

Members 

64  FR  56482 

Availability  of  Draft 
Guidelines 

06/17/02 

67  FR  41206 

Availabilih/  of  Draft 
Guidelines 

11/23/05 

70  FR  70734 

Next  Action  Undetermined 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  Undetermined 

Agency  Contact:  James  J.  Raggio, 
General  Counsel,  Architectural  and 
Transportation  Barriers  Compliance 
Board,  1331  F  Street  NW.,  Washington, 
DC  20004-1111 
Phone:  202  272-0040 
TDD  Phone:  202  272-0034 
Fax:  202  272-0081 


Email:  raggio@access-board.gov 
RIN:  3014-AA26 


2685.  TELECOMMUNICATIONS  ACT 
ACCESSIBILITY  GUIDELINES; 
ELECTRONIC  AND  INFORMATION 
TECHNOLOGY  ACCESSIBILITY 
STANDARDS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  47  USC  255(e);  29 
USC  794d 

CFR  Citation:  36  CFR  1193;  36  CFR 
1194 

Legal  Deadline:  None 

Abstract:  This  regulation  will  revise 
and  update  the  accessibility  guidelines 
for  telecommunications  products 
subject  to  section  255  of  the 
Telecommunications  Act  of  1996,  and 
accessibility  standards  for  electronic 
and  information  technology  subject  to 
section  508  of  the  Rehabilitation  Act 
of  1973,  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Establishment  of  07/06/06  71  FR  38324 

Advisory  Committee 
Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  LIndetermined 

Government  Levels  Affected;  Federal 

Agency  Contact:  Lisa  Fairhall,  Deputy 
General  Counsel,  Architectural  and 
Transportation  Barriers  Compliance 
Board,  1331  F  Street,  NW.,  Suite  1000, 
Washington,  DC  20004 
Phone:  202  272-0046 
Fax:  202  272-0081 
Email:  fairhall@access-board.gov 

RIN:  3014-AA37 

(FR  Doc.  07-01265  Filed  04-27-07;  8:45  am] 
BILLING  CODE  81 50-01 -S 
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COMMISSION  ON  CIVIL  RIGHTS 
45  CFR  Ch.  VII 

Semiannual  Agenda  of  Regulations 
agency:  Commission  on  Civil  Rights. 
ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  This  agenda  announces  the 
regulations  the  U.S.  Commission  on 
Civil  Rights  will  have  under 
development  during  the  6-month  period 
following  publication  of  the  agenda.  The 
purpose  for  publishing  this  agenda  is  to 
give  notice  of  any  regulatory  activity  by 
the  Commission  in  order  to  allow  the 
public  an  opportunity  to  participate  in 


the  rulemaking  process.  Therefore,  this 
agenda  announces  the  revisions  that 
will  update  Commission  regulations, 
specifically  45  CFR  701,  702,  703,  705, 
and  706. 

FOR  FURTHER  INFORMATION  CONTACT:  For 

further  information  on  any  items  in  the 
agenda,  contact  David  P.  Blackwood, 
General  Counsel,  U.S.  Commission  on 
Civil  Rights,  Suite  620,  624  Ninth  Street 
NW.,  Washington,  DC  20425;  (202)  376- 
7622. 

SUPPLEMENTARY  INFORMATION:  In 

accordance  with  Executive  Order  12866, 
“Regulatory  Planning  and  Review,”  and 
the  Regulatory  Flexibility  Act  (5  U.S.C. 
605),  executive  agencies  are  required  to 


publish  a  semiannual  regulatory  agenda 
in  the  Federal  Register. 

The  regulations  being  considered  by 
the  Commission  are  not  “significant” 
rules  within  the  meaning  of  Executive 
Order  12866,  and  no  regulatory  impact 
analysis  is  required.  The  Commission 
has  determined  that  the  regulations 
under  consideration  will  not  impose 
compliance  costs  or  reporting  burdens 
on  the  public,  nor  will  the  regulations 
have  a  significant  economic  impact  on 
a  substantial  number  of  small  entities. 
Accordingly,  no  regulatory  analysis  is 
required. 


David  P.  Blackwood, 

General  Counsel. 


Commission  on  Civil  Rights — Long-Term  Actions 


Sequence 

Number 


2686  I  Commission  on  Civil  Rights-Update  and  Revision 


Title 


I  Regulation 
-  i  Identifier 
i  Number 


3035-AA02 


Commission  on  Civil  Rights  (CCR) 


Long-Term  Actions 


2686.  COMMISSION  ON  CIVIL 
RIGHTS-UPDATE  AND  REVISION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  1975  to  1975f: 
5  USC  552(a);  5  USC  552(b) 

CFR  Citation:  45  CFR  701  to  703;  45 
CFR  705  to  706 

Legal  Deadline;  None 

Abstract:  The  regulation  updates  and 
revises  most  of  the  Commission’s 
current  regulations,  specifically  45  CFR 
701,  702,  703,  705,  and  706.  45  CFR 
701  identifies  the  organization  and 
functions  of  the  Commission.  45  CFR 


702  specifies  the  rules  on  hearings, 
reports,  and  meetings  of  the 
Commission.  45  CFR  703  identifies  the 
operation  and  functions  of  State 
Advisory  Committees.  45  CFR  705 
identifies  the  requirements  of  the 
Privacy  Act  of  1974.  45  CFR  706 
identifies  the  ethical  and  other  conduct 
and  responsibilities  of  employees. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 

URL  For  More  Information: 

www.regulations.gov 

Agency  Contact:  David  P.  Blackwood, 
General  Counsel,  Commission  on  Civil 
Rights,  Office  of  the  General  Counsel, 
Suite  620,  624  9th  Street  NW., 
Washington,  DC  20424-0001 
Phone:  202  376-7622 
Fax:  202  376-1163 
Email:  dblackwood@usccr.gov 

RIN:  3035-AA02 

[FR  Doc.  07-01266  Filed  04-27-07;  8:45  am] 
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COMMITTEE  FOR  PURCHASE  FROM  PEOPLE  WHO  ARE  BLIND  OR 
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COMMITTEE  FOR  PURCHASE  FROM 
PEOPLE  WHO  ARE  BLIND  OR 
SEVERELY  DISABLED 

41  CFR  Ch.  51 

Semiannual  Regulatory  Agenda 

AGENCY:  Committee  for  Purchase  From 
People  Who  Are  Blind  or  Severely 
Disabled. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  This  document  sets  forth  the 
regulatory  agenda  of  the  Committee  for 
Purchase  From  People  Who  Are  Blind 
or  Severely  Disabled  (Committee).  This 
agenda  is  issued  in  accordance  with 
Executive  Order  12866  and  the 
Regulatory  Flexibility  Act.  The  agenda 
lists  regulations  that  are  currently  under 
development  or  review  or  that  the 


Committee  expects  to  have  under 
development  or  review  during  the  next 
12  months.  The  purpose  for  publishing 
this  agenda  is  to  advise  the  public  of  the 
Committee’s  current  and  future 
regulatory  actions. 

FOR  FURTHER  INFORMATION  CONTACT:  For 

further  information  on  the  agenda  in 
general,  contact  G.  John  Heyer,  General 
Counsel,  Committee  for  Purchase  From 
People  Who  Are  Blind  or  Severely 
Disabled,  1421  Jefferson  Davis  Highway, 
Jefferson  Plaza  2,  Suite  10800, 

Arlington,  VA,  22202-3259;  (703)  603- 
2121.  For  information  about  a  specific 
regulation  project  listed  on  the  agenda, 
contact  the  person  designated  in  the 
agenda  for  that  regulation. 
SUPPLEMENTARY  INFORMATION:  Under 
Executive  Order  12866  (58  FR  51735, 
October  4,  1993),  each  agency  is 
required  to  prepare  an  agenda  of  all 


regulations  under  development  or 
review.  The  Regulatory  Flexibility  Act 
(5  U.S.C.  601-612)  has  a  similar  agenda 
requirement  (5  U.S.C.  602).  Under  the 
law,  the  agenda  must  list  any  regulation 
that  is  likely  to  have  a  significant 
economic  impact  on  a  substantial 
number  of  small  entities. 

The  Office  of  Management  and  Budget 
has  issued  guidelines  prescribing  the 
form  and  content  of  the  regulatory 
agenda.  Under  those  guidelines,  the 
agenda  must  list  all  regulatory  activities 
being  conducted  or  reviewed  in  the  next 
12  months  and  provide  certain  specified 
information  on  each  regulation.  All  of 
the  items  on  this  agenda  are  current  or 
projected  rulemakings. 

Dated:  March  2,  2007. 

Leon  A.  Wilson,  Jr., 

Executive  Director. 


Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely  Disabled — Prerule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2687 

Accountability  Standards  for  Designated  Central  Nonprofit  Agencies  and  Nonprofit  Agencies  Participating  in  the 
AbilityOne  Program  Under  the  Authority  of  the  Javits-Wagner-O'Day  Act . 

3037-AA00 

Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely  Disabled — Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2688 

2689 

2690 

AbilityOne  Program;  Determining  Whether  Commodities  Are  “Essentially  the  Same” . 

AbilityOne  Program  Ratio  Requirements  . . 

I  AbilityOne  Program;  Suitability  Criteria  and  Determinations  . 

3037-AA01 

3037-AA02 

3037-AA03 

Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely  Disabled — Long-Term  Actions 

Sequence 

Number 

Title 

I 

Regulation 

Identifier 

Number 

2691  Responsibilities  of  Central  Nonprofit  Agencies . . 

3037-AA04 
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Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely 

Disabled  (CPBSD)  Prerule  Stage 


2687.  ACCOUNTABILITY  STANDARDS 
FOR  DESIGNATED  CENTRAL 
NONPROFIT  AGENCIES  AND 
NONPROFIT  AGENCIES 
PARTICIPATING  IN  THE  ABILITYONE 
PROGRAM  UNDER  THE  AUTHORITY 
OF  THE  JAVITS-WAGNER-O’DAY 
ACT 

Priority:  Other  Significant 
Legal  Authority:  41  USC  46  to  48c 
CFR  Citation:  41  CFR  51-1  to  51-4 
Legal  Deadline:  None 
Abstract:  The  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled  (Committee),  which 
is  responsible  for  administering  and 
overseeing  the  implementation  of  the 
javits-Wagner-O’Day  Act,  is  proposing 
to  require  designated  central  and  other 
participating  nonprofit  agencies  to  take 
specific  steps  to  adhere  to 
accountability  standards  established  by 


the  Committee.  A  key  element  of  this 
proposed  rule  is  to  ensure  that 
executive  compensation  is  such,  that 
revenue  of  a  designated  central  or  other 
affiliated  nonprofit  agency,  generated 
through  the  AbilityOne  Program’s 
authority,  does  not  unreasonably  inure 
to  an  individual,  executive,  or 
professional  staff  member.  The 
proposed  rule  is  also  intended  to 
ensure  that  only  qualified,  capable,  and 
compliant  central  nonprofit  and 
nonprofit  agencies  are  allowed  to 
receive  and  retain  Javits-Wagner-O’Day 
Act  sponsored  government  contracts. 
Finally  this  rule  will  require  central 
nonprofit  agencies  to  adhere  to  the  fee 
guidance  established  herein. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/12/04  69  FR  65395 


Action  Date  FR  Cite 

NPRM  Comment  12/03/04  69  FR  70214 

Period  Extended 
NPRM  Comment  02/10/05 

Period  End 

ANPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Leveis  Affected: 

Undetermined 

Federalism:  Undetermined 

Agency  Contact:  G.  John  Heyer, 
General  Counsel,  Committee  for 
Purchase  From  People  Who  Are  Blind 
or  Severely  Disabled,  1421  Jefferson 
Davis  Highway,  Jefferson  Plaza  2,  Suite 
10800,  Arlington,  VA  22202-3259 
Phone:  703  603-2121 
Fax:  703  603-0655 
Email:  jheyer@jwod.gov 

RIN:  3037-AA00 


Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely 

Disabled  (CPBSD)  Proposed  Rule  Stage 


2688.  ABILITYONE  PROGRAM; 
DETERMINING  WHETHER 
COMMODITIES  ARE  “ESSENTIALLY 
THE  SAME” 

Priority:  Other  Significant 
Legal  Authority:  41  USC  46  to  48c 
CFR  Citation:  41  CFR  51-5 
Legal  Deadline:  None 

Abstract:  The  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled  (Committee),  which 
is  responsible  for  administering  the 
Javits-Wagner-O’Day  Act  through  the 
AbilityOne  Program,  proposes  to  amend 
its  regulations  by  adding  guidelines  for 
Federal  agencies’  use  in  determining 
whether  commercial  commodities  are 
‘‘essentially  the  same”  as  items  on  the 
Procurement  List.  The  Procurement  List 
is  the  official  list  of  commodities  and 
services  that  the  Committee  has 
determined  to  be  suitable  for  provision 
to  the  Government  by  nonprofit 
agencies  employing  people  who  are 
blind  or  who  have  other  severe 
disabilities  and  that,  pursuant  to  the 
Javits-Wagner-O’Day  Act  and  the 
regulations,  must  be  purchased  from 
the  source  designated  by  the 
Committee.  The  guidelines  for  Federal 


agencies  would  clarify  the  meaning  and 
applicability  of  the  term  “essentially 
the  same,”  which  currently  appears  but 
is  not  defined  in  the  Committee’s 
regulations.  As  such,  the  guidelines 
would  assist  Federal  employees  who 
make  purchasing  decisions  in 
complying  with  the.Javits-Wagner- 
O’Day  Act. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

NPRM  Comment  12/00/07 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Federal 

Agency  Contact:  Kimberly  Zeich, 

Director,  Program  Operations, 

Committee  for  Purchase  From  People 

Who  Are  Blind  or  Severely  Disabled, 

1421  Jefferson  Davis  Highway,  Jefferson 

Plaza  2,  Suite  10800,  Arlington,  VA 

22202-3259 

Phone:  703  603-2130 

Fax:  703  603-0655 

Email:  kzeich@jwod.gov 

RIN:  3037-AA01 


2689.  ABILITYONE  PROGRAM  RATIO 
REQUIREMENTS 

Priority:  Other  Significant 

Legal  Authority:  41  USC  46  to  48c 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled  (Committee),  which 
is  responsible  for  administering  and 
overseeing  the  implementation  of  the 
Javits-Wagner-O’Day  Act  through  the 
AbilityOne  Program,  is  planning  to 
propose  to  amend  its  regulations  by 
adding  a  requirement  that  for  total 
AbilityOne  project  work,  the  direct 
labor  hours  performed  by  people  who 
are  blind  or  severely  disabled  must  be 
at  least  75  percent,  and  for  individual 
AbilityOne  projects,  the  direct  labor 
hours  performed  by  people  who  are 
blind  or  severely  disabled  must  be  no 
lower  than  60  percent.  This  proposed 
rule  would  also,  among  other  things, 
provide  a  mechanism  for  the  phase-in  • , 
of  projects  that  cannot  initially  meet 
the  direct  labor  hour  percentage 
requirements  set  forth  in  the  proposal. 
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CPBSD 


Proposed  Rule  Stage 


Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/07 

NPRM  Comment  01/00/08 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Louis  Bartalot, 
Director,  Program  Analysis  and 
Evaluation,  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled,  1421  Jefferson  Davis 
Highway,  Jefferson  Plaza  2,  Suite 
10800,  Arlington,  VA  22202-3259 
Phone;  703  603-2124 
Fax:  703  603-0655 
Email:  lbartalot@jwod.gov 

RIN:  3037-AA02 


2690.  ABILITYONE  PROGRAM; 
SUITABILITY  CRITERIA  AND 
DETERMINATIONS 

Priority:  Other  Significant 
Legal  Authority:  41  USC  46  to  48c 
CFR  Citation;  41  CFR  51-2 
Legal  Deadline:  None 

Abstract:  The  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled  (Committee),  which 
is  responsible  for  administering  and 
overseeing  the  implementation  of  the 
Javits-Wagner-O’Day  Act,  is  planning  to 
propose  to  amend  its  regulations  by 
revising  and  clarifying  the  current 
suitability  criteria  in  41  CFR  51-2.4. 
These  criteria  are  used  by  the 
Committee  to  make  determinations 
regarding  whether  a  commodity  or 
service  is  suitable  to  be  added  to  the 
Procureme^nt  List,  which  is  the  list  of 
commodities  and  services  that  the 
Committee  has  determined  are  suitable 
to  be  furnished  to  the  Government  by 
nonprofit  agencies  employing  people 


who  are  blind  or  who  have  other  severe 
disabilities  pursuant  to  the  Javits- 
Wagner-O’Day  Act  and  the  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

NPRM  Comment  02/00/08 

Period  End 

Regulatory  Flexibility  Analysis 
Required:  No  . 

Government  Levels  Affected:  Local, 
State 

Agency  Contact:  Louis  Bartalot, 
Director,  Program  Analysis  and 
Evaluation,  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled,  1421  Jefferson  Davis 
Highway,  Jefferson  Plaza  2,  Suite 
10800,  Arlington,  VA  22202-3259 
Phone:  703  603-2124 
Fax:  703  603-0655 
Email:  lbartalot@jwod.gov 

RIN:  3037-AA03 


Committee  for  Purchase  From  People  Who  Are  Blind  or  Severely 

Disabled  (CPBSD)  Long-Term  Actions 


2691.  RESPONSIBILITIES  OF 
CENTRAL  NONPROFIT  AGENCIES 

Priority:  Other  Significant 
Legal  Authority:  41  USC  46  to  48c 
CFR  Citation:  41  CFR  51-3 
Legal  Deadline;  None 

Abstract:  The  Committee  for  Purchase 
From  People  Who  Are  Blind  or 
Severely  Disabled  (Committee),  which 
is  responsible  for  administering  and 
overseeing  the  implementation  of  the 
Javits-Wagner-O’Day  Act  through  the 


AbilityOne  Program,  is  planning  to 
propose  to  amend  its  regulations  by 
revising  and  clarifying  the  current 
responsibilities  under  the  AbilityOne 
Program  of  central  nonprofit  agencies 
designated  by  the  Conunittee.  These 
responsibilities  are  set  forth  at  41  CFR 
51-3.2  of  the  regulations. 

Timetable: 

Action  Date  FR  Cite 

Deferred  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 


Government  Levels  Affected:  None 

Agency  Contact:  Patrick  Rowe,  Deputy 
Executive  Director,  Committee  for 
Purchase  From  People  Who  Are  Blind 
or  Severely  Disabled,  1421  Jefferson 
Davis  Highway,  Jefferson  Plaza  2,  Suite 
10800,  Arlington,  VA  22202-3259 
Phone:  703  603-2125 
Fax:  703  603-0655 
Email:  prowe@jwod.gov 

RIN:  3037-AA04 

IFR  Doc.  07-01250  Filed  04-27-07;  8:45  am] 
BILUNG  CODE  6353-01 -S 
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I 


CORPORATION  FOR  NATIONAL  AND 
COMMUNITY  SERVICE 

45  CFR  Chs.  XII,  XXV 

Executive  Order  12866  “Regulatory 
Planning  and  Review” 

AGENCY:  Corporation  for  National  and 
Community  Service. 

ACTION:  Semiannual  regulatory  agenda. 

SUMMARY:  This  agenda  announces  the 
regulations  that  the  Corporation  will 
have  under  development,  revision,  or 
review  during  the  next  year.  The 
purpose  for  publishing  this  agenda  is  to 


give  notice  of  any  regulatory  activity  by 
the  Agency  in  order  to  provide  the 
public  an  opportunity  to  participate  in 
the  rulemaking  process. 

FOR  FURTHER  INFORMATION  CONTACT:  The 

public  is  encouraged  to  contact  the 
agency  official  listed  for  the  particular 
agenda  item.  For  other  information 
concerning  Corporation  regulations  or 
this  semiannual  agenda,  contact  Frank 
R.  Trinity,  General  Counsel,  Corporation 
for  National  and  Community  Service, 
1201  New  York  Avenue  NW., 
Washington,  DC  20525,  (202)  606-6677. 

SUPPLEMENTARY  INFORMATION:  In 

accordance  with  Executive  Order  12866 


“Regulatory  Planning  and  Review”  and 
the  Regulatory  Flexibility  Act  (5  U.S.C. 
601),  executive  agencies  are  required  to 
publish  in  the  Federal  Register 
semiannual  regulatory  agendas  in  April 
and  October  of  each  year. 

The  Corporation  for  National  and 
Community  Service  has  determined  that 
the  regulations  under  consideration  will 
not  have  a  significant  economic  impact 
on  a  substantial  number  of  small 
entities. 

Dated:  February  28,  2007. 

Frank  R.  Trinity, 

Genera]  Counsel. 


Corporation  for  National  and  Community  Service — Long-Term  Actions 


Sequence 

Number 

Regulation 

Title  Identifier 

!  Number 

2692 

Corporation  for  National  &  Community  Service  Regulations . 

3045-AA23 

2693 

Discrimination  Complaint  Procedures  for  Participants  and  Other  Beneficiaries . 

3045-AA24 

2694 

Corporation  for  National  &  Community  Service  Regulation . . 

3045-AA34 

2695 

Enforcement  of  Nondiscrimination  on  the  Basis  of  Handicap  in  Programs  or  Activities  Conducted  by  ACTION  . 

3045-AA35 

2696 

AmeriCorps'VISTA  Program  Regulations . 

3045-AA36 

2697 

AmeriCorps  National  Civilian  Community  Corps  . 

3045-AA43 

2698 

1  Criminal  Background  Checks  (AmeriCorps  and  Senior  Corps) . 

3045-AA44 

2699 

Equal  Treatment  for  Faith-Based  Organizations  . 

3045-AA45 

Corporation  for  National  and  Community  Service — Completed  Actions 


Sequence 

Number 

Title 

Regulation 
!  Identifier 
Number 

2700 

i  Program  Fraud  Civil  Remedies . . . 

3045- AA42 

Corporation  for  National  and  Community  Service  (CNCS) 


2692.  CORPORATION  FOR  NATIONAL 
&  COMMUNITY  SERVICE 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  45  CFR  2505  through 
2555 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
*  Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Irshad  Abdal-Haqq 
Phone:  202  606-6675 
TDD  Phone:  202  606-3472 
Fax:  202  606-3467 


Email:  iabdal-haqq@cns.gov 
RIN:  3045-AA23 


2693.  DISCRIMINATION  COMPLAINT 
PROCEDURES  FOR  PARTICIPANTS 
AND  OTHER  BENEFICIARIES 

Priority:  Other  Significant 
CFR  Citation:  45  CFR  2504 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  State, 
Local,  Tribal,  Federal 

Agency  Contact:  James  M.  Lewis 


Long-Term  Actions 


Phone:  202  606-6717 
Email:  jlewis@cns.gov 

RIN:  3045-AA24 


2694.  CORPORATION  FOR  NATIONAL 
&  COMMUNITY  SERVICE 
REGULATION 

Priority:  Info./Admin./Other 
CFR  Citation:  45  CFR  ch  12 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Andrea  S.  Grill 
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CNCS 


Long-Term  Actions 


Phone;  202  606-6674 
TDD  Phone:  202  606-3472 
Fax:  202  606-3467 
Email:  agrill@cns.gov 

RIN:  3045-AA34 


2695.  ENFORCEMENT  OF 
NONDISCRIMINATION  ON  THE  BASIS 
OF  HANDICAP  IN  PROGRAMS  OR 
ACTIVITIES  CONDUCTED  BY  ACTION 

Priority:  Info./Admin./Other 

CFR  Citation:  45  CFR  1214;  45  CFR 
1203;  45  CFR  1232 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  James  M.  Lewis 
Phone:  202  606-6717 
Email:  jlewis@cns.gov 

RIN:  3045-AA35 


2696.  AMERICORPS*VISTA  PROGRAM 
REGULATIONS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  45  CFR  1206;  45  CFR 
1210  to  1211;  45  CFR  1216  to  1220; 

45  CFR  1222;  45  CFR  1225  to  1226 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 


Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Andrea  S.  Grill 
Phone:  202  606-6674 
TDD  Phone:  202  606-3472 
Fax:  202  606-3467 
Email:  agrill@cns.gov 

RIN:  3045-AA36 


2697.  AMERICORPS  NATIONAL 
CIVILIAN  COMMUNITY  CORPS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  Not  Yet  Determined 

Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 

Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Thomas  L.  Bryant 
Phone:  202  606-6678 
Fax:  202  606-3467 
Email:  tbryant@cns.gov 

RIN:  3045-AA43 


2698.  CRIMINAL  BACKGROUND 
CHECKS  (AMERICORPS  AND  SENIOR 
CORPS) 

Priority:  Other  Significant 

CFR  Citation:  45  CFR  2510;  45  CFR 
2522;  45  CFR  2540;  45  CFR  2551;  45 
CFR  2552; 


Timetable: 

Action  Date  FR  Cite 

ANPRM  10/17/05  70  FR  60257 

NPRM  10/26/06  71  FR  62573 

NPRM  Comment  12/26/06 

Period  End 

Final  Action  To  Be  Detennined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Thomas  L.  Bryant 
Phone:  202  606-6678 
Fax:  202  606-3467 
Email:  tbryant@cns.gov 

RIN:  3045-AA44 


2699.  EQUAL  TREATMENT  FOR 
FAITH-BASED  ORGANIZATIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  Not  Yet  Determined 
Timetable:  Next  Action  Undetermined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions,  Organizations 

Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Thomas  L.  Bryant 
Phone:  202  606-6678 
Fax:  202  606-3467 
Email:  tbryant@cns.gov 

RIN:  3045-AA45 


Corporation  for  National  and  Community  Service  (CNCS) 


Compieted  Actions 


2700.  PROGRAM  FRAUD  CIVIL 
REMEDIES 

Priority:  Other  Significant 
CFR  Citation:  45  CFR  2554 
Completed: 

Reason  Date  FR  Cite 

Final  Action  1 1/20/06  71  FR  61 91 1 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Local, 
State,  Tribal 

Agency  Contact:  Irshad  Abdal-Haqq 


Phone:  202  606-6675 
TDD  Phone:  202  606-3472 
Fax:  202  606-3467 
Email:  iabdal-haqq@cns.gov 

RIN:  3045-AA42 

(FR  Doc.  07-01245  Filed  04-27-07;  8:45  ami 
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COURT  SERVICES  AND  OFFENDER  SUPERVISION  AGENCY  FOR 
THE  DISTRICT  OF  COLUMBIA  (CSOSA) 


COURT  SERVICES  AND  OFFENDER 
SUPERVISION  AGENCY  FOR  THE 
DISTRICT  OF  COLUMBIA 

5  CFR  Ch.  LXX 

28  CFR  Ch.  VIII 

Semiannual  Regulatory  Agenda 

AGENCY:  Court  Services  and  Offender 
Supervision  Agency  for  the  District  of 
Columbia. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  The  Court  Services  and 
Offender  Supervision  Agency  for  the 
District  of  Columbia  (CSOSA)  is 
publishing  its  semiannual  regulatory 
agenda  pursuant  to  Executive  Order 
12866  (58  FR  51735)  and  the  Regulatory 
Flexibility  Act  (5  U.S.C.  chapter  6).  The 
regulatory  agenda  lists  all  agency 
regulations  that  are  scheduled  for 
development  during  the  next  12  months 
or  that  have  been  issued  since  the 
publication  of  the  previous  regulatory 
agenda. 


FOR  FURTHER  INFORMATION  CONTACT:  Roy 

Nanovic,  Records  Manager,  Office  of  the 
General  Counsel,  CSOSA,  Room  1264, 
633  Indiana  Avenue  NW.,  Washington, 
DC  20004;  telephone:  (202)  220-5359;  e- 
mail:  roy.nanovic@csosa.gov. 

SUPPLEMENTARY  INFORMATION:  No  new 

regulations  have  been  identified  for 
inclusion  in  this  submission  to  the 
regulatory  agenda. 

Linette  Lander 

Assistant  General  Counsel. 


Court  Services  and  Offender  Supervision  Agency  for  the  District  of  Columbia — Proposed  Rule  Stage 


Sequence 

Number 

Title  ! 

Regulation 

Identifier 

Number 

2701 

Supplemental  Standards  of  Ethical  Conduct  for  Employees- . . . 

3225-AA07 

Court  Services  and  Offender  Supervision  Agency  for  the  District  of 

Columbia  (CSOSA)  Proposed  Rule  Stage 


I 


2701.  SUPPLEMENTAL  STANDARDS 
OF  ETHICAL  CONDUCT  FOR 
EMPLOYEES 

Priority:  Other  Significant 

Legal  Authority:  5  USC  app 
CFR  Citation:  5  CFR  8001 
Legal  Deadline:  None 

Abstract:  The  Court  Services  and 
Offender  Supervision  Agency  for  the 
District  of  Columbia  (CSOSA  or 
Agency),  with  the  concurrence  of  the 
Office  of  Government  Ethics  (OGE),  is 
proposing  to  issue  regulations  for 
employees  of  CSOSA  and  for 
employees  of  the  District  of  Columbia 
Pretrial  Services  Agency  (PSA),  an 


independent  entity  within  CSOSA,  that 
supplement  the  Standards  of  Ethical 
Conduct  for  Employees  of  the  executive 
branch  issued  by  OGE.  CSOSA’s 
supplemental  regulations  address 
requirements  for  outside  employment. 
These  requirements  are  necessary  to 
address  ethical  conduct  standards 
pertinent  to  an  agency  with  a  criminal 
justice  mission. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07  . 

NPRM  Comment  07/00/07 

Period  End 

Final  Action  1 1  /00/07 

Final  Action  Effective  1 2/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Roy  Nanovic,  Records 
Manager,  Court  Services  and  Offender 
Supervision  Agency  for  the  District  of 
Columbia,  633  Indiana  Avenue  NW., 
Washington,  DC  20004 
Phone:  202  220-5359 
Email:  roy.nanovic@csosa.gov 

RIN:  3225-AA07 

[FR  Doc.  07-01420  Filed  04-27-07;  8:45  am] 
BILUNG  CODE  31 29-01 -S 
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ENVIRONMENTAL  PROTECTION  AGENCY  (EPA) 


ENVIRONMENTAL  PROTECTION 
AGENCY  (EPA) 

40  CFR  Ch.  I 

FRL  8281-7 

Spring  2007  Regulatory  Agenda 
agency:  Environmental  Protection 
Agency. 

ACTION:  Semiannual  regulatory  agenda. 


SUMMARY:  The  Environmental  Protection 
Agency  (EPA)  publishes  the  semiannual 
regulatory  agenda  to  update  the  public 
about: 

•  Regulations  and  major  policies 
currently  under  development, 

•  Reviews  of  existing  regulations  and 
major  policies,  and 

•  Rules  and  major  policymakings 
completed  or  canceled  since  the  last 
Agenda. 

TO  BE  PLACED  ON  THE  AGENDA  MAIUNG 
LIST;  If  you  would  like  to  subscribe, 
please  send  an  e-mail  with  your  name 
and  address  to:  nscep-priority@bps- 
lmit.com,  or  call  800-490-9198.  There  is 
no  charge  for  a  single  copy  of  the 
agenda. 

FOR  FURTHER  INFORMATION  CONTACT:  If 

you  have  questions  or  comments  about 
a  particular  action,  please  get  in  touch 
with  the  agency  contact  listed  in  each 
agenda  entry.  If  you  have  general 
questions  about  or  suggestions  for 
improving  the  agenda  or  questions 
about  EPA’s  decisionmaking  process, 
please  contact;  Phil  Schwartz  (1803A), 
Environmental  Protection  Agency,  1200 
Pennsylvania  Avenue  NW.,  Washington, 
DC  20460;  telephone:  (202)  564-6564;  e- 
mail;  schwartz.philip@epa.gov. 

SUPPLEMENTARY  INFORMATION: 

Table  of  Contents 

A.  What  Are  EPA’s  Regulatory  Goals 
■  and  What  Key  Principles,  Statutes, 

and  Executive  Orders  Inform  Our 
Rule  and  Policymaking  Process? 

B.  How  Can  You  Be  Involved  in  EPA’s 
Rule  and  Policymaking  Process? 

*C.  What  Actions  Are  Included  in  the 
Agenda  and  What  Is  the  Relationship 
Between  the  Agenda  and  Regulatory 
Plan? 

D.  How  Is  the  Agenda  Organized? 

E.  What  Information  Is  in  Agenda 
Entries? 


F.  How  Can  You  Find  Out  More  About 

EPA  Rulemakings? 

G.  What  Special  Attention  Do  We  Give 

to  the  Impacts  of  Rules  on  Small 

Businesses,  Small  Governments,  and 

Small  Nonprofit  Organizations? 

H.  Thank  You  for  Collaborating  With  Us 
A.  What  Are  EPA’s  Regulatory  Goals 
and  What  Key  Principles,  Statutes,  and 
Executive  Orders  Inform  Our  Rule  and 
Policymaking  Process? 

Our  primary  objective  is  to  protect 
human  health  and  the  environment. 

One  way  we  achieve  this  objective  is 
through  the  development  of  regulations. 
In  the  United  States,  Congress  passes 
laws  and  authorizes  certain  Government 
agencies,  including  EPA,  to  create  and 
enforce  regulations.  EPA  regulations 
cover  a  range  of  environmental  and 
public  health  protection  issues,  from 
setting  standards  for  clean  water  to 
establishing  requirements  for  proper 
handling  of  toxic  wastes  to  controlling 
air  pollution  from  industry  and  other 
sources. 

To  ensure  that  our  regulatory 
decisions  are  scientifically  sound,  cost- 
effective,  fair,  and  effective  in  achieving 
environmental  goals,  we  conduct  high- 
quality  scientific,  economic,  and  policy 
analyses.  These  analyses  are  planned 
and  initiated  at  early  stages  in  the 
regulatory  development  process,  so  that 
Agency  decisionmakers  are  well 
informed  of  the  qualitative  and 
quantitative  benefits  and  costs  as  they 
select  among  alternative  approaches.  It 
is  also  important  that  we  continue  to 
apply  new  and  improved  methods  to 
protect  the  environment,  such  as: 
Building  flexibility  into  regulations 
from  the  very  beginning,  creating  strong 
partnerships  with  the  regulated 
community,  vigorously  engaging  in 
public  outreach  and  involvement,  and 
using  effective  nonregulatory 
approaches.  We  seek  collaborative 
solutions  to  shared  challenges. 

Research,  testing,  and  adoption  of  new 
environmental  protection  methods  are 
also  a  central  tenet  in  environmental 
problemsolving.  The  integration  of  all  of 
these  elements  via  a  well-managed 
regulatory  development  process  and  a 
strong  commitment  to  innovative 
solutions  will  ensure  that  we  all  benefit 
from  significant  environmental 
improvements  that  are  fair,  efficient, 
and  protective.  Our  overall  success  is 
measured  by  our  effectiveness  in 


protecting  human  health  and  the 
environment.  For  a  more  expansive 
discussion  of  our  regulatory  philosophy 
and  priorities,  please  see  the  Statement 
of  Priorities  in  the  FY  2007  Regulatory 
Plan  (www.epa.gov/regagenda). 

Besides  the  fundamental 
environmental  laws  authorizing  EPA 
actions  such  as  the  Clean  Air  Act  and 
Clean  Water  Act,  there  are  legal 
requirements  that  apply  to  the  issuance 
of  regulations  that  are  generally 
contained  in  the  Administrative 
Procedure  Act,  the  Regulatory 
Flexibility  Act  as  amended  by  the  Small 
Business  Regulatory  Enforcement 
Fairness  Act,  the  Unfunded  Mandates 
Reform  Act,  the  Paperwork  Reduction 
Act,  the  National  Technology  Transfer 
and  Advancement  Act,  and  the 
Congressional  Review  Act. 

We  also  must  meet  a  number  of 
requirements  contained  in  Executive 
orders.  Of  particular  significance  for 
EPA  rulemakings  are  Executive  Orders 
12866  (Regulatory  Planning  and  Review; 
58  FR  51735;  October  4,  1993),  12898 
(Environmental  Justice;  59  FR  7629; 
February  16, 1994),  13045  (Children’s 
Health  Protection;  62  FR  19885;  April 
23.  1997),  13132  (Federalism;  64  FR 
43255,  August  10,  1999),  13175 
(Consultation  and  Coordination  with 
Indian  Tribal  Governments;  65  FR 
67249,  November  9,  2000),  and  13211 
(Energy;  66  FR  28355,  May  22.  2001). 

You  can  find  information  on  these 
laws  and  Executive  orders  through  links 
from  www.epa.gov/regagenda. 

B.  How  Can  You  Be  Involved  in  EPA’s 
Rule  and  Policymaking  Process? 

You  can  make  your  voice  heard  by 
getting  in  touch  with  the  contact  person 
provided  in  each  agenda  entry.  We  urge 
you  to  participate  as  early  in  the  process 
as  possible.  You  may  also  participate  by 
commenting  on  proposed  rules  that  we 
publish  in  the  Federal  Register  (FR).  To 
be  most  effective,  comments  should 
contain  information  and  data  that 
support  your  position  and  you  also 
should  explain  why  we  should 
incorporate  your  suggestion  in  the  rule 
or  non-regulatory  action.  You  can  be 
particularly  helpful  and  persuasive  if 
you  provide  examples  to  illustrate  your 
concerns  and  offer  specific  alternatives. 

We  believe  our  actions  will  be  more 
cost-effective  and  protective  if  our 
development  process  includes 
stakeholders  working  with  us  to  identify 
the  most  practical  and  effective 
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solutions  to  problems,  and  we  stress  this 
point  most  strongly  in  all  of  our  training 
programs  for  rule  and  policy  developers. 
Democracy  gives  real  power  to 
individual  citizens,  but  with  that  power 
comes  responsibility.  We  urge  you  to 
become  involved  in  EPA’s  rule  and 
policymaking  process. 

C.  What  Actions  Are  Included  in  the 
Agenda  and  What  Is  the  Relationship 
Between  the  Agenda  and  Regulatory 
Plan? 

EPA  includes  regulations  and  certain 
major  policy  documents  in  the  agenda. 
However,  there  is  no  legal  significance 
to  the  omission  of  an  item  from  the 
agenda,  and  we  generally  do  not  include 
minor  amendments  or  the  following 
categories  of  actions: 

•  Administrative  actions  such  as 
delegations  of  authority,  changes  of 
address  or  phone  numbers. 

•  Under  the  Clean  Air  Act:  Revisions  to 
State  Implementation  Plans; 
Equivalent  Methods  for  Ambient  Air 
Quality  Monitoring;  Deletions  from 
the  New  Source  Performance 
Standards  source  categories  list; 
Delegations  of  Authority  to  States; 
Area  Designations  for  Air  Quality 
Planning  Purposes. 

•  Under  the  Federal  Insecticide, 
Fungicide,  and  Rodenticide  Act: 
Registration-related  decisions,  actions 
affecting  the  status  of  currently 
registered  pesticides,  and  data  call- 
ins. 

•  Under  the  Federal  Food,  Drug,  and 
Cosmetic  Act:  Actions  regarding 
pesticide  tolerances  and  food  additive 
regulations. 

•  Under  the  Resource  Conservation  and 
Recovery  Act:  Authorization  of  State 
solid  waste  management  plans; 
hazardous  waste  delisting  petitions. 

•  Under  the  Clean  Water  Act:  State 
Water  Quality  Standards:  deletions 
from  the  section  307(a)  list  of  toxic 
pollutants;  suspensions  of  toxic 
testing  requirements  under  the 
National  Pollutant  Discharge 
Elimination  System  (NPDES); 
delegations  of  NPDES  authority  to 
States. 

•  Under  the  Safe  Drinking  Water  Act: 
Actions  on  State  underground 
injection  control  programs. 

The  Regulatory  Plan,  which  is 
required  by  Executive  Order  (E.O.) 
12866,  is  published  along  with  the  fall 
edition  of  the  regulatory  agenda.  The 
Plan  includes  a  limited  number  of  EPA 
actions,  typically  20-45,  which  will  be 


published  during  the  current  fiscal  year 
and  which  are  the  centerpieces  of  our 
regulatory  priorities.  Plan  entries 
include  all  of  the  information  included 
in  agenda  entries  described  in  section  E, 
below,  as  well  as  additional  information 
about  alternatives,  the  need  for  a 
Federal  solution,  costs,  benefits,  and 
risks.  You  can  see  EPA’s  current 
regulatory  plan  at  our 
epa.gov/regagenda  website. 

D.  How  Is  the  Agenda  Organized? 

We  have  organized  the  Agenda: 

First,  into  14  divisions  based  on  the 
law  that  would  authorize  a  particular 
action.  These  divisions  are: 

1.  General,  which  includes  crosscutting 
actions,  such  as  rules  authorized  by 
multiple  statutes  and  general 
acquisition  rules 

2.  The  Clean  Air  Act  (CAA) 

3.  The  Atomic  Energy  Act  (AEA) 

4.  The  Federal  Insecticide,  Fungicide, 
and  Rodenticide  Act  (FIFRA) 

5.  The  Federal  Food,  Drug,  and 
Cosmetic  Act  (FFDCA) 

6.  The  Toxic  Substances  Control  Act 
(TSCA) 

7.  The  Emergency  Planning  and 
Community  Right-to-Know  Act 
(EPCRA) 

8.  Chemical  Safety  Information,  Site 
Security  and  Fuels  Regulatory  Relief 
Act 

9.  The  Resource  Conservation  and 
Recovery  Act  (RCRA) 

10.  The  Oil  Pollution  Act  (OPA) 

11.  The  Comprehensive  Environmental 
Response,  Compensation,  and 
Liability  Act  Superfund  (CERCLA) 

12.  The  Clean  Water  Act  (CWA) 

13.  The  Safe  Drinking  Water  Act 
(SDWA) 

14.  The  Shore  Protection  Act  (SPA) 

Second,  by  the  current  stage  of 
development.  The  stages  are: 

1.  Prerulemaking  —  Prerulemaking 
actions  are  generally  intended  to 
determine  whether  EPA  should 
initiate  rulemaking.  Prerulemakings 


may  include  anything  that  influences 
or  leads  to  rulemaking,  such  as 
aidvance  notices  of  proposed 
rulemaking  (ANPRMs),  significant 
studies  or  analyses  of  the  possible 
need  for  regulatory  action, 
announcement  of  reviews  of  existing 
regulations  required  under  section 
610  of  the  Regulatory  Flexibility  Act, 
requests  for  public  comment  on  the 
need  for  regulatory  action,  or 
important  preregulatory  policy 
proposals. 

2.  Proposed  Rule  —  This  section 
includes  EPA  rulemaking  actions  that 
are  within  a  year  of  proposal 
(publication  of  Notices  of  Proposed 
Rulemakings  (NPRMs)). 

3.  Final  Rule  —  This  section  includes 
rules  that  will  be  issued  as  a  final  rule 
within  a  year. 

4.  Long-Term  Action  —  This  section 
includes  rulemakings  for  which  the 
next  scheduled  regulatory  action  is 
after  March  2008. 

5.  Completed  Action  —  This  section 
contains  actions  that  have  been 
promulgated  and  published  in  the 
Federal  Register  since  publication  of 
the  fall  2006  Agenda.  It  also  includes 
actions  that  we  are  no  longer 
considering.  If  an  action  appears  in 
the  completed  section,  it  will  not 
appear  in  future  agendas  unless  we 
decide  to  initiate  action  again,  in 
which  case  it  will  appear  as  a  new 
entry.  EPA  also  announces  the  results 
of  our  Regulatory  Flexibility  Act 
section  610  reviews  in  this  section  of 
the  agenda. 

E.  What  Information  Is  in  Agenda 
Entries? 

Agenda  entries  include  the  following 
information,  where  applicable: 

Sequence  Number:  This  indicates  where 
the  entry  appears  in  the  agenda. 

Title:  Titles  for  new  entries  (those  that 
have  not  appeared  in  previous  agendas) 
are  preceded  by  a  bullet  (•).  The 
notation  “Section  610  Review”  follows 
the  title  if  we  are  reviewing  the  rule  as 
part  of  our  periodic  review  of  existing 
rules  under  section  610  of  the 
Regulatory  Flexibility  Act  (RFA)  (5 
U.S.C.  610). 

Priority:  Entries  are  placed  into  one  of 
five  categories  described  below.  0MB  • , 
reviews  ^1  significant  rules  including 
both  of  the  first  two  categories, 
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“economically  significant”  and  “other 
significant.” 

Economically  Significant;  Under  E.O. 
12866,  a  rulemaking  action  that  may 
have  an  annual  effect  on  the  economy 
of  $100  million  or  more  or  adversely 
affect  in  a  material  way  the  economy,  a 
sector  of  the  economy,  productivity, 
competition,  jobs,  the  environment, 
public  health  or  safety,  or  State,  local, 
or  tribal  governments  or  communities. 

Other  Significant:  A  rulemaking  that  is 
not  economically  significant  but  is 
considered  significant  for  other  reasons. 
This  category  includes  rules  that  may: 

1.  Create  a  serious  inconsistency  or 
otherwise  interfere  with  an  action 
taken  or  planned  by  another  agency; 

2.  Materially  alter  the  budgetary  impact 
of  entitlements,  grants,  user  fees,  or 
loan  programs  or  the  rights  and 
obligations  of  recipients;  or 

3.  Raise  novel  legal  or  policy  issues 
arising  out  of  legal  mandates,  the 
President’s  priorities,  or  the 
principles  in  Executive  Order  12866. 

Substantive,  Nonsignificant:  A 
rulemaking  that  has  substantive  impacts 
but  is  not  Significant,  Routine  and 
Frequent,  or  Informational/ 
Administrative/Other. 

Routine  and  Frequent:  A  rulemaking 
that  is  a  specific  case  of  a  recurring 
application  of  a  regulatory  program  in 
the  Code  of  Federal  Regulations  (e.g., 
certain  State  Implementation  Plans, 
National  Priority  List  updates. 

Significant  New  Use  Rules,  State 
Hazardous  Waste  Management  Program 
actions,  and  Tolerance  Exemptions).  If 
an  action  that  would  normally  be 
classified  Routine  and  Frequent  is 
reviewed  by  the  Office  of  Management 
and  Budget  under  E.O.  12866,  then  we 
would  classify  the  action  as  either 
“Economically  Significant”  or  “Other 
Significant.” 

Informational/ Administrative/Other:  An 
action  that  is  primarily  informational  or 
pertains  to  an  action  outside  the  scope  • 
of  E.O.  12866. 

Also,  if  we  believe  that  a  rule  may  be 
’“major”  as  defined  in  the  Congressional 
Review  Act  (5  U.S.C.  801,  et  seq.] 
because  it  is  likely  to  result  in  an  annual 
effect  on  the  economy  of  $100  million 
or  more  or  meets  other  criteria  specified 
in  this  law,  we  indicate  this  under  the 
“Priority”  heading  with  the  statement 
“Major  under  5  U.S.C.  801.” 


Legal  Authority:  The  sections  of  the 
United  States  Code  (U.S.C.),  Public  Law 
(P.L.),  Executive  Order  (E.O.),  or 
common  name  of  the  law  that 
authorizes  the  regulatory  action. 

CFR  Citation:  The  sections  of  the  Code 
of  Federal  Regulations  that  would  be 
affected  by  the  action. 

Legal  Deadline:  An  indication  of 
whether  the  rule  is  subject  to  a  statutory 
or  judicial  deadline,  the  date  of  that 
deadline,  and  whether  the  deadline 
pertains  to  a  Notice  of  Proposed 
Rulemaking,  a  Final  Action,  or  some 
other  action. 

Abstract:  A  brief  description  of  the 
problem  the  action  will  address. 

Timetable:  The  dates  (and  citations)  that 
documents  for  this  action  were 
published  in  the  Federal  Register  and, 
where  possible,  a  projected  date  for  the 
next  step.  Projected  publication  dates 
frequently  change  during  the  course  of 
developing  an  action.  The  projections  in 
the  agenda  are  our  best  estimates  as  of 
the  date  we  submit  the  agenda  for 
publication.  For  some  entries,  the 
timetable  indicates  that  the  date  of  the 
next  action  is  “to  be  determined.” 

Regulatory  Flexibility  Analysis 
Required:  Indicates  whether  EPA  has 
prepared  or  anticipates  that  it  will  be 
preparing  a  regulatory  flexibility 
analysis  under  section  603  or  604  of  the 
RFA.  Generally,  such  an  analysis  is 
required  for  proposed  or  final  rules 
subject  to  the  RFA  that  EPA  believes 
may  have  a  significant  economic  impact 
on  a  substantial  number  of  small 
entities. 

Small  Entities  Affected:  Indicates 
whether  we  expect  the  rule  to  have  any 
effect  on  small  businesses,  small 
governments,  or  small  nonprofit 
organizations. 

Government  Levels  Affected:  Indicates 
whether  we  expect  the  rule  to  have  any 
effect  on  levels  of  government  and,  if  so, 
whether  the  governments  are  State, 
local,  tribal,  or  Federal. 

Federalism  Implications:  Indicates 
whether  the  action  is  expected  to  have 
substantial  direct  effects  on  the  States, 
on  the  relationship  between  the  national 
government  and  the  States,  or  on  the 
distribution  of  power  and 
responsibilities  among  the  various 
levels  of  government. 

Unfunded  Mandates:  Section  202  of  the 
Unfunded  Mandates  Reform  Act 
generally  requires  an  assessment  of 


anticipated  costs  and  benefits  if  a  rule 
includes  a  mandate  that  may  result  in 
expenditures  of  more  than  $100  million 
in  any  one  year  by  State,  local,  and 
tribal  governments,  in  the  aggregate,  or 
by  the  private  sector.  If  we  expect  to 
exceed  this  $100  million  threshold,  we 
note  it  in  this  section. 

Energy  Impacts:  Indicates  whether  the 
action  is  a  significant  energy  action 
under  E.O.  13211. 

Agency  Contact:  The  name,  address, 
phone  number,  and  e-mail  address,  if 
available,  of  a  person  who  is 
knowledgeable  about  the  regulation. 

SAN  Number:  An  identification  number 
that  EPA  uses  to  track  rulemakings  and 
other  actions  under  development. 

URLs:  The  URL  for  submitting 
electronic  comments  is 
www.regulations.gov.  Once  there, 
follow  the  on-line  instructions  to  access 
the  docket  and  submit  comments.  A 
Docket  identification  (ID)  number  will 
assist  in  the  search  for  materials.  We 
include  this  number  in  the  additional 
information  section  of  many  of  the 
Agenda  entries  that  have  already  been 
proposed.  For  some  of  our  actions  we 
include  the  Internet  addresses  for 
rulemaking  documents  and  for  getting 
more  information  about  the  rulemaking 
and  the  program  of  which  it  is  a  part. 

RIN:  The  Regulatory  Identifier  Number 
is  used  by  OMB  to  identify  and  track 
rulemakings.  The  first  four  digits  of  the 
RIN  stand  for  the  EPA  office  with  lead 
responsibility  for  developing  the  action. 

F.  How  Can  You  Find  Out  More  About 
EPA  Rulemakings? 

1.  Public  Dockets 

When  EPA  publishes  either  an 
ANPRM  or  an  NPRM  in  the  Federal 
Register,  the  Agency  establishes  a 
docket  to  accumulate  materials 
throughout  the  development  process  for 
that  rulemaking.  The  docket  serves  as 
the  repository  for  the  collection  of 
documents  or  information  related  to  a 
particular  Agency  action  or  activity. 

EPA  most  commonly  uses  dockets  for 
rulemaking  actions,  but  dockets  may 
also  be  used  for  Regulatory  Flexibility 
Act  section  610  reviews  of  rules  with 
significant  impacts  on  a  substantial 
number  of  small  entities  and  various 
non-rulemaking  activities,  such  as 
Federal  Register  documents  seeking 
public  comments  on  draft  guidance, 
policy  statements,  information 
collection  requests  under  the  Paperwork 
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Reduction  Act,  and  other  non-rule 
activities. 

2.  EPA  Websites 

As  mentioned  above,  some  of  the 
actions  listed  in  the  Agenda  include  a 
URL  that  provides  additional 
information. 

3.  Regulatory  Agenda  Databases  and 
Search  Engines 

If  you  have  access  to  the  Internet  you 
can  use  databases  and  their 
accompanying  search  engines 
developed  by  the  EPA  and  the 
Regulatory  Information  Service  Center 
(RISC)  at  the  General  Services 
Administration  to  help  you  locate 
actions  that  are  of  interest  to  you.  The 
EPA  regulatory  agenda  search  engine  is 
located  at  www.epa.gov/regAgenda.  We 
are  working  on  making  the  site  easier  to 
use  and  to  provide  more  frequent 
updates.  If  you  have  any  thoughts  or 
suggestions,  please  contact  us  at: 
http:// yosemite.epa.gov/ OPEI/ 
smallbus.nsf/Contactus?openform. 
RISC’s  searchable  databases  are  at 
http://ciir.cs.umass.edu/ua/. 

4.  Agenda  Indexes 

There  are  five  indexes  that  provide: 

a.  A  list  of  the  existing  rules  that  we  are 
reviewing  under  section  610  of  the 
RFA: 

b.  A  list  of  actions  that  may  have  a 
significant  impact  on  a  substantial 
number  of  small  businesses,  small 
governments,  or  small  non-profit 
organizations  ; 

c.  A  list  of  actions  that  may  have  some 
impact  on  some  small  businesses, 
small  governments,  or  small  nonprofit 
organizations  but  which  may  either 
have  less  than  a  significant  impact  or 
affect  fewer  than  a  substantial  number 
of  them; 

d.  A  list  of  actions  that  may  affect  State, 
local,  or  tribal  governments;  and 

e.  A  list  of  actions  that  may  have 
federalism  implications  as  defined  in 
E.O. 13132. 


There  is  a  sixth  index  included  in  the 
Unified  Agenda,  a  subject  matter  index. 
This  index  is  not  included  in  EPA’s 
agenda  reprints  for  reasons  of  costs  and 
because  of  the  availability  of  the  search 
engines  described  in  no.  3,  immediately 
above. 

5.  Listservers 

If  you  want  to  get  automatic  e-mails 
about  areas  of  particular  interest,  we 
maintain  12  listservers  including: 

a.  Air 

b.  Water 

c.  Wastes  and  emergency  response 

d.  Pesticides 

e.  Toxic  substances 

f.  Right -to-know  and  toxic  release 
inventory 

g.  Environmental  impacts 

h.  Endangered  species 

i.  Meetings 

j.  The  Science  Advisoiy  Board 

k.  Daily  full-text  notices  with  page 
numbers,  and 

l.  General  information. 

For  more  information  and  to  subscribe 
via  our  FR  website,  visit: 

http://www.epa.gov/fedrgstr/ 

subscribe.htm. 

If  you  have  e-mail  without  full 
Internet  access,  please  send  an  e-mail  to 
envsubset@epa.gov  to  request 
instructions  for  subscribing  to  the  EPA 
Federal  Register  listservers. 

G.  What  Special  Attention  Do  We  Give 
to  the  Impacts  of  Rules  on  Small 
Businesses,  Small  Governments,  and 
Small  Nonprofit  Organizations? 

For  each  of  our  rulemakings,  we 
consider  whether  there  will  be  any 
adverse  impact  on  any  small  entity.  We 
attempt  to  fit  the  regulatory 
requirements,  to  the  extent  feasible,  to 
the  scale  of  the  businesses, 
organizations,  and  governmental 
jurisdictions  subject  to  the  regulation. 
Under  RFA/SBREFA  (the  Regulatory 
Flexibility  Act  as  amended  by  the  Small 

GENERAL — Proposed  Rule  Stage 


Business  Regulatory  Enforcement 
Fairness  Act),  the  Agency  must  prepare 
a  formal  analysis  of  the  potential 
negative  impacts  on  small  entities, 
convene  a  Small  Business  Advocacy 
Review  Panel  (proposed  rule  stage),  and 
prepare  a  Small  Entity  Compliance 
Guide  (final  rule  stage)  unless  the 
Agency  certifies  a  rule  will  not  have  a 
significant  economic  impact  on  a 
substantial  number  of  small  entities.  For 
more  detailed  information  about  the 
Agency’s  policy  and  practice  with 
respect  to  implementing  RFA/SBREFA, 
please  visit  tiie  RFA/SBREFA  website  at 
http://www.epa.gov/sbrefa/.  See  Index 
B  at  the  end  of  the  agenda,  “Index  to 
Environmental  Protection  Agency 
Entries  for  Which  a  Regulatory 
Flexibility  Analysis  Is  Required’’  for  a 
list  of  these  rules.  See  Index  C  for  a  list 
of  the  rules  that  may  affect  small 
entities,  but  which  we  do  not  expect 
will  have  a  significant  economic  impact 
on  a  substantial  number  of  them. 

Section  610  of  the  RFA  requires  that 
an  agency  review,  within  10  years  of 
promulgation,  each  rule  that  has  or  will 
have  a  significant  economic  impact  on 
a  substantial  number  of  small  entities 
(SEISNOSE).  We  have  no  section  610 
reviews  planned  until  2008. 

H.  Thank  You  for  Collaborating  with  Us 

Finally,  we  would  like  to  thank  those 
of  you  who  choose  to  join  with  us  in 
solving  the  complex  issues  involved  in 
protecting  human  health  and  the 
environment.  Collaborative  efforts  such 
as  EPA’s  open  rulemaking  process  are  a 
proven  tool  for  solving  the 
environmental  problems  we  face  and 
the  regulatory  agenda  is  an  important 
part  of  that  process. 

Dated:  March  13,  2007. 

Louise  P.  Wise, 

Deputy  Associate  Administrator,  Office  of 
Policy,  Economics,  and  Innovation. 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2702 

2703 

SAN  No.  4319  Revisions  to  Acquisition  Regulation  Concerning  Conflict  of  Interest  . 

SAN  No.  4904  Security  Requirements  for  Toxic  Substances  Control  Act  Confidential  Business  Information  Access 

2030-AA67 

2030-AA88 

2704 

SAN  No.  4903  Award-Term  Contracting . | 

2030-AA89 

2705 

SAN  No.  4931  Accessibility  Standards  for  Contract  Deliverables  (Section  508)  . 

2030-AA90* 

2706 

SAN  No.  5121  Age  Discrimination  Regulations — EPA-assisted  Programs — Age  Discrimination  Act  of  1975  . 

2090-AA37 
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Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2707 

2708 

2709 

2710 

SAN  No.  3580  Incorporation  of  Class  Deviations  Into  EPAAR  . 

SAN  No.  4292  Procedures  for  Implementing  the  National  Environmental  Policy  Act  and  Assessing  the  Environ¬ 
mental  Effects  Abroad  of  EPA  Actions . 

SAN  No.  4536  Project  XL  Site-Specific  Rulemaking  for  NASA  White  Sands  Test  Facility  Electronic  Reporting  in 

Las  Cruces,  New  Mexico  (Phases  l-ll) . . . 

SAN  No.  4056  Utilization  of  Small,  Minority,  and  Women’s  Business  Enterprises  in  Procurement  Under  Assistance 
Agreements . 

2030-AA37 

2020-AA42 

2090-AA27 

2090-AA38 

GENERAL — Long-Term  Actions 

Sequence  I  Tiji 

Number 

Regulation 

Identifier 

Number 

271 1  SAN  No.  3240  Public  Information  and  Confidentiality  Regulations . 

2025-AA02 

GENERAL — Completed  Actions 

Sequence 

Number 

Title  . 

Regulation 

Identifier 

Number 

2712 

2713 

SAN  No.  4056  Utilization  of  Small,  Minority,  and  Women's  Business  Enterprises  in  Procurement  Under  Assistance 

Agreements . 

SAN  No.  5092  Implementation  of  2  CFR  Part  180 . 

2020-AA39 

2030-AA94 

CLEAN  AIR  ACT  (CAA) — Prerule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2714 

2715 

SAN  No.  5137  Protection  of  Stratospheric  Ozone:  Restricting  Access  to  Pre-2005  Stocks  of  Methyl  Bromide . 

SAN  No.  5129  Control  of  Emissions  From  New  Marine  Compression-Ignition  Engines  At  or  Above  30  Liters  per 
Cylinder . 

2060-A029 

2060-A038 

CLEAN  AIR  ACT  (CAA) — Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2716 

SAN  No.  4768  Amendment  to  Subparts  H  and  1  for  Emissions  of  Radionuclides  Other  Than  Radon  From  DOE  Fa- 

cilities  . 

2060-AK81 

2717  i 

SAN  No.  3649  Amendments  to  Method  24  (Water-Based  Coatings)  . 

2060-AF72 

2718  ! 

SAN  No.  4070  General  Conformity  Regulations;  Revisions . 

2060-AH93 

2719 

SAN  No.  4309  National  VOC  Emission  Standards  for  Consumer  Products  and  Architectural  and  Industrial  Mainte- 

nance  Coatings;  Amendments  . . ; . 

2060-AI62 

2720 

SAN  No.  4599  Protection  of  Stratospheric  Ozone;  Listing  of  Substitutes  for  Ozone-Depleting  Substances;  N- 

'  Propyl  Bromide  . 

2060-AK26 

2721 

i  SAN  No.  5113  Modification  to  the  Public  Hearing  and  Submittal  Requirements  for  State  Implementation  Plans . 

2004-AA02 

*  2722 

SAN  No.  4584  Performance  Specifications  for  Continuous  Parameter  Monitoring  Systems  . 

2060- AJ86 

2723 

I  SAN  No.  4633  Performance-Based  Measurement  System  For  Fuels:  Criteria  For  Self-Qualifying  Alternative  Test 

Methods:  Description  of  Optional  Statistical  Quality  Control  Measures . 

2060-AK03 

2724 

1  SAN  No.  481 9  Protection  of  Stratosphenc  Ozone:  Process  for  Exempting  Emergency  Uses  of  Methyl  Bromide  . 

2060-AL94 

2725 

!  SAN  No.  4871  Control  of  Emissions  From  New  Locomotives  and  New  Marine  Diesel  Engines  Less  Than  30  Liters 

j  per  Cylinder  . . . 

i  2060-AM06 

2726 

1  SAN  No.  4873  NESHAP;  Area  Source  Statndards — Glass  Manufacturing  Industry  and  Clay  Ceramics  Industry . 

2060-AM12 

2727 

SAN  No.  4874  NESHAP;  Area  Source  Standards  for  Miscellaneous  Chemical  Mahufacturing . 

1  2060-AMI  9 
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Sequence 

Number 

- 

’  .  Title 

Regulation 

Identifier 

Number 

2728 

SAN  No.  4879  Area  Source  National  Emission  Standards  for  Hazardous  Air  Pollutants  (NESHAP)  for  Iron  and 

Steel  Foundries . 

2060-AM36 

2729 

SAN  No.  4886  NESHAP:  Area  Source  Standards — Plating  and  Polishing . 

2060-AM37 

2730 

SAN  No.  4884  Area  Source  National  Emission  Standards  for  Hazardous  Air  Pollutants  (NESHAP)  for  Industrial, 

Commercial,  and  Institutional  Boilers  . 

2060-AM44 

2731 

SAN  No.  4885  Flexible  Air  Permit  Rule  . 

2060-AM45 

2732 

SAN  No.  4888  Area  Source  NESHAP  for  Secondary  Nonferrous  Metals  . 

2060-AM70 

2733 

SAN  No.  4889  NESHAP  for  Stainless  and  Nonstainless  Steel  Electric  Arc  Furnace  (EAF)  Manufacturing — Area 

2060-AM71 

2734 

SAN  No.  4908  NESHAP:  General  Provisions  (Once  In  Always  In) — Amendments . 

2060-AM75 

2735 

SAN  No.  4926  NESHAP:  Defense  Land  Systems  and  Miscellaneous  Equipment . 

2060-AM84 

2736 

SAN  No.  4927  NESHAP:  Iron  and  Steel  Foundries:  Amendments . 

2060-AM85 

2737 

SAN  No.  4940  Prevention  of  Significant  Deterioration  (PSD)  and  Non-Attainment  New  Source  Review  (NSR):  Re- 

consideration  of  Inclusion  of  Fugitive  Emissions . 

2060-AM91 

2738 

SAN  No.  4699.2  Implementing  Periodic  Monitoring  in  Federal  and  State  Operating  Permit  Programs . 

2060-AN00 

2739 

SAN  No.  4960  Response  to  Petition  of  Reconsideration  for  Findings  of  Significant  Contribution  and  Rulemaking 

for  Georgia  for  Purposes  of  Reducing  Ozone  Interstate  Transport . 

2060-AN12 

2740 

SAN  No.  4970  Standards  of  Performance  for  New  Stationary  Sources,  Emission  Guidelines  for  Existing  Sources, 

and  Federal  Plan:  Small  Municipal  Waste  Combustors:  Amendments  . 

2060-AN17 

2741 

SAN  No.  4978  NESHAP:  Paint  Stripping  and  Miscellaneous  Surface  Coating  Operations — Area  Sources . 

2060-AN21 

2742 

SAN  No.  5008  Review  of  the  National  Ambient  Air  Quality  Standards  for  Ozone  . 

2060-AN24 

2743 

SAN  No.  4794.2  Prevention  of  Significant  Deterioration,  Non-Attainment  New  Source  Review,  and  New  Source 

Performance  Standards:  Emissions  Test  for  Electric  Generating  Units  . 

2060-AN28 

2744 

SAN  No.  4988  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Polyvinyl  Chloride  and  Copolymers  Pro- 

duction.  Amendments  . 

2060-AN33 

2745 

SAN  No.  4866.1  NESHAP:  Site  Remediation  Amendments — Response  to  Litigation . 

2060-AN36 

2746 

SAN  No.  5012  NESHAP:  Acrylic/Modacrylic  Fibers,  Chemical  Manufacturing:  Chromium  Compounds,  Flexible 
Foam  Fabrication,  and  Foam  Production,  Carbon  Black  Production,  Lead  Acid  Battery  Manufacturing.  Wood  Pre- 

serving  . 

206(>-AN44 

2747 

SAN  No.  5015  NESHAP:  Area  Source  Standards — Chemical  Preparations  Industry  . 

2060-AN46 

2748 

SAN  No.  5016  NESHAP:  Area  Source  Standards — Paint  and  Allied  Products  . 

2060-AN47 

2749 

SAN  No.  5017  Protection  of  Stratospheric  Ozone:  Amending  Requirements  To  Import  Used  Ozone-Depleting 

Substances  for  Destruction  in  the  United  States  . 

2060-AN48 

2750 

SAN  No.  5020  Action  on  Petition  To  List  Diesel  Exhaust  as  a  Hazardous  Air  Pollutant . 

2060-AN49 

2751 

SAN  No.  5052  Protection  of  Stratospheric  Ozone:  Ban  on.  the  Import  of  Pre-Charged  Products . 

2Ci6(>-AN58 

2752 

SAN  No.  4752.1  Transition  to  New  or  Revised  Particulate  Matter  (PM)  NAAQS . 

2060-AN59 

2753 

SAN  No.  5025  Revisions  to  the  Definition  of  Potential  To  Emit  (PTE)  . 

2060-AN65 

2754 

SAN  No.  5029  Control  of  Air  Pollution  From  New  Motor  Vehicles  and  New  Motor  Vehicle  Engines:  SAFETEA-LU 

HOV  Facilities  Rule  . 

2060-AN68 

2755 

SAN  No.  5030  National  Volatile  Organic  Compound  Emission  Standards  for  Aerosol  Coatings . 

2060-AN69 

2756 

SAN  No.  5036  Petroleum  Refineries— New  Source  Performance  Standards  (NSPS) — Subpart  J  . 

2060-AN72 

2757 

SAN  No.  5045  Revision  to  Definition  of  Volatile  Organic  Compounds — Exclusion  of  Four  Compounds  . 

2060-AN75 

2758 

SAN  No.  5059  Review  of  the  National  Ambient  Air  Quality  Standards  for  Lead  . 

206(>-AN83 

2759 

SAN  No.  5093  Risk  and  Technology  Review  Phase  II . 

2060-AN85 

2760 

SAN  No.  5076  Prevention  of  Significant  Deterioration  (PSD)  and  Non-Attainment  New  Source  Review  (NSR): 

Reasonable  Possibility  in  Recordkeeping  . 

2060-AN88 

2761 

SAN  No.  5100  Refinement  to  Increment  Modeling  Procedures . 

2060-AC02 

2762 

SAN  No.  5071  Hospital/  Medical/  Infectious  Waste  Incineration  Units— Response  to  Remand  and  5-Year  Tech- 

nology  Review  . 

2060-A004 

2763 

SAN  No.  4839.6  Final  Extension  of  the  Deferred  Effective  Date  for  8-Hour  Ozone  National  Ambient  Air  Quality 

Standards  for  the  Denver  Early  Action  Compact  . 

2060-A005 

2764 

SAN  No.  4891.1  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Miscellaneous  Organic  Chemical 

Manufacturing;  Second  Group  of  Amendments  . 

2060-A007 

2765 

SAN  No.  5115  Air  Quality  Index  Reporting  and  Significant  Harm  Level  for  PM2.5 . 

2060-A01 1 

2766 

SAN  No.  5105  Commercial  and  Industrial  Solid  Waste  Incineration  Units;  Response  to  Remand  of  New  Source 

Performarrce  Standards  and  Emission  Guidelines . 

2060-A012 

2767 

SAN  No.  5132  Consumer  and  Commercial  Products,  Group  3:  Control  Techniques  Guidelines  in  Lieu  of  Regula- 

tions  for  Paper,  Film,  and  Foil  Coatings;  Metal  Furniture  Coatings;  and  Large  Appliance  Coatings . ; . 

2060-A014 

2768 

L. 

SAN  No.  4585.1  NESHAP;  Portland  Cement  Notice  of  Reconsideration  . 

2060-A015 

I. 
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Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2769 

SAN  No.  5126  Risk  and  Technology  Review  for  Group  1:  Polymers  and  Resins  1;  Polymers  and  Resins  II,  Acetal 

- 

Resins,  and  Hydrogen  Fluoride . 

2060-A016 

2770 

• 

SAN  No.  5131  Air  Quality:  Revision  to  Definition  of  Volatile  Organic  Compounds — Exclusion  of  a  Family  of  Four 
Hydrofluoropolyethers  (HFPEs)  . 

2060-A017 

2771 

SAN  No.  5120  Response  to  Request  for  Reconsideration  of  Final  Air  Emission  MACT  Rules  for  Large  Municipal 
Waste  Combustors  (MWCs)  . 

2060-A018 

2772 

SAN  No.  5068  Prevention  of  Significant  Deterioration  for  PM2.5 — Increments,  Significant  Impact  Levels,  and  Sig¬ 
nificant  Monitoring  Concentrations  . 

2060-A024 

2773 

SAN  No.  5136  Protection  of  Stratospheric  Ozone:  Extension  of  Global  Lab  and  Analytical  Use  Exemption  for  Es¬ 
sential  Class  1  Ozone  Depleting  Substances  . a . 

2060-A028 

2774 

SAN  No.  5138  Protection  of  the  Stratospheric  Ozone:  The  2008  Critical  Use  Exemption  From  the  Phaseout  of 
Methyl  Bromide . 

2060-A030 

2775 

SAN  No.  5109  Revisions  to  Cogeneration  Unit  Definition  under  CAIR,  CAMR,  and  NESHAP  and  Corrections  to 
CAIR  and  Acid  Rain  Program  Rules  . 

2060-A033 

2776 

SAN  No.  5107  Update  of  Test  Procedure  Schedule  for  All-Terrain  Vehicles  . 

2060-A035 

CLEAN  AIR  ACT  (CAA)— Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2777 

SAN  No.  4315  Source-Specific  Federal  Implementation  Plan  for  Navajo  Generating  Station;  Navajo  Nation  . 

2009-AA00 

2778 

SAN  No.  3569  Source-Specific  Federal  Implementation  Plan  for  Four  Comers  Power  Plant;  Navajo  Nation . 

2009-AA01 

2779 

SAN  No.  4531  Evaluation  of  Updated  Test  Procedures  for  the  Certification  of  Gasoline  Deposit  Control  Additives 

2060-AJ61 

2780 

SAN  No.  3975  Review  of  New  Sources  and  Modifications  in  Indian  Country  . 

2060-AH37 

2781 

SAN  No.  4752  Clean  Air  Fine  Particle  Implementation  Rule  . 

2060-AK74 

2782 

SAN  No.  3380  NSPS:  SOCMI — Wastewater  and  Amendment  to  Appendix  C  of  Part  63  and  Appendix  J  of  Part  60 

2060-AE94 

2783 

SAN  No.  3958  Amendments  to  Standard  of  Performance  for  New  Stationary  Sources;  Monitoring  Requirements  ... 

2060-AH23 

2784 

SAN  No.  4668  NESHAP:  Halogenated  Solvent  Cleaning — Residual  Risk  Standards . . . 

2060-AK22 

2785 

SAN  No.  4719  NESHAP:  General  Provisions:  Amendments  for  Pollution  Prevention  Alternative  Compliance  Re- 

quirements  . 

2060-AK54 

2786 

SAN  No.  4604  Modification  of  the  Anti-Dumping  Baseline  Date  Cut-Off  Limit  for  Data  Used  in  Development  of  an 

Individual  Baseline . 

2060-AJ82 

2787 

SAN  No.  4542  Federal  Implementation  Plan  (FIP)  for  the  Billings/Laurel,  Montana,  Sulfur  Dioxide  (S02)  Area . 

2008-AA00 

2788 

SAN  No.  4348  Inspection/Maintenance  Program  Requirements  for  Federal  Facilities;  Amendment  to  the  Final 

Rule . 

2060-AI97 

2789 

SAN  No.  4632  Modification  of  Anti-Dumping  Baselines  for  Gasoline  Produced  or  Imported  for  Use  in  Hawaii,  Alas- 

ka  and  the  U.S.  Territories  . 

2060-AK02 

2790 

SAN  No.  4722  California  Gasoline  Technical  Correction  . 

2060-AK56 

2791 

SAN  No.  4706  Anti-Dumping  Baseline  Recalculation  for  Downstream  Oxygenate  Addition  . 

2060-AK69 

2792 

SAN  No.  4793  Prevention  of  Significant  Deterioration  (PSD)  and  Nonattainment  New  Source  Review  (NSR): 
Debottlenecking,  Aggregation,  and  Project  Netting . 

2060-AL75 

2793 

SAN  No.  4809  Control  of  Emissions  of  Air  Pollution  From  New  Motor  Vehicles:  On-Board  Diagnostic  Require¬ 
ments  for  Heavy-Duty  Engines  and  Vehicles  Above  14,000  Pounds  and  In-Use,  Not-To-Exceed  Emission  Stand¬ 
ard  Test . . . 

2060-AL92 

2794 

SAN  No.  4830  Alternative  Work  Practice  for  Leak  Detection  and  Repair . 

2060-AL98 

2795 

SAN  No.  4846  NESHAP  and  NSPS  for  Municipal  Solid  Waste  Landfills — Amendments . . 

2060-AM08 

2796 

SAN  No.  4856  Protection  of  Stratospheric  Ozone:  Amendments  to  the  Section  608  Leak  Repair  Regulations  . 

2060-AM09 

2797 

SAN  No.  4859  NESHAP:  Area  Source  Standards — Ethylene  Oxide  Hospital  Sterilization  . 

2060-AMI  4 

2798 

SAN  No.  4882  Control  of  Emissions  From  Nonroad  Spark-Ignition  Engines  and  Equipment  . 

2060-AM34 

2799 

SAN  No.  4900  Protection  of  Stratospheric  Ozone:  Import  Petitioning  Requirements  for  Halon-1301  Aircraft  Fire 
Extinguishing  Vessels . ; . 

2060-AM46 

2800 

SAN  No.  4916  Protection  of  Stratospheric  Ozone;  Refrigerant  Recycling;  Certification  of  Recovery  and 
Recovery/Recycling  Equipment  Intended  for  Use  With  Substitute  Refrigerants  . 

2060-AM49 

2801 

SAN  No.  4918  Protection  of  Stratospheric  Ozone:  Listing  of  Substitutes  in  the  Motor  Vehicle  Air  Conditioning  Sec¬ 
tor  Under  the  Significant  New  Alternatives  Policy  (SNAP)  Program  . 

2060-AM54 

2802 

SAN  No  4901  Protection  of  Stratospheric  Ozone:  Modifications  to  the  Technician  Certification  Requirements 

Under  Section  608  of  the  Clean  Air  Act . . . !... . 

2060-AM55 
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Sequence  i 
Number 

_  _l 

2803  I 

2804  1 

2805  I 

I 

2806  i 

I 

2807  I 

2808  I 

2809  I 

i 

2810  i 

2811  i 

2812  j 

2813  I 

2814  i 

2815  i 

2816  I 

2817  j 

I 

2818  I 

2819  I 

2820  I 

2821  I 

! 

2822  ! 

2823  i 

1 

2824  I 

2825  I 

2826  I 

2827  ! 

2828  I 

I 

2829  i 

! 

2830  I 

2831  I 

2832  I 

2833  I 

i 

2834  I 

2835 

I 

2836  j 

2837 

2838  ! 

2839 


CLEAN  AIR  ACT  (CAA) — Final  Rule  Stage  (Continued) 


Title 


SAN  No.  4907  NESHAP;  Gasoline  Distribution  Area  Source  Standards . 

SAN  No.  4915  Standards  of  Performance  for  Stationary  Spark  Ignited  Internal  Combustion  Engines . 

SAN  No.  4757.1  Component  Durability  Procedures  for  New  Light  Duty  Vehicles,  Light  Duty  Trucks,  and  Heavy 

Duty  Vehicles . . . 

SAN  No.  4958  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Surface  Coating  of  Automobiles  and 

Light-Duty  Trucks;  Amendments  . 

SAN  No.  4969  Revisions  to  the  Continuous  Emissions  Monitoring  Rule  for  the  Acid  Rain  Program  and  the  NOx 

Budget  T rading  Program  . 

SAN  No.  4951  Revisions  to  Air  Emissions  Reporting  Requirements . 

SAN  No.  4991  Protection  of  Stratospheric  Ozone:  Revision  to  Listing  of  Carbon  Dioxide  Total  Flooding  Fire  Extin-  ! 

guishing  Systems  Restricting  Use  to  Only  Unoccupied  Areas  . 

SAN  No.  4993  Optional  Chassis  Certification  for  Diesel  Vehicles  . - . 

SAN  No.  501 1  Federal  Plan  Requirements  for  Other  Solid  Waste  Incineration  Units  Constructed  On  or  Before  De¬ 
cember  9,  2004  . 

SAN  No.  5014  NESHAP:  Area  Source  Standards — Reciprocating  Internal  Combustion  Engines  . 

SAN  No.  5022  Requirements  for  Reformulated  Gasoline  (RFG)  Under  the  8-Hour  Ozone  Standard  for  Bump-Up 

Areas  Designated  Attainment  for  the  1  -Hour  Ozone  Standard  Prior  to  Revocation  . 

SAN  No.  5035  New  Source  Performance  Standards  (NSPS):  Equipment  Leaks-Subparts  VV  and  GGG  . 

SAN  No.  5043  Defect  Reporting  for  On-Highway  Motor  Vehicles  and  Engines . 

SAN  No.  5048  Renewable  Fuels  Standard  Rule . 

SAN  No.  5049  Prevention  of  Significant  Deterioration,  Non- Attainment  New  Source  Review,  and  Title  V:  Treat¬ 
ment  of  Com  Milling  Facilities  Under  the  “Major  Emitting  Facility”  Definition  . . 

SAN  No.  5055  National  Emission  Standards  for  Hazardous  Air  Pollutants  for  Semiconductor  Manufacturing: 

Amendments . . 

SAN  No.  5056  Protection  of  Stratospheric  Ozone:  Allocation  of  Essential  Use  Allowances  for  Calendar  Year  2007 
SAN  No.  5057  Transportation  Conformity  Rule  Amendments  To  Implement  Provisions  Contained  in  the  2005 

Transportation  Bill  (SAFETEA-LU)  . . 

SAN  No.  5061  Standards  of  Performance  for  New  Stationary  Sources  and  National  Emission  Standards  for  Haz¬ 
ardous  Air  Pollutants:  Revisions  to  Initial  Performance  Test  Provisions  . .'. . 

SAN  No.  4752.2  Final  Rule  for  Implementation  of  the  New  Source  Review  (NSR)  Program  for  PM2.5  . 

SAN  No.  4697.1  Protection  of  Stratospheric  Ozone:  Adjusting  Allowances  for  Class  I  Substances  for  Export  to  Ar¬ 
ticle  5  Countries . .•. . 

SAN  No.  5077  Prevention  of  Significant  Deterioration  (PSD)  and  Non-Attainment  New  Source  Review  (NSR):  Re¬ 
moval  of  Vacated  Elements . 

SAN  No.  5080  Regulation  of  Fuels  and  Fuel  Additives:  Updated  Volatility  Standard  for  Alaska  Only  . 

SAN  No.  5089  Reconsioeration  of  New  Source  Performance  Standards  (NSPS)  for  Electric  Utility,  Industrial, 

Commercial,  and  Institutional  Steam  Generating  Units  . 

SAN  No.  5094  Clean  Air  Mercury  Rule:  Federal  Plan . 

SAN  No.  4625.6  Phase  2  of  the  Final  Rule  To  Implement  the  8-Hour  Ozone  National  Ambient  Air  Quality  Stand¬ 
ard — Notice  of  Reconsideration  . . . 

SAN  No.  5112  Two  Optional  Methods  for  Relative  Accuracy  Test  Audits  of  Mercury  Monitoring  Systems  Installed 

on  Combustion  Flue  Gas  Streams  . 

SAN  No.  5106  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Shipbuilding  and  Ship  Repair  (Surface 

Coating)  Operations— Amendment . 

SAN  No.  4421.1  Ambient  Air  Monitoring  Regulations:  Correcting  and  Other  Amendments . 

SAN  No.  4161.1  Update  of  Continuous  Instrumental  Test  Methods:  Technical  Amendments . 

SAN  No.  4599.2  Protection  of  Stratospheric  Ozone:  Listing  of  Substitutes  for  Ozone-Depleting  Substances — N- 

Propyl  Bromide  in  Solvent  Cleaning . 

SAN  No.  5130  Change  in  Regulatory  Deadline  for  Rulemaking  To  Address  the  Control  of  Emissions  From  New 

Marine  Compression-Ignition  Engines  At  or  Above  30  Liters  per  Cylinder  . 

SAN  No.  5114  Amendment  of  Definitions  for  National  Emissions  Standards  for  Hazardous  Pollutants  for  Radio¬ 
nuclides.  Subparts  H  and  I  . 

SAN  No.  5065  Protection  of  Stratospheric  Ozone:  Revision  of  Refrigerant  Recycling  and  Recovery  Equipment 

Standards . 

SAN  No.  5104  Regulation  of  Fuels  and  Fuel  Additives:  Extension  of  the  Reformulated  Gasoline  Program  to  the 

East  St.  Louis,  Illinois.  Ozone  Non-Attainment  Area . .: . 

SAN  No.  5124  Fuel  Economy  Regulations  for  Automobiles:  Technical  Amendments  and  Corrections . . 

SAN  No.  5125  Nonroad  Diesel  Technical  Amendments  . . 


Regulation 

Identifier 

Number 

2060-AM74 

206(>-AM81 

2060-AN01 

2060-AN10 

2060-AN16 

2060-AN20 

2060-AN30 

2060-AN39 

2060-AN43 

2060-AN62 

2060-AN63 

2060-AN71 

2060-AN73 

2060-AN76 

2060-AN77 

2060-AN80 

2060-AN81 

2060-AN82 

2060-AN84 

2060-AN86 

2060-AN87 

2060-AN92 

2060-AN94 

2060-AN97 

2060-AN98 

2060-AO00 

2060-A001 

206(>-A003 

2060-A006 

2060-A009 

2060-A010 

2060-A026 

2060-A031 

2060-A032 

2060-A034 

2060-A036‘ 

206(>-AO37 
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CLEAN  AIR  ACT  (CAA) — Final  Rule  Stage  (Continued) 


Sequence  t 

Title 

Regulation 

Identifier 

Number 

Number 

2840 

SAN  No.  5140  Recommended  Test  Methods  for  State  Implementation  Plans  (40  CFR  Part  51,  Appendix  M),  Addi¬ 
tion  of  Method  207,  “Pre-Survey  Procedure  for  Com  Wet-Milling  Facility  Emission  Sources” . 

2060-A039 

2841 

SAN  No.  5141  Response  to  Reconsideration  Regarding  NESHAP  Startup,  Shutdown,  and  Malfunction  Amend- 

2060-A040 

CLEAN  AIR  ACT  (CAA) — Long-Term  Actions 

i 

Sequence  | 
Number 

Title 

Regulation 

Identifier 

Number 

2842 

SAN  No.  4607  Accidental  Release  Prevention  Requirements:  Risk  Management  Programs  Under  the  Clean  Air 
Act,  Section  112(r)(7):  Availability  of  Information  to  the  Public;  Technical  Amendment  . 

2050-AE95 

2843 

SAN  No.  4266  Review  of  the  National  Ambient  Air  Quality  Standards  for  Carbon  Monoxide  . 

2060-AI43 

2844 

SAN  No.  3939  NESHAP;  Group  1  Polymers  and  Resins  and  Group  IV  Polymers  and  Resins — Amendments  . 

2060-AH47 

2845 

SAN  No.  3919  Prevention  of  Significant  Deterioration  of  Air  Quality:  Permit  Application  Review  Procedures  for 

Non-Federal  Class  1  Areas  . 

2060-AH01 

2846 

SAN  No.  4751  National  Emission  Standards  for  Hazardous  Air  Pollutants  for  Stationary  Combustion  Turbines — 

Petition  To  Delist  . 

206O-AK73 

2847 

SAN  No.  4782  Petition  To  Delist  Hazardous  Air  Pollutant;  4,4’ — Methylene  Diphenyl  Diisocyanate . 

2060-AK84 

2848 

SAN  No.  4689  Section  126  Rule  Withdrawal  Provision  . 

2060-AK41 

2849  j 

SAN  No.  2665  Importation  of  Nonconforming  Vehicles;  Amendments  to  Regulations . 

2060-AI03 

2850 

SAN  No.  5047  NESHAP:  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Standards  for  Hazardous 

Waste  Combustors  (Reconsideration  of  the  Particulate  Matter  Standard)  . 

2050-AG29 

2851 

SAN  No.  5047.1  NESHAP:  National  Emission  Standards  for  Hazardous  Air  Pollutants:  Standards  for  Hazardous 

Waste  Combustors  (Response  to  Petitions  for  Reconsideration) . 

2050-AG35 

2852  j 

SAN  No.  3917  Transportation  Conformity  Rule  Amendment;  Clarification  of  Trading  Provisions . 

2060-AH31 

2853 

SAN  No.  4796  Section  126  Rule:  Withdrawal  of  Findings  for  Sources  in  Michigan  . 

2060-AL83 

2854 

SAN  No.  4797  Lifting  the  Stay  of  the  Eight-Hour  Portion  of  the  Findings  of  Significant  Cotitribution  and  Rule- 
making  for  Purposes  of  Reducing  Interstate  Ozone  Transport  (“NOx  SIP  Call”)  . 

2060-AL84 

2855 

SAN  No.  4849  Petition  To  Delist  a  Hazardous  Air  Pollutant  From  Section  112  of  the  Clean  Air  Act:  Methyl  Isobutyl 
Ketone  (MIBK)  . r. . 

2060-AM20 

2856 

SAN  No.  4676.3  Prevention  of  Significant  Deterioration  (PSD)  and  Non-Attainment  New  Source  Review  (NSR); 
Routine  Maintenance,  Repair,  and  Replacement  (RMRR);  Maintenarrce  and  Repair  Amendments . 

2060-AM62 

2857 

SAN  No.  4699.1  Request  for  Comments  on  Potentially  Inadequate  Monitoring  in  Clean  Air  Applicable  Require¬ 
ments  and  on  Methods  To  Improve  Such  Monitoring . . 

2060-AM63 

2858 

SAN  No.  4929  NESHAP;  Taconite  Iron  Qre  Processing;  Amendments  . 

2060-AM87 

2859 

SAN  No.  4625.4  Implementation  Rule  for  8-Hour  Ozone  NAAQS;  Reconsideration;  Overwhelming  Transport  Clas- 

sification  . .s . 

2060-AN26 

2860 

SAN  No.  4910.1  NESHAP:  Organic  Liquid  Distribution  (Non-Gasoline);  Amendments . 

2060-AN37 

2861 

SAN  No.  5009  Notice  for  Information  on  Determining  the  Emissions  Reductions  Achieved  From  Limiting  the  VOC 

Content  of  Architectural  Coatings . 

2060-AN42 

2862 

SAN  No.  5079  Rule  Interpreting  the  Scope  of  Title  V  Operating  Permit  Modifications  Where  EPA  Has  Approved 
Alternative  Monitoring  and  Testing  Provisions  . 

2060-AN93 

2863 

SAN  No.  5095  NESHAP:  Mercury  Cell  Chlor-Alkali  Plants — Amendments  . 

2060-AN99 

2864 

SAN  No.  5122  Area  Source  NESHAP  for  Ferroalloys  Production  . . . 

2060-A013 

2865 

SAN  No.  5111  Review  of  the  Primary  National  Ambient  Air  Quality  Standard  for  Nitrogen  Dioxide  . 

2060-A019 

2866 

SAN  No.  5116  Reconsideration  of  Stationary  Combustion  Turbine  NSPS  (Subpart  KKKK) . 

2060-A023 

2867 

SAN  No.  5135  NESHAP — Area  Source  Standards — Nine  Metal  Fabrication  and  Finishing  Source  Categories  (12 
SIC’s.  25  NAICS  Codes)  . 

2060-A027 

2868 

SAN  No.  5145  Review  of  New  Source  Performance  Standards — Nonmetallic  Minerals . 

2060-A041 

2869 

SAN  No.  5143  Review  of  New  Source  Performance  Standards — PortlarKi  Cement . 

206(>-AO42 

2870 

SAN  No.  5142  Review  of  New  Source  Performance  Standards  (Subpart  UUU) — Mineral  Dryers/Calciners  . 

2060-A043 
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CLEAN  AIR  ACT  (CAA) — Completed  Actions 


1 

Sequence  | 
Number,  j 

Title  ! 

Regulation 

Identifier 

Number 

2871  j 

SAN  No.  1002  NAAQS:  Sulfur  Dioxide  (Response  to  Remand)  . 

2060-AA61 

2872  1 

SAN  No.  4585  Portland  Cement  Manufacturing  Industry  NESHAP;  Amendment  To  Implement  Court  Remand  . 

2060-AJ78 

2873 

SAN  No.  4657  NESHAP;  Group  II  Polymers  and  Resins — Residual  Risk  Standards . 

2060-AK13 

2874 

SAN  No.  4659  NESHAP;  Hazardous  Organic  NESHAP  (HON)  Residual  Risk  Standards  . 

2060-AK14 

2875 

SAN  No.  4748  Control  of  Hazardous  Air  Pollutants  From  Mobile  Sources  . . 

2060-AK70 

2876 

SAN  No.  4799  Consideration  of  Industry  Petition  To  Remove  the  Two-Piece  Can  Subcategory  From  the  Clean  Air 

Act  Hazardous  Air  Pollutant  Source  Category  List  . 

2060-AL86 

2877 

SAN  No.  4875  NESHAP;  Oil  and  Natural  Gas  Production  Facilities — Area  Source  Rule . 

2060-AM16 

2878 

SAN  No.  4865  Strategy  for  Addressing  Air  Emissions  From  Animal  Feeding  Operations  . 

2060-AM26 

2879 

SAN  No.  4866  NESHAP;  Site  Remediation;  Amendments  . 

2060-AM30 

2880 

SAN  No.  4906  NESHAP;  Area  Source  Standards — Clay  Ceramics  Industry  . 

2060-AM53 

2881 

SAN  No.  3259.2  Nonattainment  Major  New  Source  Review  (NSR)  . 

2060-AM59 

2882 

SAN  No.  4959  Protection  of  Stratospheric  Ozone;  Listing  of  Substitutes  for  Ozone-Depleting  Substances  in  Foam 
Blowing  . 

1 

2060-AN11 

2883 

SAN  No.  4962  Fuel  Economy  Labeling  of  Motor  Vehicles;  Revisions  To  Improve  Calculation  of  Fuel  Economy  Es- 

timates  . i . ^ . 

2060-AN14 

2884 

SAN  No.  4987  Industrial,  Commercial,  and  Institutional  Boiler  and  Process  Heater  NESHAP,  Reconsideration  of 
Emissions  Averaging  Provision  and  Technical  Corrections . 

2060-AN32 

2885 

SAN  No.  5010  Air  Quality;  Revision  to  Definition  of  Volatile  Organic  Compounds — Exclusion  of  HFE-7300  . 

2060-AN34 

2886 

SAN  No.  4998  Treatment  of  Data  Influenced  by  Exceptional  Events . 

2060-AN40 

2887 

SAN  No.  5013  NESHAP  for  Area  Sources;  Polyvinyl  Chloride  and  Copolymers  Production.  Primary  Copper  Smelt¬ 
ing,  Secondary  Copper  Smelting,  Primary  Nonferrous  Metals  (Zinc,  Cadmium,  and  Beryllium)  . 

2060-AN45 

2888 

SAN  No.  5051  Protection  of  Stratospheric  Ozone;  2007  Critical  Use  Exemptions  for  Methyl  Bromide . 

2060-AN54 

2889 

SAN  No.  5027  Amendment  to  Tier  2  Vehicle  Emission  Standards  and  Gasoline  Sulfur  Requirements;  Exemption 

for  U.S.  Territories  . 

2060-AN66 

2890 

SAN  No.  5044  Interpretive  Rulemaking  To  Clarify  the  Scope  of  Certain  Monitoring  Requirements  for  Federal  and 
State  Operating  Permits  Programs . „ . 

206O-AN74 

2891 

SAN  No.  4839.5  Final  Extension  of  the  Deferred  Effective  Date  of  Non-Attainment  Designations  for  8-Hour  Ozone 
NAAQS  for  Early  Action  Compact  Areas  . 

2060-AN90 

2892 

SAN  No.  5073  Other  Solid  Waste  Incineration  Units;  Response  to  Petition  for  Reconsideration  . 

2060-AN91 

2893 

SAN  No.  5083  Standards  of  Performance  for  New  Stationary  Sources  and  Emission  Guidelines  for  Existing 

Sources — Other  Solid  Waste  Incineration  Units;  Technical  Amendment  . 

2894 

SAN  No.  5084  Standards  of  Performance  for  New  Industrial — Commercial — Institutional  Steam  Generating  Units; , 
Amendment  for  Facility-Specific  NOx  Standard . 

j  2060-AN95 
2060-AN96 

2895 

SAN  No.  4571.4  Notice  of  Status  of  Submission  of  Clean  Air  Mercury  Rule  (CAMR)  State  Plans  for  New  and  Ex¬ 
isting  Stationary  Sources;  Electric  Utility  Steam  Generating  Units . 

2060-A008 

2896 

SAN  No.  5103  Clean  Air  Interstate  Rule  (CAIR)  and  Federal  Implementation  Plans  for  CAIR;  Corrections . 

2060-A021 

2897 

SAN  No.  4625.7  Implementation  of  the  8-Hour  Ozone  National  Ambient  Air  Quality  Standard  (NAAQS)  Phase  II; 

'  Correction  Notice  . 

1 

2060-A022 

ATOMIC  ENERGY  ACT  (AEA)— Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2898 

SAN  No.  4054  Environmental  Radiation  Protection  Standards  for  the  Disposal  of  Low-Activity  Mixed  Radioactive 

2060-AH63 

2899 

SAN  No.  4003  Technical  Change  to  Dose  Methodology  for  40  CFR  190,  Subpart  B  and  40  CFR  191,  Subpart  A  .. 

2060-AH90 

ATOMIC  ENERGY  ACT  (AEA)— Final  Rule  Stage 

Sequence 

Number 

i 

Title  i 

Regulation 

Identifier 

Number 

2900 

J 

r  SAN  No.  4964  Amendment  of  the  Standards  for  Radioactive  Waste  Disposal  in  Yucca  Mountain,  Nevada  . j 

2060-AN15 
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NOISE  CONTROL  ACT  (NCA)— Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2901 

SAN  No.  5102  Revision  of  Hearing-Protector  Regulations  . 

2060-A025 

FEDERAL  INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE  ACT  (FIFRA)— Prerule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2902 

2903 

SAN  No.  4728  Endocrine  Disrupter  Screening  Program  (EDSP);  Implementing  the  Screening  and  Testing  Phase 
SAN  No.  4985  Pesticides;  Determination  of  Status  of  Prions  as  Pests . . . 

2070-AD61 

2070-AJ26 

FEDERAL  INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE  ACT  (FI FRA)— Proposed  Rule  Stage 


Sequence 

Number 

Title  ! 

Regulation 

Identifier 

Number 

2904 

SAN  No.  4173  Pesticides;  Data  Requirements  for  Antimicrobials  . . . : 

2070-AD30 

2905 

SAN  No.  4602  Plant  Incorporated  Protectants  (PIPs);  Exemption  for  Those  Based  on  Viral  Coat  Protein  Genes  .... 

2070-AD49 

2906 

SAN  No.  5007  Pesticides;  Competency  Standards  for  Occupational  Users  . . . . 

2070-AJ20 

2907 

1  SAN  No.  5006  Pesticides;  Agricultural  Worker  Protection  Standard  Revisions . 

2070-AJ22 

2908 

SAN  No.  5005  Pesticides;  Data  Requirements  for  Plant-Incorporated  Protectants  (PIPs) . 

2070-AJ27 

2909 

SAN  No.  5031  Pesticides;  Expansion  of  Crop  Grouping  Program . 

2070-AJ28 

2910 

SAN  No.  5050  Pesticide  Agricultural  Container  Recycling  Program . 

2070-AJ29 

FEDERAL  INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE  ACT  (FIFRA)— Final  Rule  Stage 


Sequence 

Title 

Regulation 

Identifier 

Number 

Number 

2911 

SAN  No.  2687  Pesticides;  Data  Requirements  for  Conventional  Chemicals . 

2070-AC12 

2912 

SAN  No.  4596  Pesticides;  Data  Requirements  for  Biochemical  and  Microbial  Products  . 

2070-AD51 

2913 

SAN  No.  461 1  Plant  Incorporated  Protectants  (PIPs);  Exemption  for  Those  Derived  Through  Genetic  Engineering 
From  Sexually  Compatible  Plants  . 

2070-AD55 

2914 

SAN  No.  4612  Plant  Incorporated  Protectants  (PIPs);  Exemption  for  PIPs  That  Act  by  Primarily  Affecting  the  Plant 

2070-AD56 

2915 

1  SAN  No.  3222  Groundwater  and  Pesticide  Management  Plan  Rule  . 

j  2070-AC46 

FEDERAL  INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE  ACT  (FIFRA)— Long-Term  Actions 


Sequence 

Number 

Title 

_ 

Regulation 

Identifier 

Number 

2916 

2917 

SAN  No.  4027  Pesticides;  Tolerance  Processing  Fees  . 

SAN  No.  4618  Revision  of  Procedural  Rules  for  Hearings  on  Cancellations,  Suspensions,  Changes  in  Classifica¬ 
tions,  and  Denials  of  Pesticide  Registrations . 

2070-AJ23 

2015-AA00 

2918 

2919 

SAN  No.  3892  Pesticides;  Registration  Requirements  for  Antimicrobial  Pesticide  Products  . . 

SAN  No.  5082  Regulations  To  Facilitate  Compliance  With  the  Federal  Insecticide,  Fungicide,  and  Rodenticide  Act 
by  Producers  of  Plant-Incorporated  Protectants  (PIPs)  . 

2070-AD14 

2070-AJ32 

2920 

SAN  No.  5101  Plant-Incorporated  Protectant — Associated  Fusion  Proteins  (PIP-AFPs)  . 

2070-AJ33 
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FEDERAL  INSECTICIDE,  FUNGICIDE,  AND  RODENTICIDE  ACT  (FI FRA)— Completed  Actions 


Sequence  \ 
Number 

Title 

Regulation 

Identifier 

Number 

2921 

i 

SAN  No.  4618  Revision  of  Procedural  Rules  tor  Hearings  on  Cancellations,  Suspensions,  Changes  in  Classifica¬ 
tions,  and  Denials  of  Pesticide  Registrations  . 

j  2020-AA44 

TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA)— Prerule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2922 

SAN  No.  5058  Nanoscale  Materials  Under  TSCA . 

2070-AJ30 

TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA)— Proposed  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2923  ; 

SAN  No.  2150  Polychlorinated  Biphenyls  (PCBs);  Exemptions  From  the  Prohibitions  Against  Manufacturing,  Proc- 

essing,  and  Distribution  in  Commerce . 

2070-AB20 

2924  1 

SAN  No.  3990  Test  Rule;  Testing  of  Certain  High  Production  Volume  (HPV)  Chemicals  . 

2070-AD16 

2925 

SAN  No.  4512  Significant  New  Use  Rule  (SNUR);  Selected  Flame  Retardant  Chemical  Substances  for  Use  in 

Residential  Upholstered  Furniture  . 

2070-AD48 

2926 

SAN  No.  4777  Lead-Based  Paint;  Amendments  to  the  Requirements  for  Disclosure  of  Known  Lead-Based  Paint 

or  Lead-Based  Paint  Hazards  in  Target  Housing  . 

2070-AD64 

2927 

SAN  No.  4878  TSCA  Inventory  Nomenclature  for  Enzymes  and  Proteins . 

2070-AJ04 

2928 

SAN  No.  4975  Effects  of  Transfers  of  Ownership  on  Obligations  Under  Section  5  of  TSCA  . 

2070-AJ15 

2929 

SAN  No.  4984  Clarification  on  Guidance  for  Activated  Phosphors . 

2070-AJ21 

TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA)— Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2930 

SAN  No.  3252  Lead  Fishing  Sinkers;  Response  to  Citizens  Petition  and  Proposed  Ban  . 

2070-AC21 

2931 

SAN  No.  4635  Amendme.nt  to  the  Premanufacture  Notification  Exemptions;  Revisions  of  Exemptions  for  Polymers 

2070-AD58 

2932 

SAN  No.  1976  Significant  New  Use  Rules  (SNURs);  Follow-Up  Rules  on  Non-5(e)  New  Chemical  Substances . 

2070-AA59 

2933 

SAN  No.  3495  Significant  New  Use  Rule  (SNUR);  Chemical-Specific  SNURs  To  Extend  Provisions  of  Section  5(e) 

2070-AB27 

2934 

SAN  No.  4983  Significant  New  Use  Rule  (SNUR);  Mercury  Switches  in  Motor  Vehicles  . 

2070-AJ19 

2935 

SAN  No.  2178  TSCA  Section  8(a)  Preliminary  Assessment  Information  Rules  . 

2070-AB08 

2936 

SAN  No.  1139  TSCA  Section  8(d)  Health  and  Safety  Data  Reporting  Rules . 

2070-AB1 1 

2937 

SAN  No.  4176  Voluntary  High  Production  Volume  (HPV)  Chemical  Challenge  Program  . 

2070-AD25 

2938 

SAN  No.  3493.4  Testing  Agreement  for  Diethanolamine . 

2070-AJ09 

2939 

SAN  No.  3493.5  Testing  Agreement  for  Hydrogen  Fluoride  . 

2070-AJ10 

2940 

SAN  No.  3493.7  Testing  Agreement  for  Phthalic  Anhydride . 

2070-AJ1 1 

2941 

SAN  No.  3493.6  Testirig  Agreement  for  Maleic  Anhydride  . 

2070-AJ13 

2942 

SAN  No.  4974  Significant  New  Use  Rule;  Perfluoroalkyl  Sulfonates  (PFAS) . 

2070-AJ18 

2943 

SAN  No.  1923.1  Significant  New  Use  Rule  for  Chloranil  . 

2070-AJ31 

TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA)— Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2944 

SAN  No.  3148  Asbestos  Model  Accreditation  Plan  Revisions . 

2070-AC51* 

2945 

SAN  No.  4376  Lead-Based  Paint  Activities;  Bridges  and  Structures;  Training,  Accreditation,  and  Certification  Rule 

and  Model  State  Plan  Rule  . 1 

2070-AC64 
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TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA) — Long-Term  Actions  (Continued) 


Sequence 

Number 

-  Title 

Regulation 

Identifier 

Number 

2946 

SAN  No.  3557  Lead-Based  Paint  Activities;  Amendments  for  Renovation,  Repair,  and  Painting . 

2070-AC83 

2947 

1  SAN  No.  4597  Polychlorinated  Biphenyls  (PCBs);  Disposal  of  PCBs;  Implementation  Issues . 

2070-AD52 

2948 

SAN  No.  2563  Test  Rule;  Certain  Chemicals  on  the  ATSDR  Priority  List  of  Hazardous  Substances  . 

2070-AB79 

2949 

SAN  No.  3493  Future  Testing  for  Existing  Chemicals  (Overview 'Entry)  . 

2070-AB94 

2950  i 

SAN  No.  4876  Voluntary  Children’s  Chemical  Evaluation  Program  (VCCEP) . 

2070-AC27 

2951 

SAN  No.  3487  Test  Rule;  Hazardous  Air  Pollutants  (HAPs) . 

2070-AC76 

2952 

SAN  No.  3882  Test  Rule;  Certain  Metals . | 

2070-AD10 

2953  . 

i  SAN  No.  4174  Testing  Agreement  for  Certain  Oxygenated  Fuel  Additives . 

2070-AD28 

2954  j 

SAN  No.  4395  Test  Rule;  Multiple  Substance  Rule  for  the  Testing  of  Developmental  and  Reproductive  Toxicity  .... 

i  2070-AD44 

2955 

SAN  No.  1 923  Follow-Up  Rules  on  Existing  Chemicals . 

2070-AA58 

2956 

SAN  No.  3528  Significant  New  Use  Rule  (SNUR);  Refractory  Ceramic  Fibers  (RCFs) . 

2070-AC37 

2957 

SAN  No.  4598  TSCA  Policy  Statement  on  Oversight  of  Transgenic  Organisms  (Including  Plants)  . 

2070-AD53 

2958 

SAN  No.  2150.1  Polychlorinated  Biphenyls  (PCBs);  Exemption  Request  From  U.S.  Maritime  Administration 

(MARAD) . 

2070-AJ05 

2959 

SAN  No.  3493.1  Testing  Agreement  for  Perfluorooctanoic  Acid  (PFOA)  . 

2070-AJ06 

2960 

SAN  No.  3493.2  Testing  Agreement  for  Aryl  Phosphates  (ITC  List  2)  . 

2070-AJ07 

2961 

SAN  No.  3493.3  Test  Rule;  Brominated  Flame  Retardants  (BFRs)  . 

2070-AJ08 

TOXIC  SUBSTANCES  CONTROL  ACT  (TSCA)— Completed  Actions  ^ 


Sequence 

Number 

Title 

Regulation 
'  Identifier 
Number 

2962 

SAN  No.  4858  Notification  of  Chemical  Exports  Under  TSCA  Section  12(b) . 

2070-AJ01 

EMERGENCY  PLANNING  AND  COMMUNITY  RIGHT— TO— KNOW  ACT  ( E PC R A)— Proposed  Rule  Stage 


Sequence 

Number 

j 

'  Title 

Regulation 

Identifier 

Number 

2963 

SAN  No.  4753  Emergency  Planning  and  Community  Right-To-Know  Act:  Modification  to  the  Threshold  Planning 
Quantity  Methodology  for  the  Extremely  Hazardous  Substances  That  Are  Solids  in  Solution  . 

2050-AF08 

EMERGENCY  PLANNING  AND  COMMUNITY  RIGHT— TO— KNOW  ACT  (EPCRA)— Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2964 

SAN  No.  3215  Emergency  Planning  and  Community  Right-To-Know  Act:  Amendments  to  Parts  355  and  370  . 

2050-AE17 

2965 

SAN  No.  4692  Addition  of  Toxicity  Equivalency  (TEQ)  Reporting  and  Quantity  Data  for  Individual  Members  of  the 

! 

Dioxin  and  Dioxin-Like  Compounds  Category  Under  EPCRA.  Section  313 . 

2025-AA12 

EMERGENCY  PLANNING  AND  COMMUNITY  RIGHT— TO— KNOW  ACT  (EPCRA)— Long-Term  Actions 


SequerKe 

Number 

! 

Title 

Regulation 

Identifier 

Number 

2966 

SAN  No.  4616  Clarify  TRI  Reporting  Obligations  Under  EPCRA  Section  313  for  the  Metal  Mining  Activities  of  Ex- 

traction  and  Beneficiation  . . . 

2025-AA11 

2967 

SAN  No.  2425.4  TRI;  Response  to  Petition  To  Delete  Chromium,  Antimony,  and  Titanate  From  the  Metal  Com¬ 
pound  Categories  Listed  on  the  Toxics  Release  Inventory  . 

2025-AA16 

2968 

SAN  No.  2425.1  TRI;  Response  to  Petition  To  Add  Diisononyl  Phthalate  to  the  Toxics  Release  Inventory  List  of 

Toxic  Chemicals  . 

2025-AA17 

2969 

SAN  No.  2425.3  TRI;  Response  to  Petition  To  Delete  Acetonitrile  From  the  Tojcics  Release  Inventory  List  of  Toxic 

Chemicals  . 

2025-AA19 
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EMERGENCY  PLANNING  AND  COMMUNITY  RIGHT— TO— KNOW  ACT  (EPCRA)— Long-Term  Actions 

(Continued) 


Sequence 

Number 

t 

Title 

Regulation 

Identifier 

Number 

1 

2970 

SAN  No.  3215.1  Emergency  Planning  and  Community  Right-To-Know  Act;  Amendments  and  Streamlining  Rule  ... 

2050-AG40 

EMERGENCY  PLANNING  AND  COMMUNITY  RIGHT— TO— KNOW  ACT  (EPCRA)— Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2971 

SAN  No.  4896  Toxics  Release  Inventory  Reporting  Burden  Reduction  Rule . 

2025-AA14 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Prerule  Stage 

Sequence 

Number  I  ' 

I 

Regulation 

Identifier 

Number 

2972  !  SAN  No.  4470  Standards  for  the  Management  of  Coal  Combustion  Wastes  Generated  by  Commercial  Electric 

j  Power  Producers  . 

2050-AE81 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2973 

2974 

2975 

SAN  No.  4977  Expanding  the  Comparable  Fuels  Exclusion  Under  RCRA  . 

SAN  No.  4670.1  Definition  of  Solid  Wastes  Revisions . 

SAN  No.  4828  RCRA  Incentives  for  Performance  Track  Members . . . 

2050-AG24 

2050-AG31 

2090-AA34 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2976 

2977 

2978 

SAN  No.  3545  Revisions  to  the  Comprehensive  Guideline  for  Procurement  of  Products  Containing  Recovered 
Materials  . 

2050-AE23 

2050-AG27 

2050-AG38 

SAN  No.  5019  Criteria  for  Safe  and  Environmentally  Protective  Use  of  Granular  Mine  Tailings . 

SAN  No.  5128  Waste  Management  System;  Testing  and  Monitoring  Activities;  Methods  Innovation  Rule;  Correc- 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Long-Term  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2979 

2980 

2981 

2982 

2983 

2984 

2985 

SAN  No.  3856  Management  of  Cement  kiln  Dust  (CKD)  . 

SAN  No.  441 1  Regulation  of  Oil-Bearing  Hazardous  Secondary  Materials  From  the  Petroleum  Refining  Industry 

Processed  in  a  Gasification 'System  To  Produce  Synthesis  Gas  . 

SAN  No.  4735  RCRA  Smarter  Waste  Reporting . 

SAN  No.  4701  E-Cycling  Pilot  Project  for  Region  3  States  (ECOS);  Streamlining  RCRA  Regulations  To  Encour¬ 
age  Reuse,  Recycling,  and  Recovery  of  Electronic  Equipment . 

2050-AE34 

2050-AE78 

2050-AF01 

2003-AA00 

2050-AE51 

2050-AE93 

2050-AC71- 

SAN  No.  4091  Modifications  to  RCRA  Rules  Associated  With  Solvent-Contaminated  Industrial  Wipes  . 

SAN  No.  4606  Revisions  to  the  Export  Requirements  for  Wastes  Destined  for  the  OECD  Countries  and  for  Spent 

Lead  Acid  Batteries  . . . 

SAN  No.  2647  RCRA  Subtitle  C  Financial  Test  Criteria  (Revision) . . 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Long-Term  Actions  (Continued) 


Sequence 

Number 

r“  i 

Title 

Regulation 

Identifier 

Number 

2986 

SAN  No.  4834  Hazardous  Waste  Management  System:  Identification  and  Listing  of  Hazardous  Waste  (F019  List¬ 
ing  Amendment  in  Wastewater  Treatment  Sludges  From  Zinc  Phosphating  Processes  in  Automotive  Assembly 

2050-AG15 

2987 

SAN  No.  4920  Rulemaking  To  Streamline  Laboratory  Waste  Management  in  Academic  and  Research  Labora- 

2050-AG18 

2988 

SAN  No.  3147.1  Hazardous  Waste  Manifest  Revisions — Standards  and  Procedures  for  Electronic  Manifests  . 

2050-AG20 

2989 

SAN  No.  5070  Revisions  to  Land  Disposal  Restrictions  Treatment  Standards  and  Amendments  to  Recycling  Re- 

quirements  for  Spent  Petroleum  Refining  Hydrotreating  and  Hydrorefining  Catalysts . 

2056-AG34 

2990 

1  SAN  No.  5127  Amendment  to  the  Universal  Waste  Rule:  Addition  of  Pharmaceuticals  and  Consumer  Products  in 

Consumer  Product  Packaging . . . 

2050-AG39 

2991 

:  SAN  No.  4565  Project  XL  Site-Specific  Rulemaking  for  the  IBM  Semiconductor  Manufacturing  Facility  in  Hopewell 

j  Junction,  New  York . 

2090-AA29 

RESOURCE  CONSERVATION  AND  RECOVERY  ACT  (RCRA)— Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2992 

SAN  No.  4469  Standards  for  the  Management  of  Coal  Combustion  Wastes — Non-Power  Producers  and 
Minefilling  . .'. . 

2050-AE83 

2993 

i  SAN  No.  4778  Revisions  of  the  Lead-Acid  Battery  Export  Notification  and  Consent  Requirements  . 

2050-AF06 

2994 

SAN  No.  4743  Land  Disposal  Restrictions:  Modifying  the  Land  Disposal  Treatment  Standard  for  Radioactive  Lead 

i  Solids  and  Hazardous  Debris;  Definition  of  Macroencapsulation  . 

205(>-AF12 

OIL  POLLUTION  ACT  (OPA)— Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2995 

SAN  No.  2634.5  Oil  Pollution  Prevention;  Spill  Prevention,  Control,  and  Countermeasure  (SPCC)  Requirements — 
Extension  of  Compliance  Dates  . 

2050-AG36 

OIL  POLLUTION  ACT  (OPA)— Completed  Actions 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2996 

SAN  No.  2634.3  Oil  Pollution  Prevention;  Spill  Prevention,  Control,  and  Countermeasure  (SPCC)  Requirements — 
Amendments . 

2050-AG23 

COMPREHENSIVE  ENVIRONMENTAL  RESPONSE,  COMPENSATION  AND  LIABILITY  ACT— Proposed  Rule 

Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

2997 

2998 

SAN  No.  3439  National  Priorities  List  for  Uncontrolled  Hazardous  Waste  Sites . 

SAN  No.  5117  CERCLA  Notification  Requirements  and  the  Agricultural  Sector . . . 

2050-AD75 

2050-AG37 
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COMPREHENSIVE  ENVIRONMENTAL  RESPONSE,  COMPENSATION  AND  LIABILITY  ACT— Final  Rule  Stage 


--  - 

Sequence  { 
Number  ! 

Title 

i 

Regulation 

Identifier 

Number 

1 

2999 

SAN  No.  4177  Cooperative  Agreements  and  Superfund  State  Contracts  for  Superfund  Response  Actions  . 

2050-AE62 

COMPREHENSIVE  ENVIRONMENTAL  RESPONSE,  COMPENSATION  AND  LIABILITY  ACT— Long-Term  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3000 

SAN  No.  4737  Correction  of  Errors  and  Adjustment  of  CERCLA  Reportable  Quantities . 

2050-AF03 

3001 

SAN  No.  4971  National  Contingency  Plan  Revisions  To  Align  With  the  National  Response  Plan  . 

2050-AG22 

CLEAN  WATER  ACT' (CWA)— Proposed  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3002 

SAN  No.  4357  Uniform  National  Discharge  Standards  for  Vessels  of  the  Armed  Forces — Phase  II . 

2040-AD39 

3003 

SAN  No.  4746  Regulations  for  Gray  and  Black  Water  Discharges  From  Cruise  Ships  Operating  in  Certain  Alaskan 

2040-AD89 

3004 

SAN  No.  4980  Effluent  Limitations  Guidelines  and  Standards  for  Chlorine  and  Chlorinated  Hydrocarbon  Manufac¬ 
turing  Process . 

2040-AE82 

3005 

SAN  No.  5064  2008  Effluent  Guidelines  Program  Plan  . 

2040-AE89 

3006 

SAN  No.  2634.2  Revisions  to  the  Spill  Prevention,  Control,  and  Countermeasure  (SPCC)  Rule . 

2050-AG16 

CLEAN  WATER  ACT  (CWA)— Final  Rule  Stage 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3007 

SAN  No.  4690  NPDES  Permit  Requirements  for  Peak  Wet  Weather  Discharges  From  Publicly  Owned  Treatment 
Works  Treatment  Plants  Serving  Sanitary  Sewer  Collection  Systems  Policy  . 

2040-AD87 

3008 

SAN  No.  4996  Concentrated  Animal  Feeding  Operation  Rule . 

2040-AE80 

3009 

SAN  No.  5040  Water  T ransfers  Rule . 

2040-AE86 

3010 

SAN  No.  5098  Implementation  Guidance  for  Mercury  Water  Quality  Criteria  . 

2040-AE87 

CLEAN  WATER  ACT  (CWA)— Long-Term  Actions 

Sequence 

Number 

:  Regulation 

Title  Identifier 

Number 

3011 

SAN  No.  4526  Revisions  to  the  National  Oil  and  Hazardous  Substances  Pollution  Contingency  Plan;  Subpart  J 
Product  Schedule  Listing  Requirements  . 

2050-AE87 

3012 

SAN  No.  4370  Effluent  Guidelines  and  Standards  for  the  Pulp,  Paper,  and  Paperboard  Point  Source  Category, 
Dissolving  Kraft  and  Dissolving  Sulfite  Subcategories  (Phase  III) . 

2040-AD49 

3013 

SAN  No.  3713  Test  Procedures:  Performance-Based  Measurement  System  (PBMS)  Procedures  and  Guidance  for 

Clean  Water  Act  Test  Procedures . 

2040-AC93 

3014 

SAN  No.  4049  Test  Procedures  for  the  Analysis  of  Co-Planar  and  Mono-Ortho-Substituted  Polychlorinated 
Biphenyls  (PCBs)  Under  the  Clean  Water  Act . . 

2040-AD09 

3015 

SAN  No.  3786  NPDES  Applications  Revisions  . 

2040-AC84 

3016 

SAN  No.  3999  NPDES  Permit  Requirements  for  Municipal  Sanitary  and  Combined  Sewer  Collection  Systems, 
Municipal  Satellite  Collection  Systems,  Sanitary  Sewer  Overflows,  and  Peak  Excess  Flow  Treatment  Facilities  .... 

2040-AD02 

3017 

SAN  No.  4822  Effluent  Guidelines  and  Standards:  Recodification  of  Various  Effluent  Guidelines  . . .'.... 

2040-AE61 

3018 

SAN  No.  4948  Effluent  Limitations  Guidelines  and  Standards  for  Airport  Deicing  Operations  . 

2040-AE69 

3019 

SAN  No.  4949  Effluent  Limitations  Guidelines  and  Standards  for  Drinking  Water  Supply  and  Treatment . 

2040-AE74 

3020 

SAN  No.  4967  New/Revised  Ambient  Water  Quality  Criteria  (AWQC)  for  Recreational  Waters  . 

2040-AE77 

3021 

SAN  No.  3683.1  Availability  of  and  Procedures  for  Removal  Credits . . . 

2040-AE88 . 
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CLEAN  WATER  ACT  (CWA) — Long-Term  Actions  (Continued) 


Sequence  j 
Number 

Title 

i 

Regulation 

Identifier 

Number 

3022 

SAN  No.  5119  Effluent  Limitations  Guidelines  and  Standards  for  the  Construction  and  Development  Point  Source 
Category  . . . 

2040-AE91 

CLEAN  WATER  ACT  (CWA) — Completed  Actions 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3023 

SAN  No.  3702  Test  Procedures  for  the  Analysis  of  Trace  Metals  Under  the  Clean  Water  Act . .7. . 

2040-AC75 

3024 

SAN  No.  3714  Test  Procedures:  Increased  Method  Flexibility  for  Test  Procedures  Approved  for  Clean  Water  Act 

Compliance  Monitoring  . 

2040-AC92 

3025 

SAN  No.  4540  Test  Procedures:  New  and  Updated  Test  Procedures  for  the  An2dysis  of  Pollutants  Under  the 

Clean  Water  Act  and  Safe  Drinking  Water  Act  . 

2040-AD71 

3026 

SAN  No.  4950  Test  Procedures  for  the  Analysis  of  E.  coli,  Enterococci,  Fecal  Coliforms,  and  Salmonella  Under 

the  Clean  Water  Act  . 

2040-AE68 

3027 

SAN  No.  4965  2006  Effluent  Guidelines  Program  Plan  . 

2040-AE76 

3028 

SAN  No.  4995  Rulemaking  on  Direct  Application  of  Pesticides  to  Waters  of  the  United  States  in  Compliance  With 

FIFRA . 

2040-AE79 

SAFE  DRINKING  WATER  ACT  (SDWA)— Proposed  Rule  Stage 


1 

Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3029 

SAN  No.  4821  Drinking  Water:  Regulatory  Determinations  Regarding  Contaminants  on  the  Second  Drinking 
Water  Contaminant  Candidate  List . 

2040-AE60 

3030 

SAN  No.  4966  Drinking  Water  Regulations  for  Aircraft  Public  Water  System  . . 

2040-AE84 

SAFE  DRINKING  WATER  ACT  (SDWA)— Final  Rule  Stage 


Sequence 

Number 

Title 

Regulation 

Identifier 

Number 

3031 

SAN  No.  4745  Drinking  Water  Contaminant  Candidate  List  3 . 

2040-AD99 

3032 

!  SAN  No.  4981  National  Primary  Drinking  Water  Regulations  for  Lead  and  Copper:  Short-Term  Regulatory  Revi- 

1  sions  and  Clarifications . . . 

1 

2040-AE83 

SAFE  DRINKING  WATER  ACT  (SDWA)— Long-Term  Actions 


SequerKe 

Number 

Title 

Regulation 

Identifier 

Number 

3033 

SAN  No.  2281  National  Primary  Drinking  Water  Regulations:  Radon  . . 

2040-AA94 

3034 

SAN  No.  3238  National  Primary  Drinking  Water  Regulations:  Aldicarb . 

2040-AC13 

3035 

SAN  No.  4404  National  Secondary  Drinking  Water  Regulations  (NSDWR):  Methyl  Tertiary  Butyl  Ether  (MTBE) 

and  Technical  Corrections  to  the  NSDWR . . 

2040-AD54 

3036 

SAN  No.  4775  National  Primary  Drinking  Water  Regulations:  Revisions  to  the  Total  Coliform  Monitoring  and  Ana- 

lytical  Requirements  and  Additional  Distribution  System  Requirements  . 

2040-AD94 

3037 

SAN  No.  4236  Underground  Injection  Control:  Update  of  State  Programs  . 

2040-AD40 

3038 

SAN  No.  5066  Second  6-Year  Review  of  Existing  National  Primary  Drinking  Water  Regulations . 

204(V-AE90 

Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 

23173 

EPA 

SAFE  DRINKING  WATER  ACT  (SDWA)— Completed  Actions 

i 

Sequence 

Number 

• 

Title  ,  i 

Regulation 

Identifier 

Number 

3039 

SAN  No.  4770  Unregulated  Contaminant  Monitoring  Regulation  for  Public  Water  Systems  Revisions . 

2040-AD93 

SHORE  PROTECTION  ACT  (SPA)— Long-Term  Actions 

.  Sequence 
Number 

Title 

Regulation 

Identifier 

Number 

3040  1 

-  .  .  j 

SAN  No.  2820  Shore  Protection  Act,  Section  41 03(b)  Regulations . 

1  2040-AB85 

Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

General 


2702.  REVISIONS  TO  ACQUISITION 
REGULATION  CONCERNING 
CONFLICT  OF  INTEREST 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  The  purpose  of  this  rule  is 
to  revise  the  Agency’s  conflict  of 
interest  (COI)  acquisition  regulations. 
The  specific  revisions  involve  more 
stringent  requirements  for  submission 
of  relevant  information  from  Agency 
contractors  and  potential  contractors 
regarding  their  relationships  with 
parent  companies,  affrliates, 
subsidiaries,  and  sister  companies. 
Current  Agency  regulations  do  not 
require  the  submission  of  this  level  of 
information.  Receipt  and  evaluation  of 
this  information  is  critical  in  order  for 
the  Agency  to  decide  whether  or  not 
COI  situations  exist  and  how  they  are 
to  be  handled.  This  revised  rule  will 
also  codify  several  COI  clauses  that 
have  been  developed  since  the  issuance 
of  the  previous  rule  in  1994. 

Timetable: 

Action  Date  FR  Cite 

NPRM  !  06/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4319; 

Sectors  Affected:  5413  Architectural, 
Engineering  and  Related  Services; 

54162  Environmental  Consulting 


Services;  5416  Management,  Scientific 
and  Technical  Consulting  Services; 
5417  Scientific  Research  and 
Development  Services;  562  Waste 
Management  and  Remediation  Services 

Agency  Contact:  Daniel  Humphries, 
Environmental  Protection  Agency, 
Administration  and  Resources 
Management,  3802R,  Washington,  DC 
20460 

Phone:  202  564-4377 
Fax:  202  565-2552 
Email: 

humphries.daniel@epamail.epa.gov 

Cal  McWhirter,  Environmental 
Protection  Agency,  Administration  and 
Resources  Management,  3802R, 
Washington,  DC  20460 
Phone:  202  564^379 
Fax:  202  565-2552 

Email:  mcwhirter.cal@epamail.epa.gov 
RIN:  2030-AA67 


2703.  SECURITY  REQUIREMENTS 
FOR  TOXIC  SUBSTANCES  CONTROL 
ACT  CONFIDENTIAL  BUSINESS 
INFORMATION  ACCESS  FOR 
CONTRACTORS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  5  USC  301  sec  205(c); 
63  Stat  390,  as  amended;  40  USC 
486(c);  41  USC  418b 
CFR  Citation:  48  CFR  1552;  48  CFR 
1535 

Legal  Deadline:  None 
Abstract:  Current  security  requirements 
for  Toxic  Substances  Contract  Act 
Confidential  Business  Information 
(TSCA  CBI)  access  for  contractors  are 
implemented  in  three  Environmental 


Protection  Agency  contract  clauses, 

1552.235- 75,  1552.235-76,  and 

1552.235- 78.  Security  requirements  for 
the  Government  and  contractors  have 
been  updated  in  a  2003  TSCA  CBI 
Protection  Manual.  This  rulemaking 
will  implement  the  new  TSCA  CBI 
requirements  into  the  three  EPAAR 
clauses  cited  above. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4904; 

Agency  Contact:  Linda  Clement, 
Environmental  Protection  Agency, 
Administration  and  Resources 
Mcmagement,  3802R,  Washington,  DC 
20460 

Phone:  202  564-4356 
Fax:  202  565-2552 

Email:  clement.linda@epamail.epa.gov 

Hcury  Lewis,  Environmental  Protection 
Agency,  Administration  and  Resomces 
Management,  7407,  Washington,  DC 
20460 

Phone:  202  564-8642 

Email:  lewis.harry@epamail.epa.gov 

RIN:  2030-AA88 
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Proposed  Rule  Stage 


2704.  AWARD-TERM  CONTRACTING 
Priority:  Info./Admin./Other 

Legal  Authority:  41  USC  418(b);  5  USC 
301,  sec  205(c):  63  Stat  390,  as 
amended 

CFR  Citation:  48  CFR  1516;  48  CFR 
1552 

Legal  Deadline:  None 

Abstract:  The  Environmental 
Protection  Agency  (EPA)  is  proposing 
to  amend  the  EPA  Acquisition 
Regulation  (EPAAR)  to  add  guidance  on 
the  use  of  award-term  contracts.  The 
guidance  is  necessary  for  contracting 
officers  seeking  to  include  award-term 
provisions  in  contracts.  This  guidance 
will  establish  a  solicitation  provision 
and  contract  clause  in  the  EPAAR. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Final  Action  0 1  /00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4903; 

Agency  Contact:  Ed  Chambers, 
Environmental  Protection  Agency, 
Administration  and  Resources 
Management,  3802R,  Washington,  DC 
20460 

Phone:  202  564-4376 

Email:  chambers.ed@epamail.epa.gov 

RIN:  2030-AA89 


2705.  ACCESSIBILITY  STANDARDS 
FOR  CONTRACT  DELIVERABLES 
(SECTION  508) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  5  USC  301,  sec  205(c); 
41  USC  418(b) 

CFR  Citation:  48  CFR  1511;  48  CFR 
1552 


Legal  Deadline:  None 

Abstract:  This  action  will  amend  the 
Environmental  Protection  Agency 
Acquisition  Regulation  (EPAAR)  to 
require  contractors  to  identify 
applicable  accessibility  (508)  standards 
in  contract  deliverables. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Final  Action  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4931; 

Agency  Contact:  Ed  Chambers, 
Environmental  Protection  Agency, 
Administration  and  Resources 
Management,  3802R,  Washington,  DC 
20460 

Phone:  202  564-4376 

Email:  chambers.ed@epamail.epa.gov 

RIN:  2030-AA90 


2706.  •  AGE  DISCRIMINATION 
REGULATIONS— EPA-ASSISTED 
PROGRAMS— AGE  DISCRIMINATION 
ACT  OF  1975 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  6101  et  seq 
CFR  Citation:  40  CFR  7.10  to  7.180 
Legal  Deadline:  None 

Abstract:  Tbe  Age  Discrimination  Act 
of  1975  prohibits  discrimination  based 
on  age  in  programs  or  activities  that 
receive  Federal  financial  assistance, 
and  requires  Federal  agencies  to  issue 
regulations  implementing  the  Act. 
Recipients  are  aware  of  this  prohibition 
and  are  already  in  compliance  with  this 
requirement.  This  amendment  will  add 
age  as  a  protected  classification  to 
EPA’s  nondiscrimination  regulations 
(40  CFR  part  7),  which  already  prohibit 


discrimination  based  on  race,  color, 
national  origin,  sex,  or  handicap  in 
EPA-assisted  programs  or  activities 
pursuant  to  title  VI  of  the  Civil  Rights 
Act  of  1964,  section  504  of  the 
Rehabilitation  Act  of  1973,  and  section 
13  of  the  Federal  Water  Pollution 
Control  Act  of  1972.  The  1975  Age 
Discrimination  Act  uses  the  same 
prohibitory  language  as  title  VI  and 
section  504.  Promulgating  this  ^ 

amendment  will  bring  EPA  in  line  with 
other  Federal  agencies  that  have 
already  issued  age  discrimination 
regulations — such  as  U.S.  Department 
of  Justice  (DOJ)  and  the  U.S. 

Department  of  Health  and  Human 
Services  (HHS).  HHS  is  responsible  for 
approving  age  discrimination 
regulations  before  they  are  published, 
and  has  already  approved  EPA’s 
proposed  amendment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5121; 

Agency  Contact:  Thomas  Walker, 
Environmental  Protection  Agency, 

Office  of  the  Administrator,  1201  A, 

Washington,  DC  20460 

Phone:  202  343-9680 

Fax:  202  233-0630 

Email:  walker.tom@epa.gov 

Yasmin  Yorker,  Environmental 
Protection  Agency,  Office  of  the 
Administrator,  1201  A,  Washington,  DC 
20460 

Phone:  202  343-9682 

Fax: 202  233-0630 

Email:  yorker.yasmin@epa.gov 

RIN:  2090-AA37 


Environmental  Protection  Agency  (EPA) 
General 


2707.  INCORPORATION  OF  CLASS 
DEVIATIONS  INTO  EPAAR 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  40  USC  486(c) 

CFR  Citation:  48  CFR  1537;  48  CFR 
1552 


Legal  Deadline:  None 

Abstract:  The  Agency  has  approved  a 
number  of  class  deviations  (e.g., 
changes  to  reporting  requirements  and 
monthly  progress  reports)  to  the 
EPAAR  since  its  promulgation  in  April 
1994.  This  proposed  rule  would 


Final  Rule  Stage 


incorporate  most  of  the  class  deviations 
to  the  EPAAR. 

Timetable: 

Action  '  Date  FR  Cite 

Direct  Final  Action  06/00/07 
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Final  Rule  Stage 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None' 
Additional  Information:  SAN  No.  3580; 

Agency  Contact:  Frances  Smith, 
Environmental  Protection  Agency, 
Administration  and  Resources 
Management,  3802R,  Washington,  DC 
20460 

Phone:  202  564-4368 
Fax:  202  565-2475 

Email:  smith.frances@epamail.epa.gov 
RIN:  2030-AA37 


2708.  PROCEDURES  FOR 
IMPLEMENTING  THE  NATIONAL 
ENVIRONMENTAL  POLICY  ACT  AND 
ASSESSING  THE  ENVIRONMENTAL 
EFFECTS  ABROAD  OF  EPA  ACTIONS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  4321 
CFR  Citation:  40  CFR  6 
Legal  Deadline:  None 

Abstract:  The  Environmental 
Protection  Agency  is  proposing  to 
amend  its  procedures  for  implementing 
the  requirements  of  the  National 
Environmental  Policy  Act  of  1969 
(NEPA).  The  proposed  rule  would  also 
include  minor,  technical  amendments 
to  the  Agency’s  procedures  for 
implementing  Executive  Order  12114 
“Environmental  Effects  Abroad  of 
Major  Federal  Actions.” 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/19/06  71  FR  76082 

NPRM  Comment  02/20/07 
Period  End 

Final  Action  08/00/07 

Reguiatory  Fiexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State,  Tribal 

Additional  Information:  SAN  No.  4292; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
GENERAL/ 2 006/December/Day- 
19/g21402.pdf; 

Agency  Contact:  Robert  Hargrove, 
Environmental  Protection  Agency, 
Office  of  Enforcement  and  Compliance 
Assurance,  2252A,  Washington,  DC 
20460 

Phone:  202  564-7157 


Fax:  202  564-0070 

Email:  hargrove.robert@epa.gov 

Jaime  Loichinger,  Enyironmental 
Protection  Agency,  Office  of 
Enforcement  and  Compliance 
Assurance,  2252A,  Washington,  DC 
20460 

Phone:  202  564-0276 
Fax:  202  564-0070 
Email: 

loichinger.jaime@epamail.epa.gov 
RIN:  2020-AA42 


2709.  PROJECT  XL  SITE-SPECIFIC 
RULEMAKING  FOR  NASA  WHITE 
SANDS  TEST  FACILITY  ELECTRONIC 
REPORTING  IN  LAS  CRUCES,  NEW 
MEXICO  (PHASES  Ml) 

Priority:  Info./Admin./Other 

Legal  Authority:  Safe  Drinking  Water 
Act;  42  USC  300f  to  300J-26;  Solid 
Waste  Disposal  Act:  42  USC  6901  to 
6992k 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  The  U.S.  Environmental 
Protection  Agency  (EPA)  has  entered 
into  an  XL  (excellence  and  Leadership) 
Final  Project  Agreement  (FPA)  with  the 
National  Aeronautics  and  Space 
Administration  (NASA)  White  Sands 
Test  Facility  (WSTF)  in  Las  Cruces, 

New  Mexico,  to  implement  a  project 
that  would  modify  reporting 
requirements  under  the  Resource 
Conservation  and  Recovery  Act  (RCRA), 
the  Safe  Drinking  Water  Act  (SDWA), 
Clean  Water  Act  (CWA),  and  the  Clean 
Air  Act  (CAA).  The  purpose  of  this 
NASA  WSTF  Electronic  Reporting  site-' 
specific  rule  is  to  enable  the  NASA 
WSTF  to  electronically  submit 
compliance  reports  and  permit 
information  to  the  New  Mexico 
Environment  Department  (NMED)  in 
lieu  of  submitting  paper  reports.  The 
rule  will  set  forth  guidelines  to  ensure 
that  the  information  submitted  by 
NASA  WSTF  to  NMED  is  accurate  by 
outlining  procedures  for  data 
authentication,  use  of  electronic 
signature,  and  encryption  processes. 
This  rule  will  address  Phases  I  and  II 
of  the  project  covering  reporting 
requirements  under  RCRA  and  the 
SDWA.  A  second  and  subsequent  rule 
will  address  Phases  III  to  VI  of  the 
project  covering  additional  reporting 
requirements  under  the  CWA  and  CAA. 


Timetable: 

Action  Date  FR  Cite 

NPRM  10/31/01  66  FR  55050 

NPRM  Comment  11/30/01 

Period  End 

Final  Action  1 0/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4536; 

Agency  Contact:  Kristina  Heinemann, 
Environmental  Protection  Agency, 
Office  of  the  Administrator,  1807T, 
-Washington,  DC  20460 
Phone:  202  566-2183 
Fax:  202  566-2220 
Email: 

heinemann.kristina@epamail.epa.gov 

Gerald  Filbin,  Environmental  Protection 
Agency,  Office  of  the  Administrator, 
1807T,  Washington,  DC  20460 
Phone:  202  566-2182 
Fax:  202  566-2211 
Email:  filbin.gerald@epamail.epa.gov 

RIN:  2090-AA27 


2710.  UTILIZATION  OF  SMALL, 
MINORITY,  AND  WOMEN’S  BUSINESS 
ENTERPRISES  IN  PROCUREMENT 
UNDER  ASSISTANCE  AGREEMENTS 

Priority:  Other  Significant 

Legal  Authority:  PL  101-507;  PL 
102-389;  PL  101-549;  42  USC  9605(f); 
PL  100-590;  EO  12432;  EO  12138;  EO 
11625 

CFR  Citation:  40  CFR  33 
Legal  Deadline:  None 

Abstract:  The  regulation  will  codify 
revisions  to  the  Agency’s  program  for 
the  utilization  of  Small,  Minority,  and 
Women’s  Business  Enterprises  in 
procurements  under  assistance 
agreements  (i.e.,  grants  and  cooperative 
agreements  awarded  by  EPA  as  well  as 
grants  and  cooperative  agreements 
awarded  by  other  agencies  under 
interagency  agreements  with  EPA).  The 
revisions  are  necessary  to  ensure 
consistency  with  the  Supreme  Court’s 
decision  in  Adarand  Constructors,  Inc. 
V.  Pena,  115  S.Ct.  2097  (1995),  and 
were  identified  as  part  of  the  Clinton 
Administration’s  review  of  affirmative 
action  programs.  They  include:  (1) 
Placing  greater  emphasis  on  requiring 
assistance  agreement  recipients  to 
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submit  documentation  supporting 
proposed  fair  share  procurement 
objectives  for  Minority  Business 
Enterprises  (MBEs)  and  Women’s 
Business  Enterprises  (WBEs)  based  on 
the  availability  of  qualified  MBEs  and 
WBEs  in  the  relevant  geographic 
market:  (2)  authorizing  or  requiring 
recipients  and  their  prime  contractors 
to  take  reasonable  race/gender¬ 
conscious  measures  (e.g.,  bidding 
credits)  in  the  event  that  race/gender- 
neutral  efforts  prove  inadequate  to  meet 
fair  share  objectives:  and  (3) 
administering  statutory  MBE/WBE 
objectives  as  a  national  goal,  allowing 
smaller  or  larger  fair  share  objectives 
for  particular  grants  or  cooperative 


agreements  based  on  the  availability 
standard. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/24/03  68  FR  43824 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4056: 
EPA  publication  information;  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 


Environmental  Protection  Agency  (EPA) 
General 


2711.  PUBLIC  INFORMATION  AND 
CONFIDENTIALITY  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2005;  15  USC 
2601  et  seq:  21  USC  346;  33  USC  1251 
et  seq:  33  USC  1414;  42  USC  11001 
et  seq:  42  USC  300(f)  et  seq;  42  USC 
4912;  42  USC  6901  et  seq;  42  USC  7401 
et  seq;  42  USC  9601  et  seq;  5  USC  552; 
7  USC  136  et  seq 

CFR  Citation:  40  CFR  2;  40  CFR  57; 

40  CFR  122;  40  CFR  123;  40  CFR  145; 
40  CFR  233;  40  CFR  260;  40  CFR  270; 
40  CFR  271;  40  CFR  281;  40  CFR  350; 
40  CFR  403;  40  CFR  85;  40  CFR  86 


regulations  have  succeeded  in 
protecting  CBI,  changes  in  Agency 
workload,  practice,  and  statutory 
authority  have  made  it  difficult  to 
handle  CBI  activities  as  expeditiously 
as  desired.  EPA  is  examining  its  CBI 
regulations  to  determine  whether 
changes  are  needed  to  make  them  more 
efficient  and  effective.  Provision  40 
CFR  2.205(c),  which  automatically 
protects  CBI  substantiations  claimed  as 
confidential,  is  being  examined 
individually  and  as  part  of  the  CBI 
regulations  as  a  whole. 

Timetable: 


Legal  Deadline:  NPRM,  Statutory, 
August  31,  2000,  Proposed  ride  to 
eliminate  the  special  treatment  of  CBI 
substantiations. 

Abstract:  EPA  regulations  at  40  CFR 
part  2,  subpart  B,  provide  procedures 
for  handling  and  disclosing  information 
claimed  as  confidential  business 
information  (CBI).  Although  the  current 


Action  Date  FR  Cite 


NPRM1 
NPRM  2 
NPRM  3 
NPRM  4 
ANPRM 
Final  Action 


11/23/94  59  FR  60446 
10/25/99  64  FR  57421 
12/21/99  64  FR  71366 
08/30/00  65  FR  52684 
12/21/00  65  FR  80394 
To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Final  Rule  Stage 


GENERAL/2003/July/Day- 

24/gl8002.pdf; 

Agency  Contact:  Kimberly  Patrick, 
Environmental  Protection  Agency, 
Office  of  the  Administrator,  1230N, 
Washington,  DC  20460 
Phone:  202  564-5386 
Email:  patrick.kimberly@epa.gov 

Jeanette  Brown,  Environmental 
Protection  Agency,  Office  of  the 
Administrator,  1230N,  Washington,  DC 
20460 

Phone:  202  564-4100 
Email:  brown.jeanette@epa.gov 

Related  RIN:  Previously  reported  as 
2020-AA39 

RIN:  2090-AA38 


Long-Term  Actions 


Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  3240; 
EPA  publication  information;  NPRM  1- 
Withdrawn  12/21/2000,  65  FR  80395; 

Agency  Contact:  Sara  Hisel-McCoy, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2822-T,  Washington,  DC  20460 
Phone:  202  566-1649 
Fax:  202  566-1639 
Email:  hisel- 

mccoy.sara@epamail.epa.gov 

Joe  Sierra,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2822-T,  Washington,  DC 
20460 

Phone:  202  566-1683 

Fax:  202  566-1639 

Email:  sierra.joe@epamail.epa.gov 

RIN:  2025-AA02 
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Environmental  Protection  Agency  (EPA)  Completed  Actions 

General 


2712.  UTILIZATION  OF  SMALL, 
MINORITY,  AND  WOMEN’S  BUSINESS 
ENTERPRISES  IN  PROCUREMENT 
UNDER  ASSISTANCE  AGREEMENTS 

Timetable: 

Action  Date  FR  Cite 


Transferred  to  RIN  03/22/07 
2090-AA38 

RIN:  2020-AA39 


2713.  IMPLEMENTATION  OF  2  CFR 
PART  180 

Priority:  Info./Admin./Other 
CFR  Citation:  2  CFR  1532 
Compieted: 

Reason  Date  FR  Cite 

Finai  Action  01/19/07  72  FR  2421 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Suzanne  Hersh 

Phone:  202  564-5374 

Email:  hersh . suzanne@epamail . epa.gov 

RIN:  2030-AA94 


Environmental  Protection  Agency  (EPA)  Prerule  Stage 

Clean  Air  Act  (CAA) 


2714.  •  PROTECTION  OF 
STRATOSPHERIC  OZONE: 
RESTRICTING  ACCESS  TO  PRE-2005 
STOCKS  OF  METHYL  BROMIDE 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  42  USC  7671  to 
7671q:  42  USC  7401  to  7671q 

CFR  Citation:  40  CFR  82 
Legai  Deadline:  None 

Abstract:  EPA  is  concerned  with  the 
environmental  impacts  that  could  result 
from  the  need  to  manufacture 
additional  methyl  bromide  to  serve  the 
needs  of  approved  critical  users  where 
part  of  their  overall  need  could  be 
served  by  drawing  from  the  inventory 
of  methyl  bromide  produced  prior  to 
January  1,  2005.  Therefore,  EPA  intends 
to  issue  an  advance  notice  considering 
the  need  to  propose  a  regulation 
restricting  access  to  pre-2005  inventory 
only  to  meet  the  needs  of  the  approved 
critical  users,  recognizing  that  such  a 
restriction  would  not  replace,  in  whole 
or  in  part,  the  critical  use  nomination 
process.  This  restriction  would  ensure 
that  those  uses  of  methyl  bromide  that 
do  not  seek  and  receive  a  critical  use 
nomination  could  not  access  pre¬ 
phaseout  inventory. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  09/00/07 

NPRM  06/00/08 

Final  Action  01/00/09 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5137; 

Agency  Contact:  Cindy  Newberg, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9729 
Fax:  202  343-2337 

Email:  newberg.cindy@epamail.epa.gov 
RIN:  2060-AO29 


2715.  •  CONTROL  OF  EMISSIONS 
FROM  NEW  MARINE 
COMPRESSION-IGNITION  ENGINES 
AT  OR  ABOVE  30  LITERS  PER 
CYLINDER 

Priority:  Other,  Significant 
Legai  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  1042 
Legal  Deadline:  None 
Abstract:  Emissions  from  category  3 
marine  engines  (greater  than  30  liters 
per  cylinder)  contribute  significantly  to 
unhealthful  levels  of  ambient 
particulate  matter  and  ozone  in  many 
parts  of  the  United  States.  These 
engines  are  highly  mobile  and  are  not 
easily  controlled  at  a  State  or  local 
level.  EPA  currently  regulates  marine 
diesel  engines  on  ships  flagged  in  the 
United  States.  This  rulemaking  will 


consider  new  standards  for  oxides  of 
nitrogen  and  particulate  matter. 
Technologies  under  consideration 
include  aftertreatment  devices  and  the 
use  of  distillate  or  low  sulfur  fuel.  This 
rule  will  consider  whether  it  is 
appropriate  to  apply  these  standards  to 
foreign  flagged  vessels  that  use  U.S. 
ports. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  5129; 

Agency  Contact:  Michael  Samulski, 

Environmental  Protection  Agency,  Air 

and  Radiation,  OAR/OTAQ/ASD,  Ann 

Arbor,  MI  48105 

Phone:  734  214-4532 

Fax:  734  214-4050 

Email:  samulski.michael@epa.gnv 

Jean-Marie  Revelt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
OAR/OTAQ/ASD,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4822 

Fax:  734  214-4816 

Email:  revelt.jean-marie@epa.gov 

RIN:  2060-AO38 
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2716.  AMENDMENT  TO  SUBPARTS  H 
AND  I  FOR  EMISSIONS  OF 
RADIONUCLIDES  OTHER  THAN 
RADON  FROM  DOE  FACILITIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  PL  95-95;  CAA  112(g) 
or  (q) 

CFR  Citation:  40  CFR  61 
Legal  Deadline:  None 

Abstract:  Subparts  H  and  I  of  40  CFR 
61  establish  standards  under  the  Clean 
Air  Act  for  emissions  of  radionuclides 
other  than  radon  from  Department  of 
Energy  (DOE)  and  other  non-DOE 
Federal  facilities.  Under  subparts  H  and 
I,  regulated  entities  currently  determine 
compliance  with  the  emission 
standards  by  utilizing  the  approved 
computer  models  CAP88  and  AIRDOS- 
PC  or  any  other  procedures  for  which 
EPA  has  granted  prior  approval.  Since 
promulgation  of  subparts  H  and  I,  EPA 
has  developed  an  additional  model, 
GENII-NESHAPS,  which  is  suitable  for 
regulated  entities  to  use  to  determine 
compliance,  in  addition  to  the  currently 
approved  models  mentioned  above.  The 
model  was  developed  to  incorporate 
the  internal  dosimetry  models 
recommended  by  the  International 
Commission  on  Radiological  Protection 
(ICRP)  and  the  radiological  risk 
estimating  procedures  of  Federal 
Guidance  Report  13  into  updated 
versions  of  existing  environmental 
pathway  analysis  models.  The  model 
was  developed  under  the  direction  of 
OAR’s  Office  of  Radiation  and  Indoor 
Air,  in  consultation  with  OAR’s  Office 
of  Air  Quality  Planning  and  Standards 
(OAQPS).  Also,  GENII-NESHAPS  has 
undergone  Science  Advisory  Board 
(SAB)  review.  In  this  direct  final  rule, 
EPA  is  updating  subparts  H  and  I  to 
include  GENII-NESHAPS  as  an 
approved  compliance  model. 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  4768; 

Agency  Contact:  Behram  Shroff, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6608),  Washington,  DC 
20460 


Phone:  202  343-9707 

Fax:  202  343-2304 

Email:  shroff.behram@epa.gov 

RIN:  2060-AK81 


2717.  AMENDMENTS  TO  METHOD  24 
(WATER-BASED  COATINGS) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7410 
CFR  Citation:  40  CFR  60 
Legal  Deadline:  Final,  Statutory,  June 
15.  2001. 

Abstract:  The  determination  of  volatile 
organic  compounds  (VOCs)  content  of 
a  surface  coating  by  reference  Method 
24  involves  determination  of  its  water 
content  cmd  calculation  of  its  VOC 
content  as  the  difference  of  the  two 
measurements  (volatile  content  minus 
water  content).  Method  24  is  inherently 
less  precise  for  water-based  coatings 
than  it  is  for  solvent-based  coatings  and 
the  imprecision  increases  as  water 
content  increases.  This  action  will 
amend  Method  24  by  adding  a  direct 
measurement  procedure  for  measuring 
VOC  content  of  water-based  coatings, 
thereby  improving  the  method’s 
precision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00^ 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  3649; 

Agency  Contact:  Candace  Sorrell, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-1064 

Fax:  919  541-0516 

Email:  sorrell.candace@epa.gov 

Conniesue  Oldham,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-7774 
Email: 

oldham.conniesue@epamail.epa.gov 
RIN:  2060-AF72 


2718.  GENERAL  CONFORMITY 
REGULATIONS;  REVISIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  to  7671  • 


CFR  Citation:  40  CFR  51.850  to  51.860; 
40  CFR  93.150  to  93.160 

Legal  Deadline:  None 

Abstract:  Section  176(c)  of  the  Clean 
Air  Act  prohibits  Federal  entities  from 
taking  actions  which  do  not  conform 
to  the  State  implementation  plan  (SIP) 
for  the  attainment  and  maintenance  of 
the  national  ambient  air  quality 
standards  (NAAQS).  In  November  1993, 
EPA  promulgated  two  sets  of 
regulations  to  implement  section 
176(c).  First,  on  November  24,  EPA 
promulgated  the  Transportation 
Conformity  Regulations  to  establish  the 
criteria  and  procedures  for  determining 
that  transportation  plans,  programs,  and 
projects  that  are  funded  under  title  23 
U.SiC.  or  the  Federal  Transit  Act 
conform  with  the  SIP.  Then,  on 
November  30,  EPA  promulgated 
regulations,  known  as  the  General 
Conformity  Regulations,  to  ensure  that 
other  Federal  actions  also  conformed  to 
the  SIPs.  The  EPA  has  not  reviewed 
or  revised  the  General  Conformity 
Regulations  since  their  1993 
promulgation.  Several  Federal  agencies 
have  identified  concerns  over  the 
implementation  of  the  General 
Conformity  Regulations,  including  the 
requirements  for  areas  designated 
nonattainment  for  the  newly 
promulgated  NAAQS.  In  conjunction 
with  an’  ad  hoc  work  group  of 
representatives  from  several  Federal 
agencies,  EPA  will  review  the 
implementation  of  the  General 
Conformity  Regulations.  The  EPA  will 
then  propose  and  promulgate  any 
appropriate  revision  to  those 
regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Additional  information:  SAN  No.  4070; 

Agency  Contact:  Tom  Coda, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3037 
Fax:  919  541-0824 
Email:  coda.tom@epa.gov 

RIN:  2060-AH93 


Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 
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2719.  NATIONAL  VOC  EMISSION 
STANDARDS  FOR  CONSUMER 
PRODUCTS  AND  ARCHITECTURAL 
AND  INDUSTRIAL  MAINTENANCE 
COATINGS;  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  75 lib 

CFR  Citation:  40  CFR  59 

Legal  Deadline:  None 

Abstract:  This  action  consists  of 
amendments  to  the  consumer  products 
and  the  architectural  and  industrial 
(AIM)  coatings  part  59  VOC  rules  under 
section  183(e).  Consistent  with  Clean 
Air  Act  Advisory  Committee 
recommendations  AQM2.3  and 
AQM2.4,  these  rules  are  being  updated 
to  align  them  with  the  model  rules 
adopted  by  the  Ozone  Transport 
Commission.  In  addition,  this  action 
will  subsume  SAN  5009,  Determining 
Emissions  Reductions  Achieved  from 
Rules  Limiting  VOC  Content  of  AIM 
Coatings. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  1 1  /00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4309; 

Sectors  Affected:  32599  All  Other 
Chemical  Product  Manufacturing 

Agency  Contact:  Bruce  Moore, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5460 

Fax:  919  541-3470 

Email:  moore.bruce@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-A162 


2720.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  LISTING 
OF  SUBSTITUTES  FOR 
OZONE-DEPLETING  SUBSTANCES: 
N~PROPYL  BROMIDE 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  42  USC  7414;  42  USC 
7601:  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  This  rule  would  list  whether 
n-propyl  bromide  (nPB)  is  an 
acceptable  substitute  for  class  I  and 
class  II  ozone  depleting  substances 
used  in  aerosol  solvent  and  adhesives 
end  uses.  This  could  provide  another 
alternative  to  solvents  with  higher 
ozone  depletion  potential  that  industry 
is  interested  in  using.  Provisions  in  this 
rule  could  include  specific  conditions 
on  the  use  of  nPB  as  a  solvent,  such 
as  limiting  the  specific  applications  in 
which  it  may  be  used  to  those  with 
low  emissions  and  requiring  exposure 
limits  consistent  with  industry 
practices.  Any  conditions  would  be  for 
the  purpose  of  ensuring  that  nPB  is 
used  in  a  manner  that  is  safe  and 
environmentally  protective.  OSHA  does 
not  currently  regulate  nPB.  If  EPA 
establishes  any  use  conditions  in  a  final 
rule,  we  would  revise  our  ruling  to 
adopt  whatever  OSHA  requires  if 
OSHA  later  regulates  the  use  of  nPB. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/03/03  68  FR  33283 

NPRM  Correction  •  i  0/02/03  68  FR  56809 

NPRM  2— Adhesives  04/00/07 
Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4599; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2003/June/Day-03/al3254.htm: 

Split  from  RIN  2060-AI58.  The  previous 
ANPRM  was  under  SAN  No.  3525.; 

EPA  Docket  information;  EPA-HQ-OAR- 
2002-0064 

Sectors  Affected:  334  Computer  and 
Electronic  Product  Manufacturing;  332 
Fabricated  Metal  Product 
Manufacturing;  337  Furniture  and 
Related  Product  Manufacturing:  333 
Machinery  Manufacturing:  331  Primary 
Metal  Manufacturing:  336 


Transportation  Equipment 
Manufacturing;  32615  Urethane  and 
Other  Foam  Product  (except 
Polystyrene)  Manufacturing 

URL  For  More  Information: 

www.epa.gov\ozone\title6 

Agency  Contact:  Margaret  Sheppard, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9163 

Fax:  202  343-2337 

Email:  sheppard.margaret@epa.gov 

Monica  Shimamura,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205J,  Washington,  DC  20460 
Phone:  202  343-9337 
Fax:  202  343-2338 
Email: 

shimamura.monica@epamail.epa.gov 
RIN:  2060-AK26 


2721.  •  MODIFICATION  TO  THE 
PUBLIC  HEARING  AND  SUBMITTAL 
REQUIREMENTS  FOR  STATE 
IMPLEMENTATION  PLANS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  23  USC  101;  42  USC 
7401  to  7641q 

CFR  Citation:  40  CFR  51.102(a)  and  (f), 
51.103:  40  CFR  52.0 

Legal  Deadline:  None 

Abstract:  The  current  regulation  as 
written  requires  States  to  hold  public 
hearings  for  any  revision  tg  State 
implementation  plans.  States  currently 
hold  public  hearings  whether  or  not  the 
public  attends  and  participates  in  these 
hearings.  Many  of  these  plan  revisions 
are  minor  or  noncontroversial  in 
nature,  and  no  member  of  the  public 
or  the  regulated  community  attends  or 
participates  in  the  hearing.  These 
hearings  consume  both  valuable  time 
and  resources.  Rather  than  requiring  a 
public  hearing  for  all  SIP  revisions,  the 
proposed  revision  will  allow  States  to 
determine  those  actions  for  which  there 
may  be  little  or  no  interest  by  the 
public  or  the  regulated  community  and, 
for  those  actions,  to  provide  the  public 
the  opportunity  to  request  a  public 
hearing.  If  no  request  for  public,  hearing 
is  made,  then  the  State  would  have 
fulfilled  the  requirements,  and  no 
public  hearing  is  required  to  he  held. 
Whether  or  not  a  public  hearing  is 
held,  the  State  is  required  to  provide  . , 
a  30-day  period  for  the  written 
submission  of  comments  from  the 
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Fax:  404  562-9019 

Email:  lakeman.sean@epa.gov 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


public.  EPA  believes  this  rule  revision 
will  have  no  affect  on  public 
participation  in  the  rulemaking  process, 
but  will  help  State  agencies  reduce 
costs  by  not  needing  to  pay  for  facilities 
for  public  hearings  for  which  no  one 
is  interested  in  attending  and 
participating.  In  addition,  it  will 
increase  efficiency  by  allowing  limited 
staff  resources  to  be  devoted  to 
productive  activities  rather  than  staffing 
a  hearing  that  is  not  attended. 

This  proposed  revision  will  also 
establish  the  minimum  required 
number  of  electronic  (1)  and  hard 
copies  (2)  to  be  submitted  with  all 
official  SIP  submittals  or  preliminary 
requests  for  EPA  review  from  the 
current  requirement  of  submitting  5 
hard  copies.  With  today’s  use  of 
electronic  processing  and  the  use  of  the 
Internet  these  revisions  align  the 
regulatory  requirements  with  the  way 
States  and  EPA  interact  and  with  the 
way  information  is  made  available  to 
the  public.  Rulemaking  dockets  are 
now  available  electronically,  providing 
greater  access  to  the  public  because 
there  are  no  geographic  or  time  limits 
on  where  or  when  documents  may  be 
obtained.  Previously,  when  the  dockets 
were  comprised  solely  of  hard  copies 
of  documents,  the  public  needed  to 
travel  to  specified  locations  to  review 
the  docket  and  the  docket  was  available 
only  during  business  hours.  These 
revisions  will  reduce  costs  for  States 
but  will  not  interfere  with  the  public’s 
access  to  SIP  revisions  being  reviewed 
by  EPA.  Rather,  as  described  above,  the 
availability  of  electronic  files  simplifies 
access  for  the  public.  Since  the 
promulgation  of  40  CFR  EPA  Regional 
Offices  3,  4,  7,  and  8  have  relocated. 
EPA  is  updating  addresses  to  provide 
the  public  with  the  current  address. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  5113; 
Agency  Contact:  Sean  Lakeman, 
Environmental  Protection  Agency, 
Regional  Office  Atlanta,  1200 
Pennsylvania  Avenue,  Atlanta,  GA 
30303 

Phone:  404  562-9043 


Jerry  Stubberfield,  Environmental 
Protection  Agency,  Regional  Office 
Atlanta.  C404-02,  Durham.  NC  27711 
Phone:  919  541-0876 
Fax: 919  541-7925 
Email:  stubberfield.jerry@epa.gov 


2722.  PERFORMANCE 
SPECIFICATIONS  FOR  CONTINUOUS 
PARAMETER  MONITORING  SYSTEMS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7412(b)(5)  et 
seq 

CFR  Citation:  40  CFR  63  subpart  SS; 

40  CFR  63.8;  40  CFR  60,  app  B;  40 
CFR  60,  app  F 


Abstract:  The  PS-17  and  QA  Procedure 
4  would  apply  to  continuous  pmameter 
monitoring  systems  (CPMS)  that  are 
required  under  an  applicable  subpart  to 
parts  60,  61,  or  63.  Therefore,  this 
rulemaking  would  not  require  the 
installation  or  operation  of  additional 
CPMS.  The  specific  types  of  CPMS 
covered  by  the  proposed  PS- 17  and  QA 
Procedure  4  are  those  that  are  used  to 
measure  and  record  temperature, 
pressure,  liquid  flow  rate,  gas  flow  rate, 
mass  flow  rate,  pH,  or  conductivity  on 
a  continuous  basis.  The  proposed  PS- 
17  establishes  procedures  and  other 
requirements  that  will  help  to  ensure 
that  CPMS  are  properly  selected, 
installed,  and  placed  into  operation. 
The  proposed  QA  Procedure  4  specifies 
procedures  that  will  help  to  ensure  that 
CPMS  provide  quality  data  on  an 
ongoing  basis.  The  proposed 
amendments  to  QA  Procedure  1,  of  40 
CFR  60,  appendix  F,  add  provisions  to 
address  CPMS  that  are  used  to  monitor 
multiple  pollutants  and  are  subject  to 
PS-9  or  PS-15.  The  amendments  to  40 
CFR  63,  subpart  A,  ensure  consistency 
among  the  proposed  PS-17,  QA 
Procedure  4,  and  the  General 
Provisions  to  part  63.  The  amendments 
to  section  63.996(c)  of  40  CFR  63, 
subpart  SS,  ensure  consistency  among 
PS-17,  QA  Procedure  4,  and  the 
monitoring  requirements  of  subpart  SS. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 


Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4584; 

Sectors  Affected:  31-33  Manufacturing; 
21  Mining;  486  Pipeline  Transportation; 
562213  Solid  Waste  Combustors  and 
Incinerators;  562212  Solid  Waste 
Landfill;  22  Utilities 

Agency  Contact:  Barrett  Parker, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-05,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5365 

Fax: 919  541-1039 

Email:  parker.barrett@epa.gov 

Bob  Schell,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-04, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-4116 
Fax:  919  541-1039 
Email:  schell.bob@epa.gov 
RIN:  2060-AJ86 


2723.  PERFORMANCE-BASED 
MEASUREMENT  SYSTEM  FOR  FUELS: 
CRITERIA  FOR  SELF-QUALIFYING 
ALTERNATIVE  TEST  METHODS; 
DESCRIPTION  OF  OPTIONAL 
STATISTICAL  QUALITY  CONTROL 
MEASURES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7545 
CFR  Citation:  40  CFR  80 
Legal  Deadline:  None 

Abstract:  Transportation  fuels  (like 
gasoline  and  diesel  fuel)  are  regulated 
by  EPA  under  the  Clean  Air  Act  to 
control  the  emissions  that  result  when 
they  are  burned  in  engines,  and  also 
to  protect  engines’  emission  control 
equipment.  Fuels  regulations  require 
measurement  of  various  of  the  fuels’ 
properties  and  prescribe  “designated” 
analytical  methods  for  that  purpose. 
This  regulation  is  intended  to  provide 
a  way  for  regulated  parties  to  self- 
qualify  alternatives  to  the  designated 
measurement  methods  that  may  be 
cheaper,  quicker,  simpler,  more 
amenable  to  automation,  or  otherwise 
preferable.  The  regulation  will  also 
prescribe  a  minimum  level  of  statistical 
quality  control  for  all  fuels  test 
methods,  designated  or  alternative.  The 
regulations  should  quicken  the 
adoption  of  new  measurement 
technologies  by  removing  the  need  for 


RIN:  2004-AA02 


Legal  Deadline:  None 
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multiple  method-specific  rulemakings, 
but  to  do  so  in  a  way  that  will  not 
degrade  the  performance  of  the  overall 
measurement  system.  Introduction  of 
statistical  quality  control  Tor  all 
methods  should  improve  measurement 
precision  and  accuracy  in  actual 
practice  across  all  methods. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4633; 

Sectors  Affected:  324199  All  Other 
Petroleum  and  Coal  Products 
Manufacturing:  54199  All  Other 
Professional,  Scientific  and  Technical 
Services:  334516  Analytical  Laboratory 
Instrument  Manufacturing:  42271 
Petroleum  Bulk  Stations  and  Terminals: 
48691  Pipeline  Transportation  of 
Refined 

Agency  Contact:  John  Holley, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6406J,  Washington,  DC 
20460 

Phone;  202  343-9305 

Fax:  202  233-9557 

Email:  holley.john@epamail.epa.gov 

Joe  Sopata,  Environmental  Protection 

Agency,  Air  and  Radiation,  6406J, 

Washington,  DC  20460 

Phone:  202  343-9034 

Fax:  202  565-2085 

Email:  sopata.joe@epamail.epa.gov 

RIN:  2060-AK03 


2724.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  PROCESS 
FOR  EXEMPTING  EMERGENCY  USES 
OF  METHYL  BROMIDE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7671  to  767iq 
CFR  Citation:  40  CFll  82 
Legal  Deadline:  None 

Abstract:  Under  the  Clean  Air  Act  and 
the  Montreal  Protocol  on  substances 
that  deplete  the  ozone  layer,  this  rule 
will  seek  to  create  an  exemption  for 
emergency  uses  of  methyl  bromide,  an 
ozone  depleting  substance,  after  the 
phase-out  date  of  2005.  This  exemption 
will  be  limited  to  no  more  than  20 
metric  tons  per  emergency  event.  This 


is  a  deregulatory  action  that  will 
decrease  burden  on  producers, 
importers,  distributors,  and  applicators 
of  methyl  bromide  as  well  as  end-users 
of  methyl  bromide  who  are  growers  and 
owners  of  stored  food  products,  while 
still  achieving  the  environmental 
objectives  of  the  program. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4819; 

URL  For  More  Information: 

www.epa.gov/ ozone/mbr 

Agency  Contact:  Marta  Montoro, 
Environmental  Protection  Agency,  Air 
and  Radiation,  1200  Pennsylvania 
Avenue  NW.,  Washington,  DC  20460 
Phone:  202  343-9321 
Fax:  202  565-2079 

Email:  montoro.marta@epamail.epa.gov 

Ross  Brennan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205J,  Washington,  DC  20460 
Phone:  202  343-9226 
Fax:  202  565-2155 
Email:  brennan.ross@epamail.epa.gov 

RIN:  206(>-AL94 


2725.  CONTROL  OF  EMISSIONS  FROM 
NEW  LOCOMOTIVES  AND  NEW 
MARINE  DIESEL  ENGINES  LESS 
THAN  30  LITERS  PER  CYLINDER 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  42  USC  7522  to  7621 
CFR  Citation:  40  CFR  92;  40  CFR  94 

Legal  Deadline:  None 

Abstract:  Emissions  from  locomotive 
and  marine  diesel  engines  contribute 
significantly  to  unhealthful  levels  of 
ambient  particulate  matter  and  ozone 
in  many  parts  of  the  United  States. 
These  engines  are  highly  mobile  and 
are  not  easily  controlled  at  a  State  or 
local  level.  EPA  currently  regulates  the 
manufacturers  of  these  engines  when 
they  are  produced  or  remanufactured  at 
a  level  similar  to  early  1990s  on- 
highway  diesel  trucks.  This  rulemaking 


will  propose  to  set  an  additional  tier 
of  more  stringent  particulate  matter  and 
nitrogen  oxides  emission  standards  for 
new'  marine  diesel  engines  below  30 
liters  per  cyliiider  (category  1  and 
category  2  marine  diesel  engines)  and 
new  locomotive  engines.  The  standards 
under  consideration  are  expected  to  be 
based  on  the  use  of  high-efficiency 
aftertreatment  technologies  like  those 
that  will  be  used  to  meet  EPA’s  recent 
heavy-duty  and  nonroad  diesel 
standards.  These  technologies,  which 
could  reduce  emissions  by  90  percent, 
would  be  enabled  by  the  availability 
and  use  of  low  sulfur  diesel  fuel. 

Timetable: 


Action 

Date 

FR  Cite 

ANPRM 

06/29/04 

69  FR  39276 

ANPRM  Comment 

08/30/04 

Period  End 

NPRM 

04/03/07 

72  FR  15938 

NPRM  Comment 

07/02/07 

Period  End 

Final  Action 

05/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4871 

Agency  Contact:  Jean-Marie  Revelt, 

Environmental  Protection  Agency,  Air 

and  Radiation,  OAR/OTAQ/ASD,  Ann 

Arbor,  MI  48105 

Phone:  734  214-4822 

Fax:  734  214-4816 

Email:  revelt.jean-marie@epa.gov 

RIN:  2060-AM06 


2726.  NESHAP:  AREA  SOURCE 
STANDARDS— GLASS 
MANUFACTURING  INDUSTRY  AND 
CLAY  CERAMICS  INDUSTRY 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7401  to  7626; 
CAA 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  Final,  Statutory, 
November  15,  2000. 

Final,  Judicial,  December  15,  2007,  Two 
of  ten  area  source  category  standards 
to  be  promulgated  by  12/15/2007  as  per 
3/31/2006  order. 

Abstract:  The  processes  involved  in 
glass  manufacturing  include  raw 
material  storage,  handling  and  mixing, 
high  temperature  (usually  furnace) 
melting,  forming,  coating,  and  other 
processes  specific  to  particular 


23182 


Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


EPA— Clean  Air  Act  (CAA) 


Proposed  Rule  Stage 


2728.  AREA  SOURCE  NATIONAL 
EMISSION  STANDARDS  FOR 
HAZARDOUS  AIR  POLLUTANTS 
(NESHAP)  FOR  IRON  AND  STEEL 
FOUNDRIES 


products.  The  hazardous  air  pollutants 
(HAP)  for  which  glass  manufacturing 
was  listed  are  lead,  arsenic,  mercury, 
nickel,  chromium,  and  manganese. 
Approximately  150  facilities  currently 
operate  in  the  U.S.  producing 
containers,  flat  glass,  and  specialty 
glass.  The  specialty  glass  subcategory 
includes  lighting,  lead  crystal,  art  glass, 
opthalmic  lenses,  tableware,  and 
technical  glass  components  and 
products.  Two  small  businesses  exist  in 
the  source  category,  both  of  which 
manufacture  containers.  One  of  the  two 
is  currently  well  controlled  and  the 
regulation  will  not  impose  additional 
control  requirements  on  that  facility. 
The  other  small  business  may, 
depending  on  the  quantity  of  toxic 
components  in  the  glass  formulation,  be 
required  to  add  air  pollution  controls 
according  to  the  rules  requirements, 
specifically,  a  baghouse  and  leak 
detector  on  the  furnace  and  toxic  raw 
materials  used  in  the  glass  recipe.  Glass 
manufacturers  use  HAP  metals  in  raw 
materials  in  the  glass  ‘recipe’  fed  to  the 
furnace  to  impart  specific  properties  to 
the  final  product.  About  1,500  tons  per 
year  of  HAP  me  released  into  the 
ambient  air  by  glass  manufacturing 
plants.  HAP  emission  sources  include 
raw  material  storage,  furnace,  and 
melting  operations.  Air  pollution 
control  devices  are  generally  available 
for  toxic  emission  points  within  the 
glass  manufacturing  industry.  We 
anticipate  that  the  rule  will  have 
regulatory  cutoffs,  such  as  total  amount 
of  glass  produced  per  year  and  a  weight 
percent  of  HAP  metals  in  the  total 
recipe.  These  cutoffs  would  exempt 
glass  manufacturers  from  certain 
provisions  of  the  rule.  However,  we 
intend  to  require  all  glass  plants 
producing  more  than  50  tons  per  year 
of  glass  to  be  subject  to  minimum 
reporting  requirements.  Furthermore, 
we  intend  for  glass  manufacturers  not 
using  one  of  the  HAP  metals  listed 
•  above  to  be  subject  to  only  one-time 
reporting  until  they  change  any  glass 
product  recipe  causing  them  to  become 
subject  to  the  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


Additional  Information:  SAN  No.  4873; 
EPA  Dbcket  information:  EPA-HQ-OAR- 
2006-0360 

Agency  Contact:  Susan  Fairchild, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C-504-05,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5167 
Email:  fairchild.susan@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM12 


2727.  NESHAP:  AREA  SOURCE 
STANDARDS  FOR  MISCELLANEOUS 
CHEMICAL  MANUFACTURING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial, 
December  15,  2008,  One  of  ten  area 
source  category  standards  to  be 
promulgated  by  12/15/2008  as  per 
3/31/2006  order. 

Abstract:  This  rule  will  regulate 
hazardous  air  pollutant  (HAP) 
emissions  from  the  chemical 
manufacturing  industry,  including 
industrial  organic  chemicals,  inorganic 
chemicals,  pharmaceutical  pesticides, 
and  polymers  and  resins.  Tnese  source 
categories  were  listed  for  regulation 
under  the  Urban  Air  Toxic  Strategy  to 
address  HAP  emissions  from  area 
sources. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Final  Action  01/00/09 

Regulatot7  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4874; 

Agency  Contact:  Randy  McDonald, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5402  a 
Email: 

mcdonald.randy@epamail.epa.gov 
RIN:  2060-AM19 


Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  Final,  Statutory, 
November  30,  2000. 

Final,  Judicial,  December  15,  2007,  One 
of  ten  area  source  category  standards 
to  be  promulgated  as  per  March  31, 

2006  order. 

Abstract:  Section  1 1 2  of  the  Clean  Air 
Act  (CAA)  outlines  the  statutory 
requirements  for  the  EPA’s  stationary 
source  air  toxics  program.  Section 
112(k)  requires  the  development  of 
standards  for  area  sources  which 
account  for  90  percent  of  the  emissions 
in  urban  areas  of  the  33  urban 
hazardous  air  pollutants  (HAP)  listed  in 
the  Integrated  Urban  Air  Toxics 
Strategy.  These  area  source  standards 
can  require  control  levels  which  are 
equivalent  to  either  maximum 
achievable  control  technology  (MACT) 
or  generally  available  control 
technology  (GACT),  as  defined  in 
section  112.  Both  iron  foundries  and 
steel  foundries  were  listed  as  high 
priority  source  categories  via  a  toxicity¬ 
weighting  analysis.  Extensive  data 
gathering  and  analyses  were  performed 
during  the  development  of  MACT 
standards  for  major  iron  and  steel 
foundries  in  1998.  Although  primarily 
a  1998  snapshot  of  the  industry,  this 
database  was  continually  updated  with 
new  information  regarding  plant 
closures  and  new  control  equipment 
installation  throughout  the  major 
source  rule  development.  Consequently, 
this  database  includes  the  most  recent 
data  for  a  substantial  number  of  area 
source  foundries,  and  forms  the 
foundation  of  the  environmental  and 
economic  impact  analysis  for  area 
source  iron  and  steel  foundries.  We 
intend  to  apply  GACT  as  control 
options  for  regulated  emission  sources. 
Several  HAPs  have  been  identified  that 
may  be  present  in  air  emissions  in 
significant  enough  quantities  to  be  of 
concern.  The  metal  HAPs  emitted  from 
melting  furnaces  include  cadmium, 
chromium,  lead,  manganese,  and 
nickel.  Aromatic  organic  HAPs 
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produced  by  mold-  and  core-making 
lines,  melting  furnaces,  and  pouring, 
cooling,  and  shakeout  (PCS)  lines 
contain  acetophenone,  benzene, 
cumene,  dibenzofurans,  dioxins, 
naphthalene,  phenol,  pyrene,  toluene, 
and  xylene.  The  nonaromatic  organic 
HAPs  emitted  are  formaldehyde, 
methanol,  and  triethylamine.  There  are 
approximately  240  area  source  iron 
foundries  in  the  U.S.,  with  about  70 
percent  being  small  businesses.  We 
estimate  that  60  percent  of  the  area 
source  iron  foundries  have  production 
under  10,000  tons  per  year.  There  are 
approximately  190  area  source  steel 
foundries  in  the  U.S.,  with  about  70 
percent  being  small  businesses.  We 
estimate  that  80  percent  of  the  area 
source  steel  foundries  have  production 
under  10,000  tons  per  year. 
Approximately  75  percent  of  the  iron 
foundries  are  located  in  the  urbanized 
areas  or  urban  clusters;  approximately 
80'  percent  of  the  steel  foundries  are 
located  in  the  urbanized  areas  or  urban 
clusters.  A  preliminary  analytical  blue 
print  was  prepared  in  July  2006. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Local, 
State 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  4879 

Agency  Contact:  Conrad  Chin, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D243-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  .541-1512 
Email:  chin.conrad@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM36 


2729.  NESHAP:  AREA  SOURCE 
STANDARDS— PLATING  AND 
POLISHING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 


CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial,  June 
15,  2008,  One  of  ten  area  source 
category  standards  to  be  promulgated 
as  per  March  31,  2006  order. 

Abstract:  Section  112  of  the  Clean  Air 
Act  (CAA)  outlines  the  statutory 
requirements  for  the  EPA’s  stationary 
source  air  toxics  program.  Section 
112(k)  requires  the  development  of 
standards  for  area  sources  which 
account  for  90  percent  of  the  emissions 
in  urban  areas  of  the  33  urban 
hazardous  air  pollutants  (HAP)  listed  in 
the  Integrated  Urban  Air  Toxics 
Strategy.  These  area  source  standards 
can  require  control  levels  which  are 
equivalent  to  either  maximum 
achievable  control  technology  (MACT) 
or  generally  available  control 
technology  (GACT),  as  defined  in 
section  112.  The  Integrated  Urban  Air 
Toxics  Strategy  lists  plating  and 
polishing  as  an  area  source  category. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Final  Action  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4886 

Agency  Contact:  Donna  Jones, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-02,  Research 

Triangle  Park,  NC  27709 

Phone:  919  541-5251 

Fax:  919  541-3207 

Email:  jones.donnalee@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM37 


2730.  AREA  SOURCE  NATIONAL 
EMISSION  STANDARDS  FOR 
HAZARDOUS  AIR  POLLUTANTS 
(NESHAP)  FOR  INDUSTRIAL, 
COMMERCIAL,  AND  INSTITUTIONAL 
BOILERS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial, 
December  15,  2007,  Court  order  calls 
for  EPA  to  issue  standards  for 
categories  of  area  sources  under 
112(c)(6). 

Abstract:  Section  112  of  the  Clean  Air 
Act  (CAA)  outlines  the  statutory 
requirements  for  EPA’s  stationary 
source  air  toxics  program.  Section 
112(k)  requires  development  of 
standards  for  area  sources  which 
account  for  90  percent  of  the  emissions 
in  urban  areas  of  the  33  urban 
hazardous  pollutants  (HAP)  listed  in 
the  Integrated  Urban  Air  Toxics 
Strategy.  These  area  source  standards 
can  require  control  levels  which  are 
equivalent  to  either  maximum 
achievable  control  technology  (MACT) 
or  generally  available  control 
technology  (GACT).  The  Integrated  Air 
Toxics  Strategy  lists  industrial  boilers 
and  commercial/institutional  boilers  as 
area  source  categories.  Both  industrial 
boilers  and  institutional/commercial 
boilers  are  on  the  list  of  section 
112(c)(6)  source  categories. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4884; 

Agency  Contact:  Jim  Eddinger, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D243-01,  Research 
Triangle  Park,  NC  27711 
Phone:919  541-5426 
Fax:  919  541-5450 
Email:  eddinger.jim@epa.gov 
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Robert  J.  Wayland,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1045 
Fax:  919  541-5450 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AM44 


2731.  FLEXIBLE  AIR  PERMIT  RULE 
Priority:  Other  Significant 
Legal  Authority:  Clean  Air  Act  title  V 
CFR  Citation:  40  CFR  70 
Legal  Deadline:  None 

Abstract:  EPA  is  conducting  a  flexible 
permits  rulemaking  based  on  what  it 
has  learned  from  its  field  experiences. 
The  term  “flexible  permit”  is  used  to 
describe  air  permits  with  conditions 
designed  to  reduce  the  administrative 
“friction” — costs,  time,  delay, 
uncertainty,  and  risk — experienced  by 
sources  and  permitting  authorities 
when  implementing  a  permit  or  making 
changes  under  the  permit.  This  is 
typically  accomplished  by  authorizing 
a  source  to  make  certain  types  of 
changes  (e.g.,  additional  equipment 
and/or  modifications  to  a  source’s 
method  of  operation,  equipment,  raw 
materials,  emission  factors,  or 
monitoring  parameters)  without 
requiring  further  review  and/or 
approval,  provided  the  source  meets 
specific  criteria  outlined  in  its  permit. 
While  the  chosen  solution  will  depend 
on  individual  State  permitting  rules 
and  requirements,  such  techniques 
typically  include  descriptions  of 
changes  or  categories  of  changes 
authorized  to  occur  under  the  approved 
permit  terms,  one  or  more  emissions 
caps  to  safeguard  NAAQS  and/or  to* 
assure  certain  requirements  are  not 
applicable,  procedures  for  testing 
pollution  control  device  performance 
and  updating  emissions  factors  or 
parameter  values  without  requiring  the 
permit  to  be  amended  or  re-opened, 
streamlining  of  redundant  requirements 
by  applying  the  most  stringent 
applicable  requirement,  and  provisions 
to  encourage  pollution  prevention. 
Flexible  permitting  has  the  potential  to 
benefit  a  wide  variety  of  types  of 
facilities  that  are  regulated  under  the 
CAA’s  title  V  operating  permits 
program.  Among  the  benefits  flexible 
permits  are  anticipated  to  provide  are: 
Improved  knowledge  of  a  facility’s 
emissions  for  the  entire  site;  improved 


Proposed  Rule  Stage 


public  understanding  of  a  facility’s 
activities  over  an  extended  period  of 
time;  increased  certainty  and  flexibility 
to  make  changes  in  response  to  the 
market;  and  no  less  environmental 
protection  (i.e.,  often  more  occurs  from 
the  use  of  emissions  caps  and  the 
increased  use  of  pollution  prevention 
practices). 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  03/00/08 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4885; 

Agency  Contact:  Mike  Trutna, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C304-03,  Research 

Triangle  Park,  NC  20460 

Phone:  919  541-5345 

Fax:  919  541-4028 

Email:  trutna.mike@epa.gov 

Stacey  Coburn,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6103A,  Washington,  DC  20460 
Phone:  202  564-2569 
Email:  coburn.stacey@epa.gov 
RIN:  2060-AM45 


2732.  AREA  SOURCE  NESHAP  FOR 
SECONDARY  NONFERROUS  METALS 

Priority:  Substantive,  Nonsignificant 
Legai  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  Final,  Statutory, 
November  30,  2000. 

Final,  Judicial,  December  15,  2008, 
Court  -ordered  (part  of  area  source 
deadline  suit). 

Abstract:  Section  112  of  the  Clean  Air 
Act  (CAA)  requires  the  development  of’ 
standards  for  area  sources,  which 
account  for  90  percent  of  the  emissions 
in  urban  areas  of  the  33  urban 
hazardous  air  pollutants  (HAP)  listed  in 
the  Integrated  Urban  Air,Toxics 
Strategy.  The  secondary  nonferrous 
metals  source  category  includes 
establishments  primarily  engaged  in 
recovering  nonferrous  metals  and  alloys 
from  new  and  used  scrap  and  dross  or 
in  producing  alloys  from  purchased 
refined  metals.  The  secondary 
nonferrous  metals  source  category  is  ' 


listed-  to  address  emissions  of  lead  from 
furnace  operations.  Plants  engaged  in 
the  recovery  of  tin,  brass,  bronze,  and 
zinc  through  secondary  smelting  and 
refining  are  included  in  this  industry. 
Secondary  refining  and  smelting 
produces  metals  from  scrap  and  process 
waste.  Scrap  is  bits  and  pieces  of  metal 
parts,  bars,  turnings,  sheets,  and  wire 
that  are  off-specification  or  worn-out 
but  are  capable  of  being  recycled.  Two 
metal  recovery  technologies  are 
generally  used  to  produce  refined 
metals:  Pyrometallurgical  and 
hydrometallurgical  processes. 
Pyrometallurgical  technologies  are 
processes  that  use  heat  to  separate 
desired  metals  from  other  less  or 
undesirable  materials,  while  with 
hydrometallurgical  technologies  the 
desired  metals  are  separated  from 
undesirables  using  techniques  that 
capitalize  on  differences  between 
constituent  solubilities  and/qr 
electrochemical  properties  while  in 
aqueous  solutions.  There  are  no  air 
emissions  from  hydrometallurgical 
processes:  therefore,  the  standard  will 
only  address  pyrometallurgical 
(furnace)  operations.  The  secondary 
nonferrous  metals  area  source  rule  will 
address  furnace  melting  operations  for 
metals  other  than  iron  and  steel  and 
their  alloys,  with  the  exception  of 
secondary  lead,  copper,  and  mercury. 
Secondary  lead  is  addressed  under  the 
secondary  lead  NESHAP  requirement 
for  area  sources;  likewise,  secondary 
copper  is  addressed  under  the 
secondary  copper  NESHAP  area  source 
standard;  and  the  secondary  Mercury 
standard,  a  RCRA  air  rule,  regulates 
secondary  Mercury  operations; 
therefore,  these  operations  will  not  he 
included  under  this  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4888; 
EPA  Docket  information:  EPA-HQ-OAR- 
2006-0940 

Agency  Contact:  Susan  Fairchild, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C-504-05,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5167 
Email:  fairchild.susan@epamail.epa.gov 
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Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM70 


2733.  NESHAP  FOR  STAINLESS  AND 
NONSTAINLESS  STEEL  ELECTRIC 
ARC  FURNACE  (EAF) 
MANUFACTURING— AREA  SOURCE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 

CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Statutory, 
November  30,  2000. 

Final,  Judicial,  December  15,  2007,  One 
of  ten  area  source  category  standards 
to  be  promulgated  as  per  March  31, 

2006  order. 

Abstract:  There  are  approximately  93 
small  steel  mills  (minimills)  that  melt 
steel  scrap  in  142  electric  arc  furnaces 
(EAF).  Minimills  account  for  roughly 
half  of  U.S.  steel  production  (50  million 
tons  per  year).  The  scrap  charged  to 
the  furnace  is  the  source  of  HAP 
emissions.  A  major  source  of  scrap  is 
.  recycled  automobiles,  which  may 
contain  mercury  switches,  lead 
components,  oil,  grease,  plastics,  and 
other  materials  that  can  contribute  to 
HAP  emissions.  Pollutants  of  interest 
for  the  EAF  NESHAP  are  manganese, 
lead,  chromium,  nickel,  and  mercury. 
Timetable: 


Date  FR  Cite 

NPRM  06/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4889; 
EPA  Docket  information:  OAR-2004- 
0083  ' 

Agency  Contact:  Phil  Mulrine, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5289 
Email:  mulrine.phil@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phono:  919  541-2837 


Fax:  919  541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM71 


2734.  NESHAP:  GENERAL 
PROVISIONS  (ONCE  IN  ALWAYS  IN)— 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  63.1 

Legal  Deadline:  None 

Abstract:  The  proposed  amendments 
would  revise  and  codify  EPA’s  policy 
on  when  a  major  source  can  become 
an  area  source,  and  thus  become  not 
subject  to  national  emission  standards 
for  hazardous  air  pollutants  (NESHAP) 
for  major  sources.  EPA  is  reconsidering 
the  policy,  established  in  a  May  16, 
1995,  memorandum,  which  allows 
sources  to  attain  area  source  status 
prior  to  the  source’s  first  substantive 
compliance  date  of  an  applicable 
NESHAP  for  major  sources.  No  source 
would  be  subject  to  the  requirements 
unless  they  voluntarily  decided  to 
implement  them. 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Extended 
Final  Action 


Date  FR  Cite 

01/03/07  72FR69 
03/05/07 

04/00/07 

12/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local.  State,  Tribal 

Additional  Information:  SAN  No.  4908; 

Agency  Contact:  Rick  Colyer, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D205-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5262 
Email:  colyer.rick@epa.gov 

Michael  Regan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D205-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5294 
Email:  regan.michael@epa,gov 

RIN:  2060-AM75 


2735.  NESHAP:  DEFENSE  LAND 
SYSTEMS  AND  MISCELLANEOUS 
EQUIPMENT 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  This  regulation  will  control 
emissions  of  hazardous  air  pollutants 
(HAP)  from  surface  coating  operations 
performed  on-site  at  installations 
owned  or  operated  by  the  Armed 
Forces  of  the  United  States  (including 
the  Coast  Guard  and  the  National 
Guard  of  any  such  State)  or  the 
National  Aeronautics  and  Space 
Administration  and  the  surface  coating 
of  military  munitions  manufactured  by 
or  for  the  Armed  Forces  of  the  United 
States  (including  the  Coast  Guard  and 
the  National  Guard  of  any  such  State). 
Aerospace  and  shipbuilding  surface 
coating  operations  at  these  installations 
were  originally  covered  by  the  already 
promulgated  MACT  standards  for 
aerospace  manufacturing  and  rework 
and  shipbuilding  and  ship  repair. 
However,  other  recently  promulgated 
surface  coating  MACT  standards  were 
also  expected  to  address  other  surface 
coating  operations  at  these  installations 
(e.g.,  miscellaneous  metal  parts  and 
products,  plastic  parts  and  products, 
etc.).  Following  proposal  of  these 
standards  EPA  received  comments 
indicating  that  a  separate  standard  for 
defense  operations  is  a  better  approach. 
Accordingly,  this  rulemaking  will 
address  all  surface  coating  activities  at 
these  installations  that  do  not  meet  the 
applicability  criteria  of  either  the 
Aerospace  Manufacturing  and  Rework 
or  Shipbuilding  and  Ship  Repair  MACT 
standards. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4926; 

Agency  Contact:  Kim  Teal, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-03,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5580 
Email:  teal.kim@epamail.epa.gov 
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Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
El 43-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AM84 


2736.  NESHAP:  IRON  AND  STEEL 
FOUNDRIES;  AMENDMENTS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  NPRM,  Statutory, 
March  23,  2007,  OGC  and  DOJ  working 
with  industry  to  develop  settlement 
agreement,  which  will  have  proposal 
and  promulgation  deadlines. 

Abstract:  The  EPA  promulgated 
National  Emission  Standards  for 
Hazardous  Air  Pollutants  (NESHAP)  for 
iron  and  steel  foundries  on  April  22, 
2004.  EPA  was  subsequently  petitioned 
by  industry  concerning  several  issues. 
EPA  has  engaged  in  negotiations  with 
industry  concerning  these  issues  and  is 
issuing  these  amendments  to  address 
the  concerns.  The  amendments  clarify 
several  sections  of  the  rule  and  provide 
clearer  and  more  consistent  directions 
on  complying  with  the  standards.  The 
amendments  are  being  promulgated  in 
two  groups,  denoted  by  “1”  and  “2” 
in  the  schedule  below. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  1  05/20/05  70  FR  29400 

Proposed  Amendment  04/00/07 
Final  Amendment  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 
Federalism:  Undetermined 

Additional  Information:  SAN  No.  4927; 
EPA  publication  information;  Final 
Action  1  - 

http://www.epa.gov/fedrgstr/EPA- 

AlR/2005/May/Day-20/a9592.htm; 

Agency  Contact:  Phil  Mulrine, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5289 
Email:  mulrine.phil@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 


Phone:  919  541-2837 

Fax:  919  541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM85 


2737.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  (PSD)  AND 
NON-ATTAINMENT  NEW  SOURCE 
REVIEW  (NSR):  RECONSIDERATION 
OF  INCLUSION  OF  FUGITIVE 
EMISSIONS 

Priority;  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  title  I 
CFR  Citation:  40  CFR  51  and  52 

Legal  Deadline:  None 

Abstract:  On  July  11,  2003,  EPA 
received  a  petition  for  reconsideration 
on  behalf  of  Newmont  USA  Limited, 
dba  Newmont  Mining  Corporation 
(“Newmont”)  that  stated  that  the 
December  31,  2002  (67  FR  80185),  final 
nile  included  fugitive  emissions  for  the 
purposes  of  determining  whether  a 
facility  had  undergone  a  major 
modification  for  the  first  time.  The  EPA 
is  announcing  its  reconsideration  of 
this  issue  arising  from  its  final  rules 
of  December  31,  2002. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information;  SAN  No.  4940; 

Agency  Contact:  Lynn  Hutchinson, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5795 

Fax:  919  541-5509 

Email: 

hutchinson.lynn@epamail.epa.gov 

Pam  Long,  Environmental  Protection 
Agency,  Air  and  Radiation,  C3 39-03, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-0641 
Fax:  919  541-5509 
Email:  long.pam@epamail.epa.gov 

RIN:  2060-AM91 


2738.  IMPLEMENTING  PERIODIC 
MONITORING  IN  FEDERAL  AND 
STATE  OPERATING  PERMIT 
PROGRAMS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  70.6(c)(1):  40 
CFR  71.6(c)(1):  40  CFR  64 

Legal  Deadline:  None 
Abstract:  This  rule  would  revise  the 
Compliance  Assurance  Monitoring  rule 
(40  CFR  part  64)  to  be  implemented 
through  the  operating  permits  rule  (40 
CFR  parts  70  and  71)  to  define  when 
periodic  monitoring  for  monitoring 
stationary  source  compliance  must  be 
created,  and  to  include  specific  criteria 
that  periodic  monitoring  must  meet. 
This  rule  satisfies  our  four-step  strategy 
announced  in  the  final  Umbrella 
Monitoring  Rule  (published  January  22, 
2004)  to  address  monitoring 
inadequacies.  The  four  steps  were:  1) 
To  clarify  the  role  of  title  V  permits 
in  monitoring  [Umbrella  Monitoring 
Rule];  2)  to  provide  guidance  for 
improved  monitoring  in  PM-Fine  SlPs; 
3)  to  take  comment  on  correction  of 
inadequate  monitoring  provisions  in 
underlying  rules;  and  4)  to  provide 
guidance  on  periodic  monitoring.  We 
have  completed  the  RIA  data  collection 
and  most  of  the  analyses,  and  are 
beginning  review  with  OPEl  and  an 
economic  sub-work  group. 

Timetable: 

Action  Date  FR  Cite 

NPRM  •  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected;  Businesses 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No. 

4699.2;  Split  from  RIN  2060-AK29. 

Agency  Contact:  Peter  Westlin, 

Environmental  Protection  Agency.  Air 

and  Radiation,  D243-05,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-1058 

Fax:  919  541-1039 

Email:  westlin.peter@epa.gov 

Robin  Langdon,  Environmental 
Protection  Agency,  Air  and  Radiation. 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-4048 
Email:  langdon.robin@epamail.epa.gov 
RIN:  2060-AN00 
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2739.  RESPONSE  TO  PETITION  OF 
RECONSIDERATION  FOR  FINDINGS 
OF  SIGNIFICANT  CONTRIBUTION  AND 
RULEMAKING  FOR  GEORGIA  FOR 
PURPOSES  OF  REDUCING  OZONE 
INTERSTATE  TRANSPORT 

Priority:  Substantive,  Nonsignificant  ■ 
Legal  Authority:  Clean  Air  Act  title  I 
CFR  Citation:  40  CFR  51;  40  CFR  78; 

40  CFR  97 

Legal  Deadline:  None 

Abstract:  In  this  action,  EPA  is 
responding  to  a  petition  for 
reconsideration  of  a  final  rule  we 
issued  under  section  110  of  the  Clean 
Air  Act  (CAA)  related  to  the  interstate 
transport  of  nitrogen  oxides  (NOx).  On 
April  21,  2004,  EPA  issued  a  final  rule 
that  required  the  State  of  Georgia  to 
submit  SIP  revisions  that  prohibit 
specified  amounts  of  NOx  emissions — 
one  of  the  precursors  to  ozone  (smog) 
pollution — for  the  purposes  of  reducing 
NOx  and  ozone  transport  across  State 
boundaries  in  the  eastern  half  of  the 
United  States.  Subsequently,  the 
Georgia  Coalition  for  Sound 
Environmental  Policy  (GCSEP)  filed  a 
petition  for  reconsideration  requesting 
that  EPA  reconsider  the  inclusion  of 
the  State  of  Georgia  in  the  rule  and  also 
requested  a  stay  of  the  applicability  of 
the  requirements  as  to  the  State  of 
Georgia.  In  response  to  that  petition, 
EPA  proposed  to  stay  the  effectiveness 
of  the  2004  rule  on  March  1,  2005  (70 
FR  9897),  and  is  undertaking  the 
rulemaking  described  here  to  address 
the  issues  raised  by  the  petitioners. 

Timetable: 

Action  Date  FR  Cite 

NPRM  ’  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4960; 

Agency  Contact:  Tim  Smith, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-04,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541^718 

Fax:  919-541-5489 

Email:  smith.tim@epamail.epa.gov 

Carla  Oldham,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C539-04,  Research  Triangle  Park,  NC 
27711 


Phone:  919  541-3347 
Fax:  919  541-5489  • 

Email:  oldham.carla@epamail.epa.gov 

RIN:  2060-AN12 


2740.  STANDARDS  OF 
PERFORMANCE  FOR  NEW 
STATIONARY  SOURCES,  EMISSION 
GUIDELINES  FOR  EXISTING 
SOURCES,  AND  FEDERAL  PLAN: 
SMALL  MUNICIPAL  WASTE 
COMBUSTORS:  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  CAA  sec  ill  and  129 

CFR  Citation:  40  CFR  60  subpairts 
AAAA  and  BBBB;  40  CFR  62  subpart 

JIJ 

Legal  Deadline:  None 

Abstract:  This  rule  would  amend  the 
final  (December  2000)  small  municipal 
waste  combustors  (MWC)  new  source 
performance  standards  (NSPS), 
emission  guidelines  (EG),  and  Federal 
111(d)  plan.  The  small  MWC  rule 
regulates  owners  and  operators  of  small 
MWC,  which  are  MWC  units  with 
capacities  between  35  tons  per  day 
(tpd)  and  250  tpd.  The  amendments 
will  not  change  the  response  (the  types 
of  emission  controls  that  will  be  used) 
of  the  facilities  to  the  rule,  but  will 
provide  clarification  and  correction. 
Specifically,  the  amendments  will 
include:  (1)  Fixing  typographical  errors 
created  by  the  Office  of  the  Federal 
Register;  (2)  approval  of  State  operator 
training  programs  for  MWC  operators 
in  the  State  of  Minnesota  (this  was 
previously  done  for  MWC  operators  in 
the  States  of  Maryland  and 
Connecticut):  (3)  addressing  carbon 
monoxide  (CO)  emission  limits  during 
MWC  malfunctions  (this  same 
provision  was  already  added  to  large 
MWC  standards  in  a  previous 
rulemaking):  (4)  revising  a  CO  limit  for 
one  type  of  MWC  and  a  NOx  limit  for 
another  type  of  MWC;  and  (5)  removing 
one  voluntary  consensus  standard, 
ASTM  D-6522,  which  is  not  an 
appropriate  test  method  for  this 
industry.  These  changes  need  to  be 
made  to  address  compliance  issues  for 
this  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Direct  Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 

Government  Leveis  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  4970; 

Agency  Contact:  Brian  Shrager, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-7689 
Fax:  919  541-7689 

Email:  shrager.brian@epamail.epa.gov 

Walt  Stevenson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5264 
Fax:. 919  541-5264 

Email:  stevenson.walt@epamail.epa.gov 
RIN:  2060-AN17 


2741.  NESHAP:  PAINT  STRIPPING 
AND  MISCELLANEOUS  SURFACE 
COATING  OPERATIONS— AREA 
SOURCES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial, 
December  15,  2007,  One  of  ten  area 
source  category  standards  to  be 
promulgated  as  per  3/31/2006  order. 

Abstract:  These  standards  are  being 
developed  under  the  Clean  Air  Act, 
section  112(k).  Under  section  112(k), 
EPA  developed  a  national  strategy  to 
address  air-toxic  pollution  from  “area” 
sources,  which  are  sources  that  emit 
hazardous  air  pollutants  (HAP)  below 
the  major  source  level  of  10  tons  per 
year  of  a  single  HAP  or  25  tons  per 
year  of  all  HAP.  As  part  of  that  strategy. 
Autobody  Refinishing,  Paint  Stripping, 
and  Plastic  Parts  and  Products  (Surface 
Coating)  source  categories  were  listed 
for  regulation.  These  standards  will 
establish  requirements  to  control 
pollution  from  facilities  engaged  in 
autobody  refinishing,  paint  stripping, 
and  surface  coating  of  miscellaneous 
parts  and  products  comprised  of  metal 
and  plastic  substrates.  Facilities  in 
these  source  categories  are  known  to 
emit  benzene,  cadmium  compounds, 
chromium  compounds,  lead 
compounds,  manganese  compounds, 
and  nickel  compounds.  Previously  EPA 
promulgated  national  emission 
standards  for  hazardous  air  pollutants* - 
(NESHAP)  for  major  sources  engaged,  in 
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Legal  Deadline:  None 


refinishing,  paint  stripping,  and  surface 
coating  activities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 
Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  4978; 

Agency  Contact:  Warren  Johnson, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5214 

Fax:  919  541-3470 

Email:  johnson.warren@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AN21 


2742.  REVIEW  OF  THE  NATIONAL 
AMBIENT  AIR  QUALITY  STANDARDS 
FOR  OZONE 

Priority:  Economically  Significant. 

Major  under  5  USC  801. 

Legal  Authority:  42  USC  7408;  42  USC 
7409 

CFR  Citation:  40  CFR  50 

Legai  Deadiine:  Final,  Statutory,  July 
18,  2002,  CAA  Amendments  of  1977. 
NPRM,  Judicial,  June  20,  2007. 

Final,  Judicial,  March  12,  2008. 
Abstract:  The  Clean  Air  Act 
Amendments  of  1977  require  EPA  to 
review  and,  if  necessary,  revise  national 
ambient  air  quality  standards  (NAAQS) 

•  periodically.  On  July  18,  1997,  the  EPA 
published  a  final  rule  revising  the 
NAAQS  for  ozone.  The  primeiry  and 
secondary’  NAAQS  were  strengthened 
to  provide  increased  protection  against 
both  health  and  environmental  effects 
,  of  ozone.  The  EPA’s  work 
plan/schedule  for  the  next  review  of 
the  ozone  Criteria  Document  was 
published  on  November  2002.  The  first 
external  review  draft  Criteria 
Document,  a  rigorous  assessment  of 
relevant  scientific  information,  was 
released  on  January  31,  2005.  The 


EPA’s  Office  of  Air  Quality  Planning 
and  Standards  will  prepare  a  Staff 
Paper  for  the  Administrator,  which  will 
evaluate  the  policy  implications  of  the 
key  studies  and  scientific  information 
contained  in  the  Criteria  Document  and 
additional  technical  analyses,  and 
identify  critical  elements  that  EPA  staff 
believe  should  be  considered  in 
reviewing  the  standards.  The  Criteria 
Document  and  Staff  Paper  will  be 
reviewed  by  the  Clean  Air  Scientific 
Advisory  Committee  and  the  public, 
and  both  final  documents  will  reflect 
the  input  received  through  these 
reviews.  As  the  ozone  NAAQS  review 
is  completed,  the  Administrator’s 
proposal  to  reaffirm  or  revise  the  ozone 
NAAQS  will  be  published  with  a 
request  for  public  comment.  Input 
received  during  the  public  comment 
period  will  be  considered  in  the 
Administrator’s  final  decision. 

Timetable: 

Action  Date  FR  Cite 

Notice  12/29/05  70  FR  771 55 

NPRM  07/00/07 

Final  Action  03/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5008; 
Agency  Contact:  Dave  McKee, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-06,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5288 
Fax:  919  541-0237 
Email:  mckee.dave@epa.gov 

Karen  Martin,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-06, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5274 
Fax: 919  541-0237 
Email:  martin.karen@epa.gov 

RIN:  2060-AN24 


2743.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION,  NON-ATTAINMENT 
NEW  SOURCE  REVIEW,  AND  NEW 
SOURCE  PERFORMANCE 
STANDARDS:  EMISSIONS  TEST  FOR 
ELECTRIC  GENERATING  UNITS 

Priority:  Other  Significant 

Legal  Authority:  Clean  Air  Act,  title  I, 
parts  C  and  D,  and  sec  lll(a)(4j 

CFR  Citation:  40  CFR  51;  40  CFR  52  . 


Abstract:  This  rulemaking  would  create 
a  revised  emissions  test  for  existing 
electric  generating  units  (ECUs)  that  are 
subject  to  the  regulations  governing  the 
Prevention  of  Significant  Deterioration 
(PSD)  and  nonattainment  major  New 
Source  Review  (NSR)  programs 
mandated  by  parts  C  and  D  of  title  1 
of  the  Clean  Air  Act  (CAA).  This 
revised  emissions  test  would  be 
available  for  ECUs  that  are  also  subject 
to  the  EPA-administered  Clean  Air 
Interstate  Rule  (CAIR)  NOx  Annual 
Trading  Program  or  the  CAIR  SO  2 
Trading  Program.  This  emissions  test 
could  be  extended  to  other  CAIR  and 
non-CAIR  ECUs.  For  existing  major 
stationary  sources,  the  NSR  base 
program  emissions  test  is  applied  when 
the  source  proposes  to  modify  an 
emissions  unit  such  that  the  change  is 
a  physical  change  or  change  in  the 
method  of  operation,  and  the  test 
compares  actual  emissions  to  either 
potential  emissions  or  projected  actual 
emissions.  Under  this  rulemaking’s 
revised  NSR  emissions  test  (a 
maximum  hourly  test  like  that  used  in 
the  NSPS  program),  we  would  compare 
the  ECU’s  maximum  hourly  emissions 
(considering  controls)  before  the  change 
for  the  past  5  years  to  the  maximum 
hourly  emissions  after  the  change.  The 
maximum  hourly  emissions  will  be 
either  a  maximum  achieved  and 
maximum  achievable  hourly  emissions, 
measured  on  an  input  or  an  output 
basis.  The  supplemental  notice  will 
include  proposed  regulatory  language 
for  the  maximum  achieved  and 
achievable  options  (input  and  output 
basis  for  each).  The  supplemental 
notice  will  also  include  data,' 
information,  and  analyses  concerning 
the  impacts  of  the  proposed  options. 
The  supplemental  notice  will  also 
include  an  option  in  which  the  current 
regulations  (annual  emissions  test)  are 
retained,  but  the  baseline  period  is 
extended  from  5  to  10  years. 


Action  Date  FR  Cite 

NPRM  10/20/05  70  FR  61081 

Supplemental  NPRM  04/00/07 


Government  Leveis  Affected:  Federal, 
Local,  State,  Tribal 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Timetable: 
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Additional  Information:  SAN  No. 

4794.2;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA-  • 
AIR/20()5/October/Day-20/a20983.htm: 
Split  from  RIN  2060-AM95. 

URL  For  More  Information; 

www.epa.gov/nsr 

Agency  Contact:  Janet  McDonald, 
Environmental  Protection  Agency,  Air 
and  Radiation,  Research  Triangle  Park, 
NC  27711 

Phone:  919  541-1450 

Email;  mcdonald.janet@epamail.epa.gov 

Dave  Svendsgaard,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-2380 
Fax:  919  541-5509  . 

Email:  svendsgaard.dave@epa.gov 

RIN:  2060-AN28 


2744.  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  POLYVINYL  CHLORIDE 
AND  COPOLYMERS  PRODUCTION, 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  4701  et  seq 
CFR  Citation:  40  CFR  63.210  to  63.217 

Legal  Deadline:  None 

Abstract;  This  action  would  amend  the 
National  Emission  Standards  for 
Hazardous  Air  Pollutants  (NESHAP)  for 
Polyvinyl  Chloride  and  Copolymers. 
These  standards  were  proposed  or. 
December  8,  2000  (65  FR  76958),  and 
originally  promulgated  on  July  10,  2002 
(67  FR  45886),  but  were  vacated  by  the 
DC  Circuit  on  June  18,  2004,  in 
Mossville  Environmental  Action  v. 

EPA,  370  F.3d  1232  (DC  Cir.  2')04). 

This  action  assures  continuity  of  the 
parts  of  the  .standard  that  were  upheld 
by  the  court,  and  addresses  the 
component  of  these  standards, 
regarding  the  use  of  vinyl  chloride  as 
a  surrogate  for  all  other  HAP,  that  was 
not  upheld  by  the  court. 

Timetable: 

- ▼ 

Action  Date  FR  Cite 

NPRM  12/00/07 

Final  Action  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected;  Federal, 
State 

Additional  Information:  SAN  No.  4988; 
EPA  Docket  information:  OAR-2002- 
0037 

Agency  Contact;  Greg  Nizich, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-3078 
Email:  nizich.greg@epamail.epa.gov 

KC  Hustvedt,  Environmental  Protection 
Agency,  Air  and  Radiation,  C143-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5395 
Fax:  919  .541-0246 

Email:  hustvedt.ken@epamail.epa.gov 
RIN;  2060-AN33 


2745.  NESHAP:  SITE  REMEDIATION 
AMENDMENTS— RESPONSE  TO 
LITIGATION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63  subpart 
GGGGG 

Legal  Deadline:  None 

Abstract:  The  Site  Remediation 
regulation  was  promulgated  on  October 
8,  2003.  We  were  challenged  by  the 
Sierra  Club  on  several  provisions  in  the 
rule.  We  anticipate  that  settlement 
negotiations  will  result  in  certain 
revision?  to  the  rule’s  requirements. 

The  revisions  could  remove  an 
exemption  for  certain  sources  thereby 
increasing  the  compliance  costs  of  the 
final  nile  by  up  to  $7.7  million. 
Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No. 

4866.1:  Split  from  RIN  2060-AM30.: 
EPA  Docket  information:  OAR-2002- 
0021 

Agency  Contact:  Greg  Nizich, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-3078 
Email:  nizich.greg@epamail.epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 


Proposed  Rule  Stage 


C439-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 
RIN:  2060-AN36 


2746.  NESHAP: 

ACRYLIC/MODACRYLIC  FIBERS, 
CHEMICAL  MANUFACTURING: 
CHROMIUM  COMPOUNDS,  FLEXIBLE 
FOAM  FABRICATION,  AND  FOAM 
PRODUCTION,  CARBON  BLACK 
PRODUCTION,  LEAD  ACID  BATTERY 
MANUFACTURING,  WOOD 
PRESERVING 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7412 
CFR  Citation;  40  CFR  63 

Legal  Deadline:  Final,  Judicial,  June 
15,  2007,  six  area  source  categories  to 
be  final  as  per  March  31,  2006  order. 

Abstract:  Section  112{k)(3)  of  the  Clean 
Air  Act  requires  EPA  to  prepare  a 
comprehensive  strategy  to  control 
emissions  of  hazardous  air  pollutants 
(HAPs)  from  area  sources  in  urban 
areas.  The  strategy  must  identify  at 
least  30  HAPs  that,  as  the  result  of 
emissions  from  area  sources,  present 
the  greatest  threat  to  public  health  in 
urban  areas.  The  strategy  must  also 
identify  the  source  categories  that  emit 
the  listed  urban  HAPs.  EPA  must 
subject  to  regulation  those  listed  source 
categories  such  that  90  percent  of  the 
aggregate  emissions  of  the  urban  HAPs 
are  subjected  to  standards.  The  strategy 
was  published  on  July  19,  1999,  and 
listed  various  area  source  categories 
emitting  at  least  one  of  the  urban  HAPs. 
EPA  eventually  listed  a  total  of  70 
source  categories  that  collectively 
account  for  at  least  90  percent  of  the 
urban  HAPs  in  urban  areas.  As  such, 
EPA  is  required  to  subject  these  source 
categories  to  regulations  issued  under 
section  112(d).  Furthermore,  EPA  has 
received  a  court  order  requiring  that  the 
Agency  complete  the  112(k)  mandate 
by  certain  dates.  Specifically,  the  court 
order  requires  that  EPA  issue 
regulations  affecting  six  of  these  area 
source  categories  by  June  15,  2007.  This 
action  will  satisfy  the  second  date 
under  this  mandate  by  consolidating 
activities  into  one  notice  for  the 
following  seven  source  categories: 
Acrylic  Fibers/Modacrylic  Fibers 
Production;  Chemical  Manufacturing: 
Chromium  Compounds,  Flexible 
Polyurethane  Foam  Fabrication 
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Operations,  Flexible  Polyurethane 
Foam  Production,  Carbon  Black 
Production,  Lead  Acid  Battery 
Manufacturing,  and  Wood  Preserving. 
These  source  categories  have  been 
selected  because  our  information 
indicates  that  one  of  the  following 
situations  apply:  1)  There  are  only  1 
to  2  sources  in  the  source  category  that 
are  .well-controlled  and  subject  to 
existing  regulations  and/or  permit 
conditions  (Acrylic/Modacrylic  Fibers; 
Chemical  Manufacturing:  Chromium 
Chemicals,  Carbon  Black  Production); 

2)  the  urban  HAPs  emitted  from  the 
source  category  have  been  eliminated 
as  a  result  of  other  regulatory  programs 
(e.g.,  OSHA)  {Flexible  Foam 
Production,  Flexible  Foam 
Manufacturing,  Wood  Preserving);  3)  all 
existing  sources  within  the  source 
category  can  meet  current  requirements 
(e.g.,  NSPS)  that  apply  to  new  sources 
(  Lead  Acid  Battery  Manufacturing). 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/04/07  72  FR  16635 

NPRM  Comment  05/04/07 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  5012; 

Agency  Contact;  Sharon  Nizich, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C439-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2825 

Fax:  919-541-0072 

Email:  nizich.sharon@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  firuh.steve@epamail.epa.gov 

RIN:  2060-AN44 


*  2747.  NESHAP:  AREA  SOURCE 
STANDARDS— CHEMICAL 
PREPARATIONS  INDUSTRY 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 


Legal  Deadline:  Final,  Judicial,  June 
15,  2009,  Court  ordered — part  of  area 
source  deadlines. 

Abstract:  This  rule  will  regulate 
hazardous  air  pollutant  (HAP) 
emissions  from  area  sources  in  the 
chemical  preparations  industry.  This 
source  category  was  listed  for 
regulation  under  EPA’s  Urban  Air 
Toxic  Strategy  to  address  HAP 
emissions  from  area  sources. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  5015; 

Agency  Contact:  Jeff  Telander, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-05,  Research 
Triangle  Park,  NC  27709 
Phone;  919  541-5427 
Email:  telander.jeff@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax;  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AN46 


2748.  NESHAP:  AREA  SOURCE 
STANDARDS— PAINT  AND  ALLIED 
PRODUCTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial, 
December  15,  2008,  Court-ordered — 
part  of  area  source  deadlines. 

Abstract:  This  rule  will  regulate 
hazardous  air  pollutant  (HAP) 
emissions  from  area  sources  in  the 
Paint  and  Allied  Products  industry. 
This  source  category  was  listed  for 
regulation  under  EPA’s  Urban  Air 
Toxic  Strategy  to  address  HAP 
emissions  from  area  sources. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 


Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  5016; 

Agency  Contact:  Mohamed  Serageldin, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-05,  Research 
Triangle  Park,  NC  27711 
Phone;  919  541-2379 
Email:  serageldin.mohamed@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AN47 


2749.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  AMENDING 
REQUIREMENTS  TO  IMPORT  USED 
OZONE-DEPLETING  SUBSTANCES 
FOR  DESTRUCTION  IN  THE  UNITED 
STATES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7671  to  767lq 
CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract;  This  regulation  will 
streamline  the  process  for  importing 
used  ozone-depleting  substances  for 
destruction  in  the  United  States.  This 
will  further  reduce  the  amount  of 
substances  that  could  otherwise  harm 
the  ozone  layer. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  5017 

Agency  Contact:  Kirsten  Cappel, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington  ,  DC 
20460 

Phone:  202  343-9556 
Fax:  202  343-2338 

Email :  cappel  .kirsten@epamail  .epa.gov 

Julius  Banks,  Environmental  Protection 

Agency,  Air  and  Radiation,  6205J, 

Washington,  DC  20460 

Phone:  202  343-9870 

Fax:  202  565-2155 

Email:  banks.julius@epamail.epa.gov 

RIN:  2060-AN48 
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2750.  ACTION  ON  PETITION  TO  LIST 
DIESEL  EXHAUST  AS  A  HAZARDOUS 
AIR  POLLUTANT 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec 
112(b)(3) 

CFR  Citation:  40  CFR  63 

Legal  Deadline:  NPRM,  Judicial,  March 
14,  2007,  As  per  12/2005  Consent 
Decree,  extended  several  times  from 
original  date  of  6/12/2006. 

Final,  Judicial,  May  1,  2007,  As  per 
12/2005  Consent  Decree.  Only  required 
if  Agency  proposes  to  grant  petition. 

Abstract:  EPA  received  a  petition  from 
Environmental  Defense  to  list  Diesel 
Exhaust  as  a  Hazardous  Air  Pollutant 
(HAP).  This  notice  announces  EPA’s 
decision  to  deny  the  petition.  This 
decision  is  based  on  several 
considerations.  First,  diesel  exhaust  is 
a  mixture  of  numerous  chemicals  and 
its  composition  can  vary  between 
engines  and  under  different  operating 
conditions.  Thus,  “diesel  exhaust”  is 
not  appropriate  for  listing  because  it 
does  not  present  an  effective  regulatory 
target.  Second,  adding  an  emission 
mixture  such  as  diesel  exhaust  to  the 
list  of  hazardous  air  pollutants  appears 
to  be  contrary  to  Congress’  intent  that 
EPA  list  individual  substances  rather 
than  mixtures.  Finally,  adding  diesel 
exhaust  to  the  list  of  hazardous  air 
pollutants  would  have  little  practical 
impact  on  public  health  or  the 
environment  because  EPA  is  already 
addressing  emissions  from  diesel 
engines  through  a  number  of  voluntary 
and  regulatory  programs,  and  adding 
diesel  exhaust  to  the  list  of  HAP  would 
not  likely  impact  the  level  of  control 
achieved  in  these  programs. 

The  deadline  for  signature  of  the 
Federal  Register  notice  is  November  15, 
2006.  (Received  extension  by  litigants 
December  14,  2006;  Received  another 
extension  by  litigants  March  14,  2007.) 
Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5020; 
EPA  Docket  information:  EPA-HQ-OAR- 
2005-0489 

Agency  Contact:  Jaime  Pagan, 
Environmental  Protection  Agency,  Air 


and  Radiation,  Research  Triangle  Park, 
NC  27711 

Phone:  919  541-5340 

Fax:  919  541-5450 

Email:  pagan.jaime@epamail.epa.gov 

Robert  Way  land.  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1045 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AN49 


2751.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  BAN  ON 
THE  IMPORT  OF  PRE-CHARGED 
PRODUCTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414,  7601, 
7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  EPA  is  concerned  with  the 
environmental  impacts  that  could  result 
from  the  potential  continued  imports  of 
HCFC  pre-charged  products  after  the 
phaseout  of  production  and  importation 
of  bulk  substances.  Similar  concerns 
resulted  in  banning  the  imports  of  CFC 
pre-charged  refrigeration  products  after 
the  1996  phaseout  of  production  and 
import  of  bulk  substances.  Therefore, 
EPA  intends  to  propose  regulations 
banning  the  imports  of  HCFC  pre¬ 
charged  products  under  the  provisions 
within  title  VI  of  CAAA. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5052; 

URL  For  More  Information: 

www.epa.gov/ ozone/title6 

Agency  ConUict:  Cindy  Newberg, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9729 
Fax:  202  343-2337 

Email:  newberg.cindy@epamail.epa.gov 
RIN:  206a-AN58 


2752.  TRANSITION  TO  NEW  OR 
REVISED  PARTICULATE  MATTER 
(PM)  NAAQS 

Priority:  Other- Significant 

Legal  Authority:  42  USC  7410;  42  USC 
7501  et  seq 

CFR  Citation:  40  CFR  51 

Legal  Deadline:  Other,  Statutory, 
January  31,  2006,  The  12/20/05  PM 
NAAQS  proposal  stated  EPA  will  issue 
ANPRM  for  implementation. 

Abstract:  In  1.997,  EPA  promulgated 
revised  National  Ambient  Air  Quality 
Standards  (NAAQS)  for  fine  particulate 
matter  (PM-2.5).  EPA  will  be  proposing 
revised  NAAQS  for  PM-2.5  and  new 
standard  PMlO-2.5  on  December  20, 

2005.  In  order  to  provide  insight  for 
the  public  on  what  EPA  is  thinking  in 
regards  to  implementing  the  revised 
standard  for  PM2.5  and  the  transition 
from  a  PMIO  standard  to  a  PMlO-2.5 
standard,  EPA  is  providing  this 
advance  notice  of  proposed  rulemaking. 
This  ANPRM  should  also  provide  an 
opportunity  for  the  public  to  provide 
input  on  the  best  way  to  implement 
these  actions.  Public  comment  period 
will  be  extended  until  July  10,  2006. 

A  proposal  will  be  developed  after  the 
PM  NAAQS  are  finalized  in  September 

2006. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  02/09/06  71  FR  6718 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No. 

4752.1;  EPA  publication  information: 
ANPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/February/Day-09/al  798.htm: 
Split  from  RIN  2060-AK74. 

Agency  Contact:  Barbara  Driscoll, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-1051 
Fax:  919  541-5489 

Email:  driscoll.barbara@epamail.epa.gov 

Joe  Paisie,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5556 
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Fax:  919  541-0942 
Email:  paisie.joe@epa.gov 

RIN:  2060-AN59 


2753.  REVISIONS  TO  THE  DEFINITION 
OF  POTENTIAL  TO  EMIT  (PTE) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7401;  42  USC 
7412;  42  USC  7414;  42  USC  7416;  42 
USC  7601 

CFR  Citation:  40  CFR  51;  40  CFR  52; 

40  CFR  63;  40  CFR  70;  40  CFR  71 

Legal  Deadline:  None 

Abstract;  EPA  proposes  to  clarify  the 
options  that  exist  for  limiting  potential 
to  emit  (PTE)  for  sources  that  wish  to 
avoid  major  source  requirements.  To 
that  end,  EPA  proposes  to  revise  the 
PTE  definition  for  several  CAA 
programs  to  explain  the  types  of  limits 
that  are  effective  in  restricting  a 
source’s  PTE  regulated  pollutants. 

EPA’s  requirement  that  PTE  limits  must 
be  federally  enforceable  to  be 
considered  effective  in  restricting  PTE 
is  at  issue  as  a  result  of  three  court 
decisions.  EPA’s  proposal  will  address 
this  requirement. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Additional  Information:  SAN  No.  5025; 

Agency  Contact:  Grecia  Castro, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-03,  Research 
.  Triangle  Park,  NC  27711 
Phone:  919  541-1351 
Fax:  919  541-5509 
Email:  castro.grecia@epamail.epa.gov 

Lynn  Hutchinson,  Environmental 
Protection  Agency,  Air  and  Radiation, 

*  C504-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5795 
Fax:  919  541-5509 
Email: 

hutchinson.lynn@epamail.epa.gov 
RIN:  2060-AN65 


2754.  CONTROL  OF  AIR  POLLUTION 
FROM  NEW  MOTOR  VEHICLES  AND 
NEW  MOTOR  VEHICLE  ENGINES: 
SAFETEA-LU  HOV  FACILITIES  RULE 

Priority:  Other  Significant 

Legal  Authority:  23  USC  1121 
CFR  Citation;  40  CFR  86 

Legal  Deadline:  Final,  Statutory, 
February  6,  2006,  Language  from 
Congress  requires  a  final  regulatory 
action. 

Abstract:  It  is  the  sense  of  Congress 
to  encourage  the  purchase  and  use  of 
hybrid  and  other  fuel  efficient  vehicles, 
which  have  been  proven  to  minimize 
air  emissions  and  decrease 
consumption  of  fossil  fuels.  This 
regulation  establishes  the  criteria  for 
certifying  a  vehicle  as  low  emitting  and 
energy-efficient.  State  HOV  programs 
will  reference  this  regulation  in  their 
request  to  Federal  Highway 
Administration  for  exceptions  to  the  2- 
person  minimum  occupancy  HOV 
requirement.  These  regulations  are 
optional  for  States  to  implement  and 
will  sunset  in  2009. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 
Additional  Information:  SAN  No.  5029; 

Agency  Contact:  Mary  Manners, 
Environmental  Protection  Agency,  Air 
and  Radiation,  Ann  Arbor,  Ml  48105 
Phone:  734  214-4873 
Email:  manners.mary@epamail.epa.gov  . 

Tandi  Bagian,  Environmental  Protection 
Agency,  Air  and  Radiation,  AAIO,  Ann 
Arbor,  MI  48105 
Phone:  734  214-4901 
Email:  bagian.tandi@epamail.epa.gov 

RIN:  2060-AN68 


2755.  NATIONAL  VOLATILE  ORGANIC 
COMPOUND  EMISSION  STANDARDS 
FOR  AEROSOL  COATINGS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  751  lb 
CFR  Citation:  40  CFR  59,  subpart  E 

Legal  Deadline:  Final,  Judicial, 
September  30,  2007,  sec  183(e)  VOC 
rules  as  per  March  31,  2006  order. 


Abstract:  Under  section  183(e)  of  the 
Clean  Air  Act,  the  EPA  is  required  to 
list  and  schedule  for  regulation  those 
categories  of  consumer  or  commercial 
products  that  account  for  at  least  80 
percent  of  volatile  organic  compound 
(VOC)  emissions,  on  a  reactivity 
adjusted  basis,  in  areas  that  violate  the 
National  Ambient  Air  Quality  Standard 
for  ozone.  This  rule  is  intended  to  meet 
that  requirement  for  the  aerosol  spray 
paint  category  listed  on  March  23, 

1995.  This  national  regulation  will 
establish  a  uniform  reactivity-based 
standard  for  aerosol  spray  paints 
modeled  after  the  California  Air 
Resource  Board  (CARB)  Regulation  for 
Reducing  the  Ozone  Formed  from 
Aerosol  Coating  Product  Emissions. 

EPA  granted  final  approval  of  the 
revisions  to  the  California  State 
Implementation  Plan  containing  this 
regulation  on  September  13,  2005. 
Although  mass-based  VOC  reductions 
have  been  made  in  the  aerosol  coating 
category,  this  reactivity-based  approach 
will  achieve  additional  reductions  in 
ozone  formation  where  further  mass- 
based  reductions  have  prov.en  to  be 
technologically  infeasible.  This  national 
rule  is  projected  to  better  control  a 
product’s  contribution  to  ozone 
formation  by  encouraging  reductions  of 
higher  reactivity  VOCs,  rather  than 
treating  all  VOCs  in  a  product  alike 
through  ’a  mass-based  approach. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  1 0/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5030; 

Agency  Contact:  Kaye  Whitfield, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2509 

Fax:  919  541-0072 

Email:  whitfield.kaye@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AN69 
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2756.  PETROLEUM  REFINERIES— 
NEW  SOURCE  PERFORMANCE 
STANDARDS  (NSPS)— SUBPART  J 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  60 

Legal  Deadline:  NPRM,  Judicial,  April 
28,  2007,  Lawsuit  by  Sierra  Club  and 
Our  Children’s  Earth  Foundation. 

Final,  Judicial,  April  28,  2008,  Lawsuit 
by  Sierra  Club  and  Our  Children’s 
Earth  Foundation. 

Abstract:  Section  lll(b)(l)(BJ  of  the 
Clean  Air  Act  requires  EPA  to  review 
new  source  performance  standards  at 
least  every  8  years.  Under  this  project, 
we  will  review  and,  if  appropriate, 
revise  the  new  source  performance 
standards  for  petroleum  refineries 
(subpart  J  in  part  60).  We  will 
determine  if  actual  emission  reductions 
currently  being  achieved  due  to  other 
programs  are  greater  than  the 
requirements  in  the  current  NSPS 
standards,  and  whether  the  current 
standards  should  be  revised. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5036 

Agency  Contact:  Bob  Lucas, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C439-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0884 

Fax:  919  541-0246 

Email:  lucas.bob@epamail.epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-03,  Research  Triangle  Park,  NC 
27711 

Phono:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 
RIN:  2060-AN72 


2757.  REVISION  TO  DEFINITION  OF 
VOLATILE  ORGANIC  COMPOUNDS— 
EXCLUSION  OF  FOUR  COMPOUNDS 

Priority:  Substantive.  Nonsignificant 

Legal  Authority:  CAA 
CFR  Citation:  40  CFR  51.100 


Legal  Deadline:  None 

Abstract:  The  EPA  is  proposing  to  add 
four  compounds  (benzotrifluoride, 
dimethyl  succinate,  propylene 
carbonate,  and  dimethyl  carbonate)  to 
the  list  of  negligibly  reactive 
compounds  in  EPA’s  definition  of  VOC. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  5045; 

Agency  Contact:  William  L.  Johnson, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5245 

Fax:  919  541-0824 

Email: 

johnson.williaml@epamail.epa.gov 

Terry  Keating,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6103A,  Washington,  DC  20460 
Phone:  202  564-1174 
Email:  keating.terry@epa.gov 

RIN:  2060-AN75 


2758.  REVIEW  OF  THE  NATIONAL 
AMBIENT  AIR  QUALITY  STANDARDS 
FOR  LEAD 

Priority:  Economically  Significant. 
Major  under  5  USC  '801. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  42  USC  7408;  42  USC 
7409 

CFR  Citation:  40  CFR  50 

Legal  Deadline:  Final.  Judicial, 
September  1,  2008,  Court-ordered 
schedule. 

Abstract:  On  October  5,  1978,  the  EPA 
promulgated  primary  and  secondary 
NAAQS  for  lead  under  section  109  of 
the  Act  (43  FR  46258).  Both  primary 
and  secondary  standards  were  set  at  a 
level  of  1.5  p/m3  as  a  quarterly  average 
(maximum  arithmetic  mean  averaged 
over  a  calendar  quarter).  Subsequent  to 
this  initial  standard-setting,  the  Clean 
Air  Act  requires  that  the  standard  be 
reviewed  periodically.  The  last  such 
review  occurred  during  the  period  1986 
to  1990.  For  that  review,  an  Air  Quality 
Criteria  Document  (AQCD)  was 


completed  in  1986  with  a  supplement 
in  1990.  Based  on  information 
contained  in  the  AQCD,  an  EPA  Staff 
Paper  and  Exposure  Assessment  were 
prepared.  Following  the  completion  of 
these  documents,  the  agency  did  not 
propose  any  revisions  to  the  1978  Pb 
NAAQS.  The  current  review  of  the  Pb 
air-quality  criteria  was  initiated  in 
November  2004  by  EPA’s  National 
Center  for  Environmental  Assessment 
(NCEA)  with  a  general  call  for 
information  published  in  the  Federal 
Register.  In  January  2005,  NCEA 
released  a  work  plan  for  the  review  and 
revision  of  the  Pb  AQCD.  Workshops 
were  held  to  provide  author  feedback 
on  a  developing  draft  of  the  AQCD  in 
August  2005.  The  draft  AQCD  was 
released  December  1,  2005.  The  EPA 
Office  of  Air  Quality  Planning  and 
Standards  will  prepare  a  Staff  Paper  for 
the  Administrator,  which  will  evaluate 
the  policy  implications  of  the  key 
-  studies  and  scientific  information 
^  contained  in  the  AQCD  and  additional 
technical  analyses,  and  identify  critical 
elements  that  EPA  staff  believe  should 
be  considered  in  reviewing  the 
standards.  The  AQCD  and  Staff  Paper 
will  be  reviewed  by  the  Clean  Air 
Scientific  Advisory  Committee 
(CASAC)  and  the  public,  and  both  final 
documents  will  reflect  the  input 
received  through  these  reviews.  As  the 
lead  NAAQS  review  is  completed,  the 
Administrator’s  proposal  to  reaffirm  or 
revise  the  lead  NAAQS  will  be 
published  with  a  request  for  public 
comment.  Input  received  during  the 
public  comment  period  will  be 
considered  in  the  Administrator’s  final 
decision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/00/08 

Final  Action  09/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected: 
Undetermined 
Federalism:  Undetermined 
Additional  Information:  SAN  No.  5059 

Agency  Contact:  Ginger  Tennant, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-06,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-4072 

Fax:  919  541-0237 

Email:  tennant.ginger@epa.gov 
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Karen  Martin,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-06, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5274 
Fax:  919  541-0237 
Email:  martin.karen@epa.gov 

RIN:  2060-AN83 


2759.  RISK  AND  TECHNOLOGY 
REVIEW  PHASE  II 
Priority:  Other  Significant 
Legal  Authority:  CAA  sec  112(f)(2), 
112(d)(6) 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  EPA  is  required  to  evaluate 
the  risk  remaining  at  facilities  8  years 
after  they  are  required  to  comply  with 
MACT  air-toxic  emission  standards 
according  to  section  112  (f)(2)  of  the 
Clean  Air  Act  (CAA).  EPA  is  also 
required  to  review  and  revise  the 
MACT  standards  if  needed  every  8 
years  with  regard  to  practices, 
processes,  and  control  technologies 
according  to  section  112(d)(6)  of  the 
CAA.  EPA  will  combine  the  remaining 
MACT  source  categories  requiring 
residual  risk  and  technology  reviews 
into  several  groups  to  enable  us  to  more 
closely  meet  statutory  dates,  raise  and 
resolve  programmatic  issues  in  one 
action,  minimize  resources  by  using 
available  data  and  focusing  on  high  risk 
sources,  and  provide  consistent  review 
and  analysis.  We  will  use  available  data 
including  emissions  from  the  most 
recent  2002  national  emission 
inventory  (NEI)  and  augment  it  with 
available  site-specific  data.  We  will 
focus  this  action  on  33  MACT 
standards  with  compliance  dates  of 
2002  and  earlier  and  will  model  each 
MACT  source  category  to  obtain 
inhalation  risks,  including  cancer  risk 
and  incidence,  population  cancer  risk, 
and  non-cancer  effects  (chronic  and 
acute).  We  will  follow  the  Benzene 
Policy  to  identify  the  source  categories 
as  low  risk,  acceptable  risk,  or 
unacceptable  risk.  We  then  plan  to 
publish  the  emissions  data  and  risk 
results  in  an  ANPRM  before  the  end 
of  the  2006  calendar  year  and  solicit 
public  comments  and  corrections, 
including  better  source  data.  We  will 
then  remodel  the  categories  based  on 
the  updated  data.  EPA  will  then  set 
aside  low-riskjsource  categories  and 
persistent  bio-accumulative  (PB)  source 
categories.  The  PB  source  categories 
require  multi-pathway  analysis  and  will 


be  addressed  on  a  slower  track.  EPA 
will  then  focus  on  the  remaining 
categories,  evaluating  the  effectiveness 
and  cost  of  additional  risk  reduction 
options  and  making  acceptability  and 
ample-margin-of-safety  determinations. 
We  intend  to  propose  an  NPRM  in  the 
spring  of  2007,  address  public 
comments,  and  promulgate  the  final 
action  in  spring  of  2008  on  the  first 
group  of  MACT  categories.  Where 
additional  controls  are  identified, 
standards  would  be  developed  that 
include  technology,  work  practice,  or 
performance  standards  as  amendments 
to  the  existing  MACT  standards.  For 
source  categories  where  additional 
standards  are  needed  to  provide  an 
ample  margin  of  safety,  a  low  risk 
exemption  would  be  provided  and  EPA 
would  use  an  analysis  to  identify  low 
risk  source  characteristics  that  would 
exempt  a  portion  of  the  source  category 
from  additional  requirements.  Site- 
specific  risk  assessments  could  also  be 
used  to  show  low  risk.  A  tptal  facility 
low  risk  determination  (TFLRD)  will  be 
presented  as  a  voluntary  approach 
where  a  facility  can  perform  a  site- 
specific  risk  assessment  to  determine  if 
it  is  low  risk.  Low  risk  facilities  would 
satisfy  all  of  their  residual  risk 
requirements  by  demonstrating 
compliance  with  the  TFLRD  approach. 

The  33  MACT  source  categories  are 
listed  below. 

1.  Chromium  Electroplating 

2.  Polymers  &  Resins  11 

3.  Secondary  Lead  Smelters 

4.  Petroleum  Refineries 

5.  ‘Aerospace 

6.  Marine  Vessels 

7.  Wood  Furniture 

8.  Shipbuilding 

9.  Printing  &  Publishing 

10.  Off-site  Waste  Treatment 

11.  Polymers  &  Resins  1 

12.  Polymers  &  Resins  IV 

13.  Primary  Aluminum 

14.  Pulp  &  Paper  MACT  I  and  III 

15.  Pharmaceuticals 

16.  Flexible  Polyurethane  Foam 

17.  Ferroalloys 

18.  Polyether  Polyols 

19.  Mineral  Wool 

20.  Primary  Lead  Smelting 


21.  Phosphoric  Acid 

22.  Phosphate  Fertilizers 

23.  Wool  Fiberglass 

24.  Portland  Cement 

25.  Oil  &  Natural  Gas 

26.  Natural  Gas  Transmission 

27.  Steel  Pickling 

28.  GMACT  I  Acetal  Resins 

29.  GMACT  II  Acrylic/Modacrylic 
fibers 

30.  GMACT  III  Hydrogen  Fluoride 

31.  GMACT  IV  Polycarbonates 

32.  POTW 

33.  Secondary  Aluminum 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Final  Rule  06/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  information:  SAN  No.  5093; 

Sectors  Affected:  3364  Aerospace 
Product  and  Parts  Manufacturing:  3313 
Alumina  and  Aluminum  Production 
and  Processing;  32731  Cement 
Manufacturing:  3341  Computer  and 
Peripheral  Equipment  Manufacturing; 
32411  Petroleum  Refineries:  331492 
Secondary  Smelting,  Refining,  and 
Alloying  of  Nonferrous  Metal  (except 
Copper  and  Aluminum):  22132  Sewage 
Treatment  Facilities 

Agency  Contact:  Paula  Hirtz, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-2618 
Fax: 919  541-0246 
Email:  hirtz.paula@epa.gov 

Ken  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
El  4  3-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AN85 
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2760.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  (PSD)  AND 
NON-ATTAINMENT  NEW  SOURCE 
REVIEW  (NSR):  REASONABLE 
POSSIBILITY  IN  RECORDKEEPING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  CAA  title  l  C  and  D 

CFR  Citation:  40  CFR  51,  app  S;  40 
CFR  51.165;  40  CFR  51.166;  40  CFR 
52.21 

Legal  Deadline:  Final,  Judicial, 
September  30,  2007,  OGC  told  the  court 
that  the  final  would  be  signed  in 
September  EPA  is  at  risk  of  being  put 
on  a  court-ordered  deadline. 

Abstract:  This  rulemaking  would 
clarify  the  “reasonable  possibility” 
recordkeeping  standard  that  we 
promulgated  in  the  NSR  Reform  rule 
of  2002.  In  June  2005,  the  DC  Circuit 
Court  remanded  the  rule  for  EPA  to 
provide  such  clarification.  For  tracking 
and  reporting,  certain  records  must  he 
kept  only  if  there  is  a  “reasonable 
possibility”  that  a  proposed  project  will 
result  in  a  significant  emissions 
increase.  We  are  proposing  one  or  more 
scenarios  under  which  the 
recordkeeping  standard  is  applicable. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/08/07  72  FR  10445 

NPRM  Comment  05/07/07 

Period  End 

Finai  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5076; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2007/March/Day-08/a3897..‘itm: 

Agency  Contact:  Lisa  Sutton, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C339-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-3450 

Fax:  919  541-5509 

Email:  sutton.lisa@epamail.epa.gov 

Jessica  Montanez,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-3407 
Fax:  919  541-5509 
Email: 

montanez.jessica@epamail.epa.gov 
RIN:  2060-AN88 


2761.  •  REFINEMENT  TO  INCREMENT 
MODELING  PROCEDURES 
Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 
Abstract:  Part  C  of  title  I  of  the  Clean 
Air  Act  (CAA)  contains  the 
requirements  for  a  component  of  the 
major  New  Source  Review  (NSR) 
program  known  as  the  Prevention  of 
Significant  Deterioration  (PSD) 
program.  This  program  sets  forth 
procedures  for  the  preconstruction 
review  and  permitting  of  new  and 
modified  major  stationary  sources  of  air 
pollution  located  in  areas  meeting  the 
National  Ambient  Air  Quality 
Standards  (NAAQS);  i.e.,  “attainment” 
areas,  or  in  areas  for  which  there  is 
insufficient  information  to  classify  an 
area  as  either  attainment  or 
nonattainment:  i.e.,  “unclassifiable” 
areas.  The  applicability  of  the  PSD 
program  to  a  particular  source  must  be 
determined  in  advance  of  construction 
and  is  pollutant-specific. 

The  PSD  program  also  established 
increments,  which  are  maximum 
increases  in  ambient  air  concentrations 
allowed  in  a  PSD  area  over  a  baseline 
concentration.  These  increments  follow 
the  three-tiered  area  classification 
system  established  by  Congress  in 
section  163  of  the  CAA.  Class  I  areas 
include  certain  national  parks  and 
wilderness  areas  that  were  designated 
b)'  Congress  as  areas-  of  special  national 
concern,  where  the  need  to  prevent  air 
quality  deterioration  is  the  greatest, 
class  II  areas  are  all  areas  not 
specifically  designated  in  the  CAA  as 
class  I  areas  and  class  III  areas  are  the 
ones  originally  designated  as  Class  II, 
where  higher  levels  of  industrial 
development  (and  emission  growth)  are 
desired. 

In  this  rulemaking,  we  propose  to 
refine  several  aspects  of  the  method 
that  may  be  used  to  calculate  an 
increase  in  concentration  for  increment 
purposes.  These  refinements  are 
intended  to  clarify  how  States  and 
regulated  sources  may  calculate 
increases  in  concentration  for  purposes 
of  determining  compliance  with  the 
PSD  increments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  5100; 

Agency  Contact:  Jessica  Montanez, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-3407 

Fax:  919  541-5509 

Email: 

montanez.jessica@epamail.epa.gov 

Dave  Svendsgaard,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-2380 

Fax:  919  541-5509 

Email:  svendsgaard.dave@epa.gov 

RIN:  2060-AO02 


2762.  •  HOSPITAL/ 
MEDICAL/INFECTIOUS  WASTE 
INCINERATION  UNITS— RESPONSE 
TO  REMAND  AND  5-YEAR 
TECHNOLOGY  REVIEW 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  60 

Legal  Deadline:  NPRM,  Judicial, 
January  27,  2007,  As  per  1/27/2006 
Settlement  Agreement. 

Final,  Judicial,  January  27,  2008,  As  per 
1/27/2006  Settlement  Agreement. 

Abstract:  Under  section  129  of  the 
Clean  Air  Act  (CAA),  EPA  is  required 
to  adopt  and  implement  maximum 
achievable  control  technology  (MACT) 
standards  for  both  new  and  existing 
hospital/medical/infectious  waste 
incineration  units  (HMIWI).  Regulations 
for  HMIWI  were  promulgated  on 
September  15,  1997,  and  those 
standards  have  been  adopted  and  fully 
implemented  with  all  retrofits 
completed.  However,  these  regulations 
were  subsequently  remanded  by  the 
Court  on  March  2,  1999.  The 
fundamental  issue  leading  to  the 
remand  was  the  approach  and 
methodology  used  by  EPA  to  develop 
the  HMIWI  regulations.  In  effect,  the 
Court  questioned  whether  the 
regulations  developed  by  EPA  reflected 
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the  actual  emission  performance  of  the 
best  controlled  similar  unit  for  new 
HMIWI  and  the  average  of  the  best 
performing  12  percent  of  units  for 
existing  HMIWI,  and  remanded  the 
regulations  to  EPA  for  further 
explanation  of  its  reasoning  in 
determining  the  minimum  regulatory 
“floors”  for  new  and  existing  HMIWI. 
The  purpose  of  the  first  part  of  this 
project  is  to  respond  to  this  remand. 

The  second  part  of  this  project  pertains 
to  Clean  Air  Act  section  129(a)(5), 
which  requires  EPA  to  review  and,  if 
necessary,  revise  standards  developed 
under  section  129  every  5  years.  This 
process,  known  as  the  5-year 
technology  review,  involves  assessing 
the  current  environmental  performance 
of  hospital/medical/infectious  waste 
incineration  units  and  revising  the 
emission  limits  to  reflect  this  actual 
performance.  The  purpose  of  the 
second  part  of  this  project  is  to  review 
the  performance  of  control  technology 
and  the  associated  emission  reductions 
achieved  by  the  promulgated  HMIWI 
regulations  to  determine  whether  they 
should  be  revised  to  better  reflect 
MACT.  We  note  that  implementation  of 
these  MACT  standards  has  been  highly 
effective,  reducing  emissions  of  the 
nine  section  129  pollutants  (particulate 
matter,  carbon  monoxide, 
dioxins/furans,  sulfur  dioxide,  nitrogen 
oxides,  hydrogen  chloride,  lead, 
mercury,  and  cadmium)  by  more  than 
95  percent,  and  has  reduced 
dioxin/furan  and  mercury  emissions  by 
more  than  99  percent  since  1995. 
Additionally,  the  number  of  operational 
units  has  dropped  significantly  since 
promulgation  in  1997  from  2,400  units 
to  approximately  80  units  today.  The 
amendments  resulting  from  this  5-year 
review  are  expected  to  be  minor,  but 
will  prevent  backsliding  of  HMIWI  unit 
performance. 

Timetable: 

Action  Date  FR  Cite 

NPRM  02/06/07  72  FR  5509 

NPRM  Comment  04/09/07 

Period  End 

Final  Action  02/00/08 

.  Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5071; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2007/February/Day-06/al  61 7.htm: 


EPA  Docket  information:  EPA-HQ-OAR- 
2006-0534 

URL  For  More  Information: 

http://www.epa.gov/  ttn/ atw/ 129/ 

hmiwi/rihmiwi.html 

Agency  Contact:  Mary  Johnson, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-01,  Research 

Triangle  Park,  NC  ^7711 

Phone:  919  541-5025 

Fax:  919  541-5450 

Email:  johnson.mary@epa.gov 

Brian  Shrager,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-7689 
Fax: 919  541-7689 

Email:  shrager.brian@epamail.epa.gov 
RIN:  2060-AO04 


2763.  •  FINAL  EXTENSION  OF  THE 
DEFERRED  EFFECTIVE  DATE  FOR 
8-HOUR  OZONE  NATIONAL  AMBIENT 
AIR  QUALITY  STANDARDS  FOR  THE 
DENVER  EARLY  ACTION  COMPACT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7407;  42  USC 
7501  to  7515;  42  USC  7601 

CFR  Citation:  40  CFR  81 

Legal  Deadline:  NPRM,  Judicial,  March 
1,  2007,  NPRM  must  publish  by 
03/01/2007  to  allow  sufficient  time  to 
publish  Final  by  06/01/2007  —  30  days 
prior  to  07/01/2007  effective  date. 

Final,  Judicial,  June  1,  2007,  Final  to 
be  published  06/01/2007  to  be  effective 
07/01/2007  to  avoid  Denver  going  into 
nonattainment. 

Abstract:  This  rule  proposes  to  defer 
the  effective  date  of  nonattainment 
designations  for  the  Denver  Early 
Action  Compact  (EAC)  area  from  July 
1,  2007,  until  April  15,  2008.  In  a 
previous  rulemaking  (November  29, 
2006),  EPA  deferred  until  April  15, 
2008,  the  nonattainment  designations 
for  13  other  EAC  areas  which  agreed 
to  reduce  ground-level  ozone  pollution 
earlier  than  the  Clean  Air  Act  requires 
and  to  attain  the  National  Ambient  Air 
Quality  Standards  (NAAQS)  for  ozone 
by  December  31,  2007.  This  action 
must  be  finalized  and  published  in  the 
Federal  Register  by  March  1,  2007,  in 
order  to  obtain  public  comments, 
finalize  a  rule,  and  publish  by  June  1, 
2007,  which  will  make  it  effective  30 
days  prior  to  the  July  1,  2007,  deferral 
date.  If  this  timing  is  not  met  then 


Denver  will  automatically  lapse  into 
nonattainment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/01/07  72  FR  9285 

NPRM  Comment  •  04/02/07 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No. 

4839.6;  EPA  publication  information: 
NPRM  - 

http  ://www  .epa  .gov/fedrgstr/EPA- 
AIR/ 2006/ August/Day-09/al  2960.htm: 
Split  from  RIN  2060-AN90.  Split  from 
RIN  2060-AN04.  Split  from  RIN  2060- 
AM03.  Promulgation  of  SAN  4839  will 
include  the  material  formerly  proposed 
as  SAN  4798.  SAN  4798  has  been 
merged  into  SAN  4839. 

Agency  Contact;  Barbara  Driscoll, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-1051 
Fax:  919  541-5489 

Email:  driscoll.barbara@epamail.epa.gov 

David  Cole,  Environmental  Protection 
Agency,  Air  and  Radiation,  C304-05, 
Research  Triangle  Park,  NC  20460 
Phone:  919  .541-5565 
Email:  cole.david@epa.gov 
RIN:  2060-AO05 


2764.  •  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  MISCELLANEOUS 
ORGANIC  CHEMICAL 
MANUFACTURING;  SECOND  GROUP 
OF  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  A  final  rule  for*  this  source 
category  was  published  on  November 
10,  2003.  Several  parties  petitioned  the 
rule  and  final  amendments  to  address 
issues  raised  hy  the  petitioners  were 
published  on  July  14,  2006.  This  action 
will  correct  several  errors  in  the  final 
amendments.  Also,  this  action  will 
propose  an  alternative  control  option 
for  wastewater  treatment  tanks  operated 
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under  negative  pressure.  Because  the 
rule  references  the  HON,  the  change 
will  be  made  to  the  wastewater 
standards  in  the  HON. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No. 

4891.1;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2005/December/Day- 
08/a23666.htm;  Split  from  RIN  2060- 
AM43. 

Agency  Contact:  Randy  McDonald, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5402 
Email: 

mcdonald.randy@epamail.epa.gov 

Ken  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-A007 


2765.  •  AIR  QUALITY  INDEX 
REPORTING  AND  SIGNIFICANT  HARM 
LEVEL  FOR  PM2.5 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  58.50;  40  CFR 
58,  app  G;  40  CFR  51.150  subpart  H 

Legal  Deadline:  None 

Abstract:  On  July  23,  1999,  EPA 
adopted  revisions  to  the  uniform  air 
quality  index  used  by  States  for  daily 
air  quality  reporting  to  the  general 
public  in  accordance  with  section  319 
of  the  Clean  Air  Act  (Act).  These 
changes  included  the  addition  of  the 
following  elements:  A  new  category 
described  as  “unhealthy  for  sensitive 
groups”;  two  new  requirements,  1)  to 
report  a  pollutant-specific  sensitive 
group  statement  when  the  index  is 
above  100  and  2)  to  use  specific  colors 
if  the  index  is  reported  in  a  color 
format;  new  breakpoints  for  the  ozone 


(03)  sub-index  in  terms  of  8-hour 
average  03  concentrations;  a  new  sub¬ 
index  for  fine  particulate  matter 
(PM2.5);  and  conforming  chemges  to  the 
sub-indices  for  coarse  particulate  matter 
(PMIO),  carbon  monoxide  (CO),  and 
sulfur  dioxide  (S02).  In  addition,  EPA 
changed  the  name  of  the  index  from 
the  Pollutant  Standards  Index  to  the 
Air  Quality  Index  (AQI).  The  revisions 
enhance  the  communication  of 
pollutant-specific  health  effects 
information  to  members  of  sensitive 
groups,  including  precautionary  actions 
that  can  be  taken  by  individuals  to 
reduce  exposures  of  concern.  The 
revisions  also  enhance  the  usefulness 
of  the  AQI  with  regard  to  other 
programs  that  provide  air  quality 
information  and  related  health 
information  to  the  general  public, 
including  State  and  local  real-time  air 
quality  data  mapping  and  community 
action  programs. 

In  2006,  EPA  promulgated  a  revised 
national  ambient  air  quality  standard 
(NAAQS)  for  PM2.5  levels  of  35  ug/m3, 
24-hour  average.  The  purpose  of  this 
rulemaking  is  to  make  revisions  to  the 
AQI  sub-index  for  PM2.5  to  be 
consistent  with  the  new  daily  standard. 
It  is  important  to  make  this  revision 
expeditiously  to  allow  members  of  the 
public,  especially  members  of  sensitive 
groups,  to  take  exposure  reduction 
measures  when  PM2.5  levels  are 
forecasted  to  be  high.  State  and  local 
air  agencies  are  encouraging  EPA  to 
make  the  revisions  as  soon  as  possible. 

EPA  has  never  set  a  Significant  Harm 
Level  (SHL)  for  PM2.5.  There  are  SHLs 
for  sulfur  dioxide,  ozone,  carbon 
monoxide,  PMIO,  and  nitrogen  dioxide. 
Designated  areas  must  have 
contingency  plans  in  place  to  prevent 
ever  reaching  this  level.  There  is  not 
currently  an  SHL  for  PM2.5.  The  SHL 
is  typically  the  same  concentration  as 
the  500  level  of  the  AQI.  So  along  with 
revising  the  AQI  for  PM2.5,  we  will 
also  set  an  SHL  for  PM2.5. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5115; 


Agency  Contact:  Susan  Stone, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-06,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-1146 
Email:  stone.susan@epa.gov 

Tom  Helms,  Environmental  Protection 
Agency,  Air  and  Radiation,  C304-04, 
Research  Triangle  Park,  NC  20460 
Phone:  919  541-5527 
Email:  helms.tom@epa.gov 

RIN:  2060-A011 


2766.  •  COMMERCIAL  AND 
INDUSTRIAL  SOLID  WASTE 
INCINERATION  UNITS;  RESPONSE  TO 
REMAND  OF  NEW  SOURCE 
PERFORMANCE  STANDARDS  AND 
EMISSION  GUIDELINES 

Priority:  Substemtive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  60;  40  CFR  62 

Legal  Deadline:  None 

Abstract:  This  action  will  propose 
EPA’s  response  to  the  remand  of  the 
Commercial  and  Industrial  Solid  Waste 
Incineration  (CISWI)  New  Source 
Performance  Standards  and  Emission 
Guidelines  under  section  129  of  the 
CAA.  This  action  also  will  propose 
several  amendments  to  the  standards. 
We  are  considering  covering  the 
following  types  of  units  located  at 
commercial  or  industrial  facilities  that 
currently  are  not  covered  under  CISWI: 
Units  with  waste  heat  recovery,  units 
that  burn  more  than  30  percent 
municipal  solid  waste  at 
commercial/industrial  facilities,  and 
cyclonic  burn  barrels.  We  also  will 
clarify  provisions  regarding  air  curtain 
incinerators,  the  exemption  for 
chemical  recovery  units,  the  exemption 
for  spent  sulfuric  acid  production, 
startup  and  shutdown,  and  the 
definition  of  clean  wood  waste.  Finally, 
in  response  to  the  voluntary  remand  of 
the  CISWI  rules,  we  will  examine  and 
revise  as  appropriate  the  methodology 
for  developing  the  MACT  floors  and 
emission  limits. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
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Additional  Information:  SAN  No.  5105; 

Agency  Contact:  Brian  Shrager, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-7689 
Fax:  919  541-7689 

Email:  shrager.brian@epamail.epa.gov 

Mary  Johnson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5025 

Fax: 919  541-5450 

Email:  johnson.mary@epa.gov 

RIN:  2060-AO12 


2767.  •  CONSUMER  AND 
COMMERCIAL  PRODUCTS,  GROUP  3: 
CONTROL  TECHNIQUES  GUIDELINES 
IN  LIEU  OF  REGULATIONS  FOR 
PAPER,  FILM,  AND  FOIL  COATINGS; 
METAL  FURNITURE  COATINGS;  AND 
LARGE  APPLIANCE  COATINGS 

Priority:  Other  Significant 
Legal  Authority:  Clean  Air  Act 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  Final,  Judicial, 
September  30,  2007. 

Abstract:  This  action  announces  the 
Administrator’s  determination  under 
section  183(e)  for  three  categories  of 
consumer  and  commercial  products 
that  control  techniques  guidelines 
(CTG)  are  substantially  as  effective  in 
reducing  VOC  emissions  in  ozone 
nonattainment  areas  as  national  rules 
for  these  categories.  The  proposal  will 
solicit  comments  on  the  proposed 
determinations  and  will  announce  draft 
control  technique  recommendations  for 
each  of  the  product  categories.  The 
final  notice  will  finalize  the 
determination  and  will  announce 
availability  of  CTGs  covering  these 
categories.  There  is  a  court-ordered 
deadline  of  September  30,  2007  for  the 
final  determination  and  issuance  of 
CTGs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5132; 


Agency  Contact:  Bruce  Moore, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143— 03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5460 

Fax:  919  541-3470 

Email:  moore.bruce@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AO14 


2768.  •  NESHAP:  PORTLAND  CEMENT 
NOTICE  OF  RECONSIDERATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7412 

CFR  Citation:  40  CFR  63.1340  to 
63.1359 

Legal  Deadline:  Final,  Judicial, 
December  20,  2007,  Settlement 
Agreement. 

Abstract:  On  December  20,  2006,  we 
published  final  amendments  to  the 
Portland  Cement  NESHAP.  These 
amendments  were  in  response  to  a 
remand  by  the  DC  Circuit  Court  of 
portions  of  the  final  rule  published  in 
1999.  At  the  same  time  as  the  final 
amendments  were  published,  we  also 
published  a  notice  of  reconsideration  of 
the  final  new  source  limits  for  mercury 
and  total  hydrocarbons  (a  surrogate  for 
non-dioxin  organic  HAP).  We  also  are 
reconsidering  the  ban  on  the  use  of 
certain  mercury  containing  fly  ash  in 
both  new  and  existing  kilns.  We  took 
this  action  because  there  are  still 
substantive  technical  issues,  and  there 
was  not  sufficient  opportunity  for 
public  comment  on  parts  of  the  final 
action.  In  addition  to  these 
reconsiderations,  we  anticipate  we  may 
receive  a  reconsideration  request  from 
the  industry'  on  other  parts  of  the  final 
rule,  specifically  the  work  practice 
standard  for  existing  kilns  to  not 
recycle  cement  kiln  dust  to  the  extent 
that  product  quality  is  adversely 
affected. 

We  have  stated  in  the  notice  that  we 
will  complete  this  reconsideration  by 
December  20,  2007.  As  part  of  this 
effort,  we  are  requesting  that  five 
cement  facilities  that  have  wet 
scrubbers  or  lime  spray  dryers  for  S02 
control  perform  inlet  and  outlet  testing 
for  speciated  mercury  emissions  and 


submit  the  test  data  to  EPA  to  be  used 
in  the  reconsideration  for  the  new 
source  mercury  standard.  We  are 
assuming  that  the  cement  industry  will 
provide  any  additional  data  they  want 
us  to  consider  on  the  other  matters 
under  reconsideration  and  have  no 
other  plans  for  any  other  testing 
programs  or  data  gathering  at  this  time. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No. 

4585.1;  Split  from  RIN  2060-AJ78.;  EPA 
Docket  information:  EPA-HQ-OAR- 
2002-0051 

Agency  Contact:  Keith  Barnett, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5605 

Fax:  919  541-3207 

Email:  barnett.keith@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-A015 


2769.  •  RISK  AND  TECHNOLOGY 
REVIEW  FOR  GROUP  1:  POLYMERS 
AND  RESINS  I;  POLYMERS  AND 
RESINS  II,  ACETAL  RESINS,  AND 
HYDROGEN  FLUORIDE 

Priority:  Other  Significant 
Legal  Authority:  CAA  sec  112(f)(2): 
CAA  sec  112(d)(6) 

CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  EPA  is  required  to  evaluate 
the  risk  remaining  at  facilities  8  years 
after  they  are  required  to  comply  with 
MACT  air-toxic  emission  standards 
according  to  section  112  (f)(2)  of  the 
Clean  Air  Act  (CAA).  EPA  is  also 
required  to  review  and  revise  the 
MACT  standards  if  needed  every  8 
years  with  regard  to  practices, 
processes,  and  control  technologies 
according  to  section  112(d)(6)  of  the 
CAA.  We  will  use  available  data 
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including  emissions  from  the  most 
recent  2002  national  emission 
inventory  (NEI)  and  augment  it  with 
available  site-specific  data.  We  will 
model  each  MACT  source  category  to 
obtain  inhalation  risks,  including 
cancer  risk  and  incidence,  population 
cancer  risk,  and  non-cancer  effects 
(chronic  and  acute).  We  will  follow  the 
Benzene  Policy  to  identify  the  source 
categories  as  low  risk,  acceptable  risk, 
or  unacceptable  risk. 

This  action  is  called  Risk  and 
Technology  Review  (RTR)  Group  1.  It 
will  address  EPA’s  obligation  to 
conduct  a  residual  risk  review  and  to 
conduct  a  technology  review.  It 
includes  nine  source  categories,  each 
affected  by  one  of  four  MACT 
standards.  The  nine  source  categories 
are:  Polysulfide  rubber  (P&R  I  MACT): 
ethylene  propylene  rubber  (P&R  I 
MACT);  butyl  rubber  (P&R  I  MACT); 
neoprene  (P&R  I  MACT);  epoxy  resins 
(P&R  II  MACT);  non-nylon  polyamides 
(P&R  II  MACT);  hydrogen  fluoride 
(GMACT):  acetal  resins  (GMACT);  and 
mineral  wool  (Mineral  Wool  MACT). 

We  will  also  conduct  a  technology 
review.  Where  additional  controls  are 
identified,  standards  would  be 
developed  that  include  technology, 
work  practice,  or  performance 
standards  as  amendments  to  the 
existing  MACT  standards. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5126; 

Agency  Contact:  Mary  Kissell, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-01,  Research 

Triangle  Park,  NC  20460 

Phone:  919  541-4516 

Fax:  919  685-3219 

Email:  kissell.mary@epa.gov 

Ken  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-A016 


2770.  •  AIR  QUALITY:  REVISION  TO 
DEFINITION  OF  VOLATILE  ORGANIC 
COMPOUNDS— EXCLUSION  OF  A 
FAMILY  OF  FOUR 
HYDROFLUOROPOLYETHERS 
(HFPES) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  title  I 
CFR  Citation:  40  CFR  51.100(s) 

Legal  Deadline:  None  ' 

Abstract:  This  is  a  deregulatory  action 
to  exclude  these  HFPEs  from  the  list 
of  volatile  organic  compounds  (VOCs) 
on  the  basis  that,  as  a  precursor,  these 
compounds  make  a  negligible 
contribution  to  the  formation  of 
tropospheric  ozone.  These  compounds 
have  the  potential  for  use  as 
refrigerants  because  they  are  not 
stratospheric  ozone  depleters.  This 
action  will  remove  the  necessity  to 
control  these  particular  HFPEs  as  VOCs 
in  State  Implementation  Plans  for 
attaining  the  ozone  standard. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  Information:  SAN  No.  5131; 

Agency  Contact:  Dave  Sanders, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3356 
Fax:  919  541-0824 

Email:  sanders.dave@epamail.epa.gov 

William  L.  Johnson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C539-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5245 
Fax:  919  541-0824 
Email: 

johnson.williaml@epamail.epa.gov 
RIN:  2060-AO17 


2771.  •  RESPONSE  TO  REQUEST  FOR 
RECONSIDERATION  OF  FINAL  AIR 
EMISSION  MACT  RULES  FOR  LARGE 
MUNICIPAL  WASTE  COMBUSTORS 
(MWCS) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  129 
CFR  Citation:  40  CFR  60 


Legal  Deadline:  Final,  Judicial,  July  16, 
2007,  Litigation  stayed  until 
7/16/2007 — EPA  must  publish  final 
response  to  request  for  reconsideration 
by  that  date. 

Abstract:  EPA  originally  adopted  air 
emission  standards  for  new  and 
existing  large  municipal  waste 
combustors  (MWCs)  in  1995.  As 
required  by  section  129  of  the  CAA, 
EPA  reviewed  these  standards  and 
proposed  revised  standards.  The 
proposal  occurred  on  December  19, 
2005,  and  final  standards  were 
published  on  May  10,  2006  (71  FR 
27323).  A  number  of  individuals, 
including  Earthjustice,  filed  litigation 
on  various  aspects  of  the  standards. 
Earthjustice  also  filed  a  request  for  EPA 
to  reconsider  four  items  included  in  the 
final  standards.  Earthjustice  did  not 
believe  the  changes  made  to  the  four 
items  following  proposal  were 
adequately  explained  in  the  final  FR 
notice.  EPA  agreed  to  reconsider  the 
items  and,  following  reconsideration, 
would  publish  a  FR  notice  explaining 
EPA’s  logic  for  the  changes,  take 
comment  on  the  action,  and  publish  a 
final  action.  In  response  to  this 
commitment  by  EPA,  the  Court  has 
“held”  the  litigation  until  the 
reconsideration  action  is  complete.  EPA 
has  committed  to  the  Court  to  complete 
the  reconsideration  (proposal  and  final 
FR  action)  within  9  months.  The  Court 
then  issued  an  order  for  EPA  to 
complete  the  reconsideration  in  9 
months.  EPA  filed  its  motion  with  the 
Court  on  October  16,  2006,  and  has, 
therefore,  committed  to  complete  the 
reconsideration  by  July  16,  2007  (9 
months). 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/20/07  72  FR  13016 

NPRM  Comment  04/19/07 

Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5120; 

Agency  Contact:  Walt  Stevenson, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5264 
Fax:  919  541-5264 

Email:  stevenson.walt@epamail.epa.gov 
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Brian  Shrager,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-7689 
Fax:  919  541-7689 

Email:  shrager.brian@epamail.epa.gov 
RIN:  2060-AO18 


2772.  •  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  FOR  PM2.5— 
INCREMENTS,  SIGNIFICANT  IMPACT 
LEVELS,  AND  SIGNIFICANT 
MONITORING  CONCENTRATIONS 

Priority:  Other  Significant 

Legal  Authority:  Clean  Air  Act 

CFR  Citation:  40  CFR  52.21;  40  CFR 
51.166 

Legai  Deadline:  None 

Abstract:  Section  166  of  the  Clean  Air 
Act  authorizes  the  Environmental 
Protection  Agency  to  establish 
regulations  to  prevent  significant 
deterioration  (PSD)  of  air  quality  due 
to  emissions  of  any  pollutant  for  which 
a  NAAQS  has  been  promulgated.  The 
NAAQS  for  PM2.5  was  promulgated  in 
1997.  On  November  1,  2005,  EPA 
proposed  regulations  for  the 
implementation  of  the  PM2.5  program 
including  the  New  Source  Review 
(NSR)  provisions.  In  that  NPRM,  we 
indicated  that  we  would  be  proposing 
a  separate  rule  for  developing 
increments.  Significant  Impact  Levels 
(SILs)  and  Significant  Monitoring 
Concentrations  (SMCs),  to  facilitate 
implementation  of  a  PM2.5  PSD 
program.  Increments  are  maximum 
allowable  increases  in  ambient  PM2.5 
concentrations  {PM2.5  increments) 
allowed  in  an  area  above  the  baseline 
concentration.  SILs  are  a  screening  tool 
used  by  a  major  PSD  source  to 
determine  if  it  needs  to  do  a 
comprehensive  increments  analysis.  If 
a  source’s  impacts  of  PM2.5  emissions 
are  less  than  the  corresponding  SIL,  the 
source’s  impacts  eure  considered  to  be 
de  minimis  and  no  further  modeling 
analyses  are  required.  Similarly,  SMCs 
are  a  screening  tool  used  by  a  major 
♦  PSD  source  to  determine  if  site-specific 
ambient  monitoring  is  necessary. 

In  this  NPRM,  we  are  proposing  three 
options  each  for  developing  PM2.5 
increments,  SILs  and  SMCs.  EPA’s 
proposed  increment  options  are  the 
percent  of  NAAQS  option,  also  known 
as  the  “safe  harbor”  approach,  the 
“Equivalent  Increment”  approach  and 


a  variation  of  the  second  option  that 
also  considers  the  stringency  of  PM2.5 
NAAQS.  For  SILs  we  would  be  seeking 
comments  on  three  options — percent  of 
increments  option,  emissions  ratio  of 
PMIO  option,  and  NAAQS  ratio  of 
PMIO  option.  For  SMCs  the  three 
options  would  be  Emissions  Ratio 
option,  NAAQS  Ratio  option,  and 
Lowest  Detectable  Concentration 
option. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additionai  information:  SAN  No.  5068: 
Agency  Contact:  Raj  Rao,  , 
Environmental  Protection  Agency,  Air 
and  Radiation,  C339-03,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-5344 
Fax:  919  541-5509 
Email:  rao.raj@epa.gov 

Dan  Deroeck,  Environmental  Protection 
Agency,  Air  and  Radiation,  C339-03, 
Research  Triangle  Park,  NC  27709 
Phone:  919  541-5593 
Fax:  919-685-3009 
Email:  deroeck.dan@epamail.epa.gov 
RIN:  2060-A024  ' 


2773.  •  PROTECTION  OF 
STRATOSPHERIC  OZONE: 

EXTENSION  OF  GLOBAL  LAB  AND 
ANALYTICAL  USE  EXEMPTION  FOR 
ESSENTIAL  CLASS  I  OZONE 
DEPLETING  SUBSTANCES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7414;  42  USC 
7601;  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82.8(b) 

Legai  Deadline:  None 

Abstract:  EPA  is  proposing  to  extend 
the  global  lab  and  analytical  use 
exemption  for  production  and  import 
of  class  I  ozone  depleting  substances 
from  December  31,  2007,  to  December 
31,  2009,  authorized  by  the  Parties  to 
the  Montreal  Protocol  on  Substances 
that  Deplete  the  Ozone  Layer  and 
consistent  with  the  Clean  Air  Act 
Amendments.  The  exemption  applies  to 
production  and  import  of  ozone- 
depleting  substances  for  essential  • 
laboratory  and  analytical  uses  as 


defined  by  the  Montreal  Protocol.  The 
Montreaf  Protocol  has  permitted  this 
exemption  since  1994.  EPA  is  also 
proposing  to  apply  the  exemption  to 
methyl  bromide  produced  and 
imported  after  the  January  1,  2005, 
phaseout  date,  authorized  by  the  Parties 
to  the  Protocol  in  Decision  XVII/15. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additionai  Information:  SAN  No.  5136; 

Agency  Contact;  Staci  Gatica, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9469 
Email:  gatica.staci@epa.gov 

Marta  Montoro,  Environmental 
Protection  Agency,  Air  and  Radiation. 
1200  Pennsylvania  Avenue  NW., 
Washington,  DC  20460 
Phone:  202  343-9321 
Fax:  202  565-2079 

Email:  montoro.marta@epamail.epa.gov 
RIN:  2060-A028 


2774.  •  PROTECTION  OF  THE 
STRATOSPHERIC  OZONE;  THE  2008 
CRITICAL  USE  EXEMPTION  FROM 
THE  PHASEOUT  OF  METHYL 
BROMIDE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  767lc(d)(6) 
CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  EPA  is  proposing  an 
exemption  to  the  phaseout  of  methyl 
bromide  to  meet  the  needs  of  2008 
critical  uses.  Specifically,  EPA  is 
authorizing  uses  that  will  qualify  for 
the  2008  critical  use  exemption  and  the 
amount  of  methyl  bromide  that  may  be 
produced,  imported,  or  supplied  from 
inventory  for  those  uses  in  2008.  EPA 
takes  this  action  under  the  authority  of 
the  Clean  Air  Act  to  reflect  recent 
consensus  decisions  taken  by  the 
parties  to  the  Montreal  Protocol  on 
Substances  that  Deplete  the  Ozone 
Layer  at  the  18th  Meeting  of  the  Parties. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5138; 

Agency  Contact:  Aaron  Levy, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9215 

Fax:  202  343-2338 

Email:  levy.aaron@epamail.epa.gov 

Marta  Montoro,  Environmental 
Protection  Agency,  Air  and  Radiation, 
1200  Pennsylvania  Avenue  NW., 
Washington,  DC  20460 
Phone:  202  343-9321 
Fax:  202  565-2079 

Email:  montoro.marta@epamail.epa.gov 
RIN:  2060-AO30 


2775.  •  REVISIONS  TO 
COGENERATION  UNIT  DEFINITION 
UNDER  CAIR,  CAMR,  AND  NESHAP 
AND  CORRECTIONS  TO  CAIR  AND 
ACID  RAIN  PROGRAM  RULES 

Priority:  Substantive,  Nonsignificaiit 

Legal  Authority:  CAA  sec  111;  42  USC 
7401  et  seq 

CFR  Citation;  40  CFR  51,  72,  et  seq; 

40  CFR  60,  72,  75 

Legal  Deadline:  None 

Abstract:  EPA  is  proposing  action  to 
revise  the  thermal  efficiency  standard 
that  is  part  of  the  cogeneration  unit 
definition  under  the  Clean  Air 
Interstate  Rule  (CAIR),  Federal 
Implementation  Plan  for  CAIR,  Clean 


Air  Mercury  Rule  (CAMR),  and 
Proposed  Federal  Plan  for  CAMR.  Units 
meeting  the  cogeneration  unit 
definition  may  be  exempt  from  these 
rules.  Specifically,  EPA  is  proposing  to 
revise  the  thermal  efficiency  standard 
in  the  cogeneration  unit  definition  so 
that  the  standard  would  apply  only  to 
the  fossil  fuel  portion  of  a  unit’s  energy 
input.  This  change  to  the  CAIR,  CAIR 
FIP,  CAMR,  and  proposed  CAMR 
Federal  Plan  would  likely  result  in 
exempting  some  additional 
cogeneration  units  from  these  rules. 
Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/07 

Final  Action  09/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information;  SAN  No.  5109; 

Agency  Contact:  Elyse  Steiner, 

Environmental  Protection  Agency,  Air 

and  Radiation,  6204),  Washington,  DC 

20005-4113 

Phone:  202  343-9141 

Fax:  202  343-2359 

Email:  steiner.elyse@epamail.epa.gov 

Meg  Victor,  Environmental  Protection 
Agency,  Air  and  Radiation,  6204}, 
Washington,  DC  20460 
Phone:  202  343-9193 
Email:  victor.meg@epamaiI.epa.gov 

RiN:  2060-AO33 


2776.  •  UPDATE  OF  TEST 
PROCEDURE  SCHEDULE  FOR 
ALL-TERRAIN  VEHICLES 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  Clean  Air  Act 


CFR  Citation:  40  CFR  1051 
Legal  Deadline:  None 

Abstract:  In  the  FRM  for  new  emission 
standards  for  recreational  vehicles,  we 
stated  our  intent  to  revisit  and 
potentially  develop  a  new  exhaust 
emission  test  procedure  for  all  terrain 
vehicles  (ATVs).  In  the  interim,  an 
optional  steady-State  test  procedure 
was  allowed  through  the  2008  model 
year.  In  this  action,  we  will  extend  the 
period  in  which  the  optional  test 
procedure  may  be  used.  We  will  also 
discuss  the  current  state  of  the 
evaluation  of  a  potential  new  ATV  test 
procedure. ' 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Direct  Final  Action  05/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected;  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5107; 

Agency  Contact:  Michael  Samulski, 

Environmental  Protection  Agency,  Air 

and  Radiation,  OAR/OTAQ/ASD,  Ann  ' 

Arbor,  MI  48105 

Phone:  734  214-4532 

Fax:  734  214-4050 

Email:  samulski.michael@epa.gov 

Glenn  Passavant,  Environmental 
Protection  Agency,  Air  and  Radiation, 
OAR/OTAQ/ASD,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4408 
Fax:  734  214-4050 
Email: 

passavant.glenn@epamail.epa.gov 
RIN:  2060-AO35 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Clean  Air  Act  (CAA) 


2777.  SOURCE-SPECIFIC  FEDERAL 
IMPLEMENTATION  PLAN  FOR 
NAVAJO  GENERATING  STATION; 
NAVAJO  NATION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Not  Yet  Determined 
CFR  Citation:  49  CFR  123 
Legai  Deadline:  None 


Abstract:  EPA  is  finalizing  Federal 
Implementation  Plans  to  regulate 
emissions  from  the  Navajo  Generating 
Station  and  the  Four  Corners  Power 
Plant.  The  plants  were  previously 
complying  with  emissions  limits  in  the 
Arizona  and  New  Mexico  State 
Implementation  Plans.  However,  EPA’s 
promulgation  of  the  Tribal  Authority 
Rule  clarified  that  State  air  quality 
regulations  generally  could  not  be 


extended  to  facilities  located  on  the 
reserv'ation.  These  FIPs  establish 
federally  enforceable  emissions 
limitations  for  sulfur  dioxide,  nitrogen 
oxides,  total  particulate  matter,  and 
opacity,  and  a  requirement  for  control 
measures  for  dust. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/08/99  64  FR  48725 
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Action  Date  FR  Cite 

Notice  01/26/00  65  FR  4244 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Tribal 
Additional  Information:  SAN  No.  4315; 
Formerly  listed  as  RIN  2060-AI79 
Agency  Contact:  Rebecca  Rosen, 
Environmental  Protection  Agency, 
Regional  Office  San  Francisco,  San 
Francisco,  CA  94105 
Phone:  415  947-4152 
Email;  rosen.rebecca@epa.gov 

Colleen  McKaughan,  Environmental 

Protection  Agency,  AIRl,  4000  U.S. 

Courthouse,  230  North  1st  Avenue, 

Phoenix,  AZ  85025 

Phone:  520  498-0118 

Fax:  520  498-1333 

Email: 

mckaughan.colleen@epamail.epa.gov 
RIN:  2009-AA00 


2778.  SOURCE-SPECIFIC  FEDERAL 
IMPLEMENTATION  PLAN  FOR  FOUR 
CORNERS  POWER  PLANT;  NAVAJO 
NATION 

Priority:  Other  Significant 

Legal  Authority:  42  USC  1740 
CFR  Citation:  40  CFR  60 
Legal  Deadline:  None 

Abstract:  EPA  is  finalizing  Federal 
Implementation  Plans  to  regulate 
emissions  from  the  Navajo  Generating' 
Station  and  the  Four  Corners  Power 
Plant.  The  plants  were  previously 
complying  with  emissions  limits  in  the 
Arizona  and  New  Mexico  State 
Implementation  Plans.  However,  EPA’s 
promulgation  of  the  Tribal  Authority 
Rule  clarified  that  State  air  quality 
regulations  generally  could  not  be 
extended  to  facilities  located  on  the 
reservation.  These  FIPs  establish 
federally  enforceable  emissions 
limitations  for  sulfur  dioxide,  nitrogen 
oxides,  total  particulate  matter,  and 
*  opacity,  and  a  requirement  for  control 
measures  for  dust. 

Timetable: 

Action  Date  FR  Cite 

Reproposal  09/12/06  71  FR  53631 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Federalism:  Undetermined 

Additional  Information:  SAN  No. 

3569:NPRM- 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/September/Day- 
12/al5097.pdf;  Formerly  listed  as  RIN 
2060-AF42 

Agency  Contact:  Rebecca  Rosen, 
Environmental  Protection  Agency, 
Regional  Office  San  Francisco,  San 
Francisco,  CA  94105 
Phone:  415  947-4152 
Email:  rosen.rebecca@epa.gov 

Colleen  McKaughan,  Environmental 

Protection  Agency,  AIRl,  4000  U.S. 

Courthouse,  230  North  1st  Avenue, 

Phoenix,  AZ  85025 

Phone:  520  498-0118 

Fax:  520  498-1333 

Email: 

mckaughan.colleen@epamail.epa.gov 
RIN:  2009-AA01 


2779.  EVALUATION  OF  UPDATED 
TEST  PROCEDURES  FOR  THE 
CERTIFICATION  OF  GASOLINE 
DEPOSIT  CONTROL  ADDITIVES 

Priority:  Substantive,  Nonsignificarit 

Legal  Authority:  CAA  211 
CFR  Citation:  40  CFR  80 
Legal  Deadline:  None 

Abstract:  All  gasoline  must  contain 
additives  to  control  the  formation  of 
deposits  in  the  fuel  supply  system  and 
engine  of  motor  vehicles.  If 
uncontrolled,  such  deposits  can  result 
in  a  significant  increase  in  motor 
vehicle  emissions.  This  action  will 
propose  that  updated  test  procedures  be 
adopted  for  the  certification  of  gasoline 
deposit  control  additives  regarding 
their  ability  to  control  fuel  injector  and 
intake  valve  deposits.  The  adoption  of 
the  updated  procedures  will  ensure  that 
the  gasoline  deposit  control  program 
continues  to  ensure  an  adequate  level 
of  deposit  control,  thereby  preventing 
an  increase  in  motor  vehicle  emissions. 
The  updated  test  procedures  require 
less  time  to  perform  and  are  less  costly. 
Therefore,  the  adoption  of  the  proposed 
procedures  will  reduce  the  burden  on 
industry  of  complying  with  the  gasoline 
deposit  control  program.  This  proposed 
action  will  not  impact  small  businesses, 
or  State,  local,  or  tribal  governments. 


Timetable: 

Action  Date  FR  Cite 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4531; 

Agency  Contact:  Jeff  Herzog, 
Environmental  Protection  Agency,  Air 
and  Radiation,  ASD,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4227 

Email:  herzog.jefl@epamail.epa.gov 

RIN:  2060-AJ61 


2780.  REVIEW  OF  NEW  SOURCES 
AND  MODIFICATIONS  IN  INDIAN 
COUNTRY 

Priority:  Other  Significant  ’ 

Legal  Authority:  42  USC  7410 
CFR  Citation:  40  CFR  49 
Legal  Deadline:  None 

Abstract:  As  required  by  the  Clean  Air 
Act’s  New  Source  Review  (NSR) 
provisions,  the  EPA  is  proposing 
Federal  regulations  governing 
preconstruction  permitting  of  minor 
stationary  sources  throughout  Indian 
Country  and  major  stationary  sources 
of  air  pollution  in  nonattainment  areas 
in  Indian  country.  The  proposed 
Federal  NSR  rules  would  require 
sources  in  Indian  country,  with  certain 
exceptions,  to  obtain  a  permit  prior  to 
construction  if  they  are:  (1)  New  minor 
sources,  (2)  existing  minor  sources 
undergoing  modification,  (3)  new  major 
sources  in  nonattainment  areas  in 
Indian  country,  (4)  existing  major 
sources  in  nonattainment  areas  in 
Indian  country  undergoing  minor 
modification,  or  (5)  existing  major 
sources  in  nonattainment  areas  in 
Indian  Country  undergoing  major 
modification.  The  proposed  rule  would 
also  allow  new  or  existing  stationary 
sources  of  regulated  NSR  pollutants 
and  HAPs  to  accept  enforceable  limits 
on  their  production  capacity  or  hours 
of  operation  in  order  to  be  considered 
minor  sources  and  avoid  being  subject 
to  other  Clean  Air  Act  requirements 
such  as  the  title  V  operating  permits 
program.  Pursuant  to  the  Tribal  Air 
Rule,  eligible  Indian  Tribes  may  receive 
EPA  authorization  to  develop  and 
implement  such  programs,  but  these 
permitting  programs  would  be 
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implemented  by  EPA  if  eligible  Indian 
Tribes  do  not  elect,  or  do  not  receive 
authorization  to  manage,  such 
programs.  These  rules  would  not 
impose  any  mandates  on  Tribal 
governments  to  implement  NSR 
permitting  programs.  Tribal 
governments  may  be  affected,  however, 
insofar  as  they  own  or  operate  sources 
that  must  obtain  a  permit  from  the  EPA 
under  the  final  Federal  permitting 
program  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/21/06  71  FR  48696 

Final  Action  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Tribal 

Additional  Information:  SAN  No.  3975; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/August/Day-2l/a6926.htm; 

Agency  Contact:  Jessica  Montanez, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-3407 

Fax:  919  541-5509 

Email: 

montanez.jessica@epamail.epa.gov 

Raj  Rao,  Environmental  Protection 
Agency,  Air  and  Radiation,  C339-03, 
Research  Triangle  Park,  NC  27709 
Phone:  919  541-5344 
Fax:  919  541-5509 
Email:  rao.raj@epa.gov 

RIN:  2060-AH37 


2781.  CLEAN  AIR  FINE  PARTICLE 
IMPLEMENTATION  RULE 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  42  USC  7410;  42  USC 
7501  et  seq 

CFR  Citation:  40  CFR  51 
Legal  Deadline:  None 

Abstract:  In  1997,  EPA  promulgated 
National  Ambient  Air  Quality 
Standards  (NAAQS)  for  fine  particulate 
matter  (PM-2.5).  EPA  designations  of  39 
nonattainment  areas  for  the  PM2.5 
standards  became  effective  on  April  5, 
2005.  The  Clean  Air  Fine  Particle 
Implementation  Rule,  which  was 


proposed  in  the  Federal  Register  on 
November  1,  2005,  includes 
requirements  and  guidance  for  State 
and  local  air  pollution  agencies  to 
follow  in  developing  State 
implementation  plans  (SIPs)  designed 
to  bring  areas  into  attainment  with  the 
1997  standards.  These  SIP  development 
activities  include  technical  analyses  to 
identify  effective  strategies  for  reducing 
emissions  contributing  to  PM-2.5  levels, 
and  the  adoption  of  regulations  as 
needed  in  order  to  attain  the  standards. 
Estimates  show  that  compliance  with 
the  standards  will  prevent  thousands  of 
premature  deaths  from  heart  and  lung 
disease,  tens  of  thousands  of  hospital 
admissions  and  emergency  room  visits, 
and  millions  of  absences  from  school 
and  work  every  year. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/01/05  70  FR  65984 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Local,  Tribal 

Additional  Information:  SAN  No.  4752; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2005/November/Day- 
01/a20455.htm: 

Agency  Contact:  Rich  Damberg, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5592 

Fax:  919  541-3207 

Email:  damberg.rich@epa.gov 

Kimber  Scavo,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-3354 

Fax:  919-541-4028 

Email:  scavo.kimber@epamail.epa.gov 

RIN:  2060-AK74 


2782.  NSPS:  SOCMI— WASTEWATER 
AND  AMENDMENT  TO  APPENDIX  C 
OF  PART  63  AND  APPENDIX  J  OF 
PART  60 

Priority:  Substantive,  Nonsignificant 
Legai  Authority:  42  USC  7411 
CFR  Citation:  40  CFR  60,  appendix  J 
to  part  60;  40  CFR  63,  appendix  C  to 
part  63 


Legai  Deadiine:  None 

Abstract:  These  standards  are  based  on 
a  combination  of  control  techniques 
that  require  removal  or  destruction  of 
volatile  organic  compounds  from 
wastewater  at  synthetic  organic 
chemical  manufacturing  industry 
plants.  Designated  chemical  process 
units,  i.e.,  process  lines  or  process 
units,  would  be  subject  to  the  rule. 
Constructed,  reconstructed,  or  modified 
designated  chemical  process  units 
would  be  required  to  apply  appropriate 
controls  to  affected  wastewater  tanks, 
surface  impoundments,  containers, 
individual  drain  systems,  and  oil  and 
water  separators,  and  to  treat  process 
wastewater  to  remove  or  destroy  the 
volatile  organic  compounds.  On 
September  12,  1994,  EPA  proposed 
Standards  of  Performance  for  New 
Stationary  Sources:  Volatile  Organic 
Compound  Emissions  from  the 
Synthetic  Organic  Chemical 
Manufacturing  Industry  (SOCMI) 
Wastewater  (40  CFR  part  60,  subpart 
YYY).  On  October  11,  1995,  the  EPA 
issued  a  supplemental  proposal,  which 
clarified  and  revised  the  previously 
proposed  rule.  On  December  9,  1998, 
EPA  published  a  supplement  to  the 
proposed  rule  that  consisted  of  revised 
definitions,  alternative  test  procedures, 
and  clarifications  of  requirements,  and 
that  proposed  to  add  Appendix  J  to  40 
CFR  part  60.  In  conjunction  with  the 
rule  development  for  the  NSPS, 
amendments  to  appendix  C  to  part  63 
were  proposed  on  June  30,  2004.  The 
final  rule  will  encompass  the 
clarifications  and  revisions  to  subpart 
YYY  ,  appendix  J,  and  40  CFR  part  63, 
appendix  C. 

Timetable: 


Action 


Date  FR  Cite 


NPRM  (NSPS) 
Supplemental  NPRM 
1 

Supplemental  NPRM 
2 

NPRM  Amendment 
Final  Action 


09/12/94  59  FR  46780 
10/11/95  60  FR  52889 

12/09/98  63  FR  67988 

06/30/04  69  FR  39383 
03/00/08 


Regulatory  Flexibility  Anaiysis 
Required:  No 

Smaii  Entities  Affected:  Businesses 


Government  Levels  Affected:  None 


Additional  Information:  SAN  No.  3380; 
EPA  publication  information: 
Supplemental  NPRM  2  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/ 1 998/December /Day- 
09/a28472a.htm; 
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Sectors  Affected:  3251  Basic  Chemical 
Manufacturing 

Agency  Contact:  Brenda  Shine, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-03,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3608 
Email:  shine.brenda@epamail.epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AE94 


2783.  AMENDMENTS  TO  STANDARD 
OF  PERFORMANCE  FOR  NEW 
STATIONARY  SOURCES; 
MONITORING  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7411 

CFR  Citation:  40  CFR  60,  app  F, 
prodedure  3 

Legal  Deadline:  Final,  Statutory,  June 
15,  2001. 

Abstract:  This  rulemaking  adds  a 
procedure  3  to  appendix  F  of  40  CFR 
part  60.  This  action  provides  quality 
assurance  specifications  for  continuous 
opacity  monitor  systems  (COMSs) 
installed  for  compliance.  States  may 
cite  this  procedure  for  sources  with 
installed  COMS  subject  to  compliance 
limitations. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  3958; 

Agency  Contact:  Tom  Logan, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2580 

Fax:  919  541-0516 

Email:  logan.tom@epamail.epa.gov 

Conniesue  Oldham,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-7774 


Email: 

oldham.conniesue@epamail.epa.gov 
RIN:  2060-AH23 


2784.  NESHAP:  HALOGENATED 
SOLVENT  CLEANING— RESIDUAL 
RISK  STANDARDS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7412 

CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Statutory, 
December  2,  2002. 

Final,  Judicial,  April  16,  2007,  Consent 
decree. 

Abstract:  The  Halogenated  Solvent 
Cleaning  NESHAP  limits  emissions  of 
HAP  from  solvent  cleaning  machines 
that  use  any  of  the  following 
halogenated  solvents:  Methylene 
chloride,  perchloroethylene, 
trichloroethylene,  1,1,1,  - 
trichloroethane,  carbon  tetrachloride, 
chloroform,  or  any  combination  of 
these  solvents  in  a  total  concentration 
greater  than  5  percent  by  weight.  Each 
individual  solvent  cleaning  machine  is 
an  affected  source.  The  Halogenated 
Solvent  Cleaning  NESHAP  was 
projected  to  reduce  nationwide 
emissions  of  hazardous  air  pollutants 
(HAP)  from  halogenated  solvent 
cleaning  machines  by  85,300  tons  per 
year,  or  63  percent  of  the  1991  baseline 
emissions  of  140,525  tons  per  year.  On 
December  3,  1999,  the  rule  was 
amended  by  adding  compliance  options 
for  continuous  web  cleaning  machines. 
Continuous  web  cleaning,  machines  are 
considered  a  subset  of  in-line  cleaning 
machines  and  are  defined  as:  “A 
solvent  cleaning  machine  in  which 
parts  such  as  film,  coils,  wire,  and 
metal  strips  are  cleaned  at  speeds 
typically  in  excess  of  11  feet  per 
minute.  Parts  are  generally  uncoiled, 
cleaned  such  that  the  same  part  is 
simultaneously  entering  and  exiting  the 
solvent  application  area  of  the  solvent 
cleaning  machine,  and  then  recoiled  or 
cut.“  This  action  is  required  by  the 
CAA  to  assess  residual  risk  and 
develop  standards  as  necessary  to 
provide  an  ample  margin  of  safety. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/17/06  71  FR  47670 

Notice  of  Data  1 2/1 4/06  71  FR  751 82 

Availability  (NODA) 

Finai  Action  04/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4668; 
EPA  publication  information;  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/August/Day-17/a692  7.htm: 

Sectors  Affected:  335999  All  Other 
Miscellaneous  Electrical  Equipment 
and  Component  Manufacturing;  332999 
All  Other  Miscellaneous  Fabricated 
Metal  Product  Manufacturing;  336999 
All  Other  Transportation  Equipment 
Manufacturing;  337124  Metal 
Household  Furniture  Manufacturing; 
332116  Metal  Stamping;  339 
Miscellaneous  Manufacturing;  336 
Transportation  Equipment 
Manufacturing 

Agency  Contact:  Lynn  Dail, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2363 

Fax:  919  541-3470 

Email:  dail.lynn@epamail.epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone;  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AK22 


2785.  NESHAP:  GENERAL 
PROVISIONS;  AMENDMENTS  FOR 
POLLUTION  PREVENTION 
ALTERNATIVE  COMPLIANCE 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63.2;  40  CFR 
63.17;  40  CFR  63.18 

Legal  Deadline:  None 

Abstract:  We  are  amending  the  part  63 
General  Provisions  to  allow  facilities 
that  are  subject  to  a  maximum 
achievable  control  technology  (MACT) 
to  discontinue  unnecessary 
requirements  if,  through  pollution 
prevention  measures,  they  achieve  and 
can  demonstrate  continued  hazardous 
air  pollutant  (HAP)  emission  reductions 
equivalent  to  or  better  than  the  MACT 
level  of  control.  The  amendments 
would  also  allow  a  source  to  avoid 
MACT  by  completely  eliminating  HAP 
emissions.  We  are  promulgating  these 
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amendments  to  encourage  and  promote 
pollution  prevention,  which  is  our 
strategy  of  first  choice  in  reducing  HAP 
emissions.  We  expect  these 
amendments  to  result  in  no  additional 
burden  for  sources  and  air  pollution 
control  agencies.  This  effort  is  the 
product  of  discussions  with  State  and 
local  air  pollution  control  officials. 

Timetable: 

Action  Date  FR  Cite 


NPRM 
Final  Action 


05/15/03  68  FR  26249 
06/00/07  • 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4719; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2003/May/Day-15/al2180.htm; 

Agency  Contact:  Rick  Colyer, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D205-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5262 
Email:  colyer.rick@epa.gov 

Michael  Regan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D205-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5294 
Email:  regan.michael@epa.gov 

RIN:  2060-AK54 

2786.  MODIFICATION  OF  THE 
ANTI-DUMPING  BASELINE  DATE 
CUT-OFF  LIMIT  FOR  DATA  USED  IN 
DEVELOPMENT  OF  AN  INDIVIDUAL 
BASELINE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7414;  42  USC 
7521(1):  42  USC  7545;  42  USC  7601(a) 
CFR  Citation:  40  CFR  80.9l(b)(l)(i):  40 
CFR  80.93(a) 

Legal  Deadline:  None 
Abstract:  “Dumping”  refers  to  the 
practice  whereby  refiners  making  clean 
fuels  for  certain  markets  (such  as 
reformulated  gasoline  for  clean-air 
purposes)  take  the  pollutants  removed 
from  the  clean  fuels  and  “dump”  them 
into  other  fuels  they  are  producing  for 
other  markets.  This,  if  allowed,  would 
make  those  other  fuels  even  dirtier  than 
before,  and  so  the  Clean  Air  Act 
prohibits  this  practice.  EPA  has  existing 


“anti-dumping”  rules  on  the  books  that 
codify  this  Clean  Air  Act  prohibition. 
This  regulation  is  a  minor  technical 
amendment  to  those  existing 
regulations.  It  would  amend  a  portion 
of  those  regulations  to  allow  the  use 
of  data  collected  after  January  1,  1995, 
in  the  development  of  baselines,  and 
it  would  establish  a  cut-off  date  of 
January  1,  2002,  for  the  submission  of 
all  individual  baselines  under  the  anti¬ 
dumping  program.  This  date  is  the 
same  as  that  allowed  for  foreign 
refineries  seeking  a  unique  individual 
baseline  under  the  anti-dumping 
program. 

Timetable: 

Action  Date  FR  Cite 


the  Billings/Laurel  area  will  attain  and 
maintain  the  S02  NAAQS. 

Timetable: 


Direct  Final  Rule  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4604; 
Agency  Contact:  Christine  Brunner, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6407,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4287 
Email: 

brunner.christine@epamail.epa.gov 

Patrice  Sims,  Environmental  Protection 
Agency,  Air  and  Radiation, 

Washington,  DC  20460 

Phone:  202  564-8643 

Email:  sims.patrice@epamail.epa.gov 

RIN:  2060-AJ82  ' 

2787.  FEDERAL  IMPLEMENTATION 
PLAN  (FIP)  FOR  THE 
BILLINGS/LAUREL,  MONTANA, 
SULFUR  DIOXIDE  (S02)  AREA 

Priority:  Info. /Admin. /Other 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  52 
Legal  Deadline:  None 

Abstract:  The  State  of  Montana 
submitted  a  sulfur  dioxide  (S02)  State 
Implementation  Plan  (SIP)  for  the 
Billings/Laurel,  Montana,  area.  On  May 
2,  2002  and  May  22,  2003  we  partially 
and  limitedly  approved  and  partially 
and  limitedly  disapproved  Montana’s 
S02  SIP  for  Billings/Laurel.  EPA 
intends  to  propose  a  Federal 
Implementation  Plan  (FIP)  to  cover 
those  parts  of  the  State’s  plan  we 
disapproved.  EPA’s  FIP  will  assure  that 


Date  FR  Cite 

NPRM  07/12/06  71  FR  39259 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4542; 
EPA  publication  information:  NPRM  - 
http  ://www.epa.gov/fedrgstr/EPA- 
AIR/2006/July/Day-12/a6096.htm; 

Sectors  Affected:  32411  Petroleum 
Refineries 

Agency  Contact:  Laurie  Ostrand, 
Environmental  Protection  Agency, 
Regional  Office  Denver,  8P-AR,  Denver, 
CO  80202 

Phone:  303  312-6437 
Fax:  303  312-6064 

Email:  ostrand.laurie@epamail.epa.gov 

Cynthia  Cody,  Environmental 
Protection  Agency,  Regional  Office 
Denver,  8P-AR,  Denver,  CO  80202 
Phone:  303  312-6228 
Fax:  303  312-6064 

Email:  cody.cynthia@epamail.epa.gov 
RIN:  2008-AA00 

2788.  INSPECTION/MAINTENANCE 
PROGRAM  REQUIREMENTS  FOR 
FEDERAL  FACILITIES;  AMENDMENT 
TO  THE  FINAL  RULE 

Priority:  Other  Significant 

Legal  Authority:  23  USC  lOl;  42  USC 
7401  et  seq 

CFR  Citation:  40  CFR  51  (Revision):  40 
CFR  93  (New) 

Legal  Deadline:  None 

Abstract:  The  Environmental 
Protection  Agency  (EPA)  has  had 
oversight  and  policy  development 
authority  for  Inspection  and 
Maintenance  (I/M)  programs  since  the 
passage  of  the  Clean  Air  Act  (CAA)  in 
1970.  The  1977  amendments  to  the  . 
CAA  mandated  I/M  for  certain  areas 
with  long-term  air  quality  problems  and 
the  1990  amendments  set  forth 
standards  for  implementation  of  I/M 
programs.  EPA  used  the  statutory' 
requirements  of  the  Act,  including  I/M  . 
requirements  for  Federal  facilities,  to 
promulgate  regulations  which  states 
would  use  in  the  development  of  their 
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I/M  State  Implementation  Plans  (SIPs). 
Those  rule  requirements  effectively 
gave  States  certain  authorities  over  the 
Federal  Government.  The  Department 
of  Justice  has  now  ruled  that  Federal 
sovereign  immunity  was  not  fully 
waived  under  the  CAA  for  those 
requirements  and  EPA  should  amend 
its  rule  to  remove  the  requirement  that 
States  include  those  elements  in  their 
SIPs.  EPA  is  proposing  to;  (1)  Amend 
the  Federal  facilities  I/M  requirements 
by  removing  that  section;  (2)  correct 
existing  I/M  SIP  approval  actions 
which  include  these  elements:  (3) 
establish  new  Federal  facilities  I/M 
program  requirements  which  Federal 
facilities  in  1/M  program  areas  must 
meet  in  order  to  comply  with  the  Act; 
and  (4)  designate  for  each  State  which 
section  of  the  Act  Federal  agencies 
must  comply  with  based  on  how  that 
State  promulgated  its  I/M  regulations. . 
These  changes  will  have  minimal  to  no 
impact  on  the  States  as  no  new 
requirements  are  being  created.  The 
States  are  under  no  obligation,  legal  or 
otherwise,  to  modify  existing  SIPs 
meeting  the  previously  applicable 
requirements  as  a  result  of  this  action, 
nor  will  emissions  reduction  credit  be 
affected.  However,  the  changes  will 
clarify  for  affected  Federal  facilities 
what  they  must  do  to  meet  the  CAA 
requirements  by  establishing  new 
regulations  per  those  requirements. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4348; 

Agency  Contact;  Buddy  Polovick, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6406,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4928 
Fax;  734  214-4052 
Email: 

polovick.buddy@epamail.epa.gov 

Sara  Schneeberg,  Environmental 
Protection  Agency,  Air  and  Radiation, 
1200  Pennsylvania  Avenue  NW., 
Washington,  DC  20460 
Phone:  202  564-5592 


Email: 

schneeberg.sara@epamail.epa.gov 
RIN:  2060-AI97 


2789.  MODIFICATION  OF 
ANTI-DUMPING  BASELINES  FOR 
GASOLINE  PRODUCED  OR 
IMPORTED  FOR  USE  IN  HAWAII, 
ALASKA  AND  THE  U.S.  TERRITORIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7545;  42  USC  7601(a) 

CFR  Citation:  40  CFR  80  (Revision) 

Legal  Deadline:  None 

Abstract:  “Dumping”  refers  to  the 
practice  whereby  refiners  making  clean 
fuels  for  certain  markets  (such  as 
reformulated  gasoline  for  clean-air 
purposes)  take  the  pollutants  removed 
from  the  clean  fuels  and  “dump”  them 
into  other  fuels  they  are  producing  for 
other  markets.  This,  if  allowed,  would 
make  those  other  fuels  even  dirtier  than 
before,  and  so  the  Clean  Air  Act 
prohibits  this  practice.  EPA  has  existing 
“anti-dumping”  rules  on  the  books  that 
codify  this  Clean  Air  Act  prohibition. 
This  action  proposes  to  allow  refiners 
and  importers  of  conventional  gasoline 
produced  or  imported  for  use  in 
Hawaii,  Alaska,  the  Commonwealth  of 
Puerto  Rico,  the  Virgin  Islands,  Guam, 
and  the  Commonwealth  of  the  Northern 
Mariana  Islands  to  petition  EPA  to 
modify  their  baselines  to  use  the  most 
appropriate  seasonal  baseline  and 
Complex  Model  for  purposes  of 
compliance  with  the  RFC  program’s 
anti-dumping  requirements. 

Specifically,  this  action  would  allow 
refiners  and  importers  to  petition  EPA 
to  use  the  summer  Complex  Model  for 
all  anti-dumping  baseline  and 
compliance  determinations  for 
conventional  gasoline  produced  or 
imported  for  use  in  Hawaii,  the 
Commonwealth  of  Puerto  Rico,  the 
Virgin  Islands,  Guam,  and  the 
Commonwealth  of  the  Northern 
Mariana  Islands.  This  action  would 
allow  refiners  and  importers  to  petition 
EPA  to  use  the  winter  Complex  Model 
for  all  anti-dumping  baseline  and 
compliance  purposes  in  Alaska.  We  are 
proposing  this  action  to  address  certain 
inconsistencies  in  the  RFG  program’s 
anti-dumping  provisions  that  may  have 
significant  unintended  negative  impacts 
on  refiners  and  importers.  Today’s 
proposed  actions  would  not 
compromise  the  environmental  goals  of 
the  RF(J  program,  or  result  in  any 


environmental  degradation.  Today’s 
proposed  actions  would  not  have  any 
negative  impact  on  small  businesses  or 
State/local/tribal  governments. 

Timetable: 

Action  Date  FR  Cite  ' 

NPRM  01/04/05  70FR646 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  None 

Additional  Information:  SAN  No.  4632; 
EPA  publication  information:  NPRM  - 
http :/ /www. epa.gov/fedrgstr/EPA- 
AIR/2005/January/Day-04/a043.htm: 
Agency  Contact:  Marilyn  Bennett, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6406J,  Washington,  DC 
20460 

Phone:  202  343-9624 
Email: 

bennett.marilyn@epamail.epa.gov 
RIN:  2060-AK02 


2790.  CALIFORNIA  GASOLINE 
TECHNICAL  CORRECTION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7414;  42  USC 
7521(1);  42  USC  7545;  42  USC  7601(a) 

CFR  Citation:  40  CFR  80.81(a) 

Legal  Deadline:  None 

Abstract:  This  rule  corrects  final 
regulations  that  were  published  in  the 
Federal  Register  on  March  29,  2001  (66 
FR  17230).  The  corrected  regulatory 
provision  restores  the  definition  of 
California  gasoline  as  used  in  the 
enforcement  exemptions  for  California 
gasoline  under  the  regulation  of  fuels 
and  fuel  additives. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4722; 
Agency  Contact:  Christine  Brunner, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6407,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4287 
Email: 

brunner.christine@epamail.epa.gov 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23207 


EPA — Clean  Air  Act  (CAA)  Final  Rule  Stage 


John  Hannon,  Environmental  Protection 
Agency,  Air  and  Radiation,  1200 
Pennsylvania  Avenue  NW., 

Washington,  DC  20460 

Phone:  202  564-5563 

Email:  hannon.john@epamail.epa.gov 

RIN:  2060-AK56 


2791.  ANTI-DUMPING  BASELINE 
RECALCULATION  FOR 
DOWNSTREAM  OXYGENATE 
ADDITION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7545;  42  USC  7601(a) 

CFR  Citation:  40  CFR  80.91 

Legal  Deadline:  None 

Abstract:  This  rule  would  allow  a 
refiner  who  added  oxygenate  after 
sampling  and  just  before  shipment  to 
exclude  that  oxygenate  from  its  anti¬ 
dumping  baseline  determination.  This 
exclusion  of  oxygenate  is  already 
allowed  for  a  refinery’s  gasoline  to 
which  oxygenate  was  added  outside  of 
the  refinery  gate.  This  rule  will  have 
limited  application,  and  could  provide 
relief  to  small  refiners. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  Nc.  4706; 

Agency  Contact:  Christine  Brunner, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6407,  Ann  Arbor,  Ml 
48105 

Phone:  734  214-4287 
Email: 

brunner.christine@epamail.epa.gov 

Patrice  Sims,  Environmental  Protection 
Agency,  Air  and  Radiation, 

Washington,  DC  20460 

Phone:  202  564-8643 

Email:  sims.patrice@epamail.epa.gov 

RIN:  2060-AK69 


2792.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  (PSD)  AND 
NONATTAINMENT  NEW  SOURCE 
REVIEW  (NSR):  DEBOTTLENECKING, 
AGGREGATION,  AND  PROJECT 
NETTING 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  51.165;  40  CFR 
51.166;  40  CFR  52.21 

Legal  Deadline:  None 

Abstract:  This  project  will  revise  rules 
governing  the  major  new  source  review 
(NSR)  programs  mandated  by  parts  C 
and  D  of  title  I  of  the  Clean  Air  Act 
(CAA).  The  new  regulations  will  clarify 
and  codify  our  policy  of  when  multiple 
activities  at  a  single  major  stationary 
source  must  be  considered  together  for 
the  purposes  of  determining  major  NSR 
applicability  (“aggregation”).  Also,  we 
are  changing  the  way  emissions  from 
permitted  emissions  units  upstream  or 
downstream  from  those  undergoing  a 
physical  change  or  change  in  the 
method  of  operation  are  considered 
when  determining  if  a  proposed  project 
will  result  in  a  significant  emissions 
increase  (“debottlenecking”).  Finally, 
we  are  clarifying  how  emissions 
decreases  from  a  project  may  be 
included  in  the  calculation  to 
determine  if  a  significant  emissions 
increase  will  result  firom  a  project 
(“project  netting”).  When  final,  these 
rules  will  improve  implementation  of 
the  program  by  articulating  and 
codifying  principles  for  determining 
major  NSR  applicability  that  we 
currently  address  through  guidance 
only.  These  rule  changes  reflect  the 
EPA’s  consideration  of  the  EPA’s  2002 
Report  to  the  President  and  its 
associated  recommendations  as  well  as 
discussions  with  various  stakeholders 
including  representatives  of 
environmental  groups.  State  and  local 
governments,  and  industry. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/14/06  71  FR  54235 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  4793; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 


AIR/2006/September/Day- 

14/al5248.htm 

Agency  Contact:  Dave  Svendsgaard, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2380 

Fax:  919  541-5509 

Email:  svendsgaard.dave@epa.gov 

Lisa  Sutton,  Environmental  Protection 
Agency,  Air  and  Radiation,  C339-03, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-3450 
Fax:  919  541-5509 
Email:  sutton.lisa@epamail.epa.gov 

RIN:  2060-AL75 


2793.  CONTROL  OF  EMISSIONS  OF 
AIR  POLLUTION  FROM  NEW  MOTOR 
VEHICLES:  ON-BOARD  DIAGNOSTIC 
REQUIREMENTS  FOR  HEAVY-DUTY 
ENGINES  AND  VEHICLES  ABOVE 
14,000  POUNDS  AND  IN-USE, 
NOT-TO-EXCEED  EMISSION 
STANDARD  TEST 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  to  767lq 
CFR  Citation:  40  CFR  86 
Legal  Deadline:  None 

Abstract:  EPA  is  proposing  to  establish 
On-Board  Diagnostic  (OBD) 
requirements  for  Heavy-Duty  On- 
Highway  and  Non-Road  vehicles  and 
engines  greater  than  14,000  pounds 
gross  vehicle  weight.  This  action  will 
also  propose  to  require  manufacturers 
of  these  vehicles  and  engines  to  make 
available  emissions-related  service 
information  to  after-market  service 
providers.  OBD  systems  are  intended  to 
monitor  the  performance  of  emission 
controls  on  these  vehicles  and  engines 
to  ensure  proper  functionality  and 
compliance  with  emissions  standards. 
This  notice  also  proposes  a 
manufacturer  run  in-use  testing 
program  for  heavy-duty  engines  and 
vehicles  to  assess  compliance  with  the 
applicable  not-to-exceed  standards 
beginning  in  2007.  This  portion  of  the 
notice  has  a  court-ordered  date  for  May 
2004  and  final  May  2005  as  a  result 
of  a  settlement  between  EPA  ,  ARB, 
and  Engine  Manufacturers. 

Timetable: 

Action  Date  FR  Cite 

NPRN/T  01/24/07  72  FR  3200 

NPRM  Comment  03/26/07 

Period  End 

Final  Action  07/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4809; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2007/January/Day-24/all0a.htm; 

Agency  Contact:  Todd  Sherwood, 
Environmental  Protection  Agency,  Air 
and  Radiation,  AALDOC,  Ann  Arbor, 
MI  48105 

Phone:  734  214-4405 

Email:  sherwmod. todd@epamail.epa.gov 

Holly  Pugliese,  Environmental 
Protection  Agency,  Air  and  Radiation, 
AAPTIG,  Ann  Arbor,  MI  48105 
''Phone:  734  214-1288 
Email:  pugliese.holly@epamail.epa.gov 

RIN:  2060-AL92 


2794.  ALTERNATIVE  WORK 
PRACTICE  FOR  LEAK  DETECTION 
AND  REPAIR 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7411 

CFR  Citation:  40  CFR  60;  40  CFR  61; 

40  CFR  63;  40  CFR  65 

Legal  Deadline:  Other,  Statutory, 

March  31,  2007,  Thompson  Report 
commitment  date  for  proposal  and 
March,  2007  for  promulgation. 

Abstract:  This  rule  would  amend 
existing  regulations  controlling 
emissions  of  volatile  organic 
compounds  (VOC)  and  hazardous  air 
pollutants  (HAP)  under  the  Clean  Air 
Act.  These  regulations  are  codified  at 
40  CFR  part  60,  61,  63,  and  65.  These 
regulations  require  periodic  leak 
detection  and  repair  (LDAR)  of  pumps, 
valves,  and  connectors.  The  current 
work  practice  requires  each  pump, 
valve,  and  connector  to  be  individually 
monitored  for  leaks.  Facilities  have  had 
LDAR  programs  in  place  for  over  20 
years  and  view  them  as  burdensome 
because  they  are  labor  intensive.  Newer 
image-based  monitoring  technology  is 
being  developed  that  will  detect  leaks 
at  a  reduced  cost  because  of  the  ability 
to  monitor  multiple  components  at  one 
time.  This  rule  would  amend  the 
existing  regulations  to  enable  the  plant 
operators  to  use  the  new  technology. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/06/06  71  FR  17401 


Action  Date  FR  Cite 

Extended  NPRM  06/07/06  71  FR  32885 

Comment  Period 
End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4830; 

Agency  Contact:  David  Markwordt, 

Environmental  Protection  Agency,  Air 

and  Radiation,  El 43-01,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0837 

Fax:  919  541-0246 

Email: 

markwordt.david@epamail.epa.gov 

KC  Hustvedt,  Environmental  Protection 
Agency,  Air  and  Radiation,  C143-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5395 
Fax:  919  541-0246 

Email :  hustvedt . ken@epamai  1 . epa . gov 
RIN:  2060-AL98 


2795.  NESHAP  AND  NSPS  FOR 
MUNICIPAL  SOLID  WASTE 
LANDFILLS— AMENDMENTS 

Priority:  Substantive.  Nonsignificant 
Legal  Authority:  42  USC  7401  to  7601 

CFR  Citation;  40  CFR  63.1960;  40  CFR 
63.1975;  40  CFR  63.1980 

Legal  Deadline:  None 

Abstract:  This  action  will  address 
issues  concerning  the  National 
Emission  Standards  for  Hazardous  Air 
Pollutants:  Municipal  Solid  Waste 
Landfills  that  was  published  on  January 
16,  2003.  We  will  revise  the  startup, 
shutdown,  and  malfunction  provisions 
promulgated  in  the  rule  in  response  to 
requests  for  more  flexibility.  We  will 
clarify  that  the  moisture  balance 
calculations  should  be  calculated  on  a 
wet  weight  basis  as  a  response  to 
requests  about  the  intent  of  the 
promulgated  rule.  We  will  correct 
errors  in  the  compliance  dates  for  the 
rule. 

Another  aspect  of  this  action  will 
amend  the  existing  regulation  entitled 
Standards  of  Performance  for  New 
Stationary  Sources:  Municipal  Solid 
Waste  Landfills,  subpart  WWW  of  40 
CFR  part  60,  promulgated  on  March  12, 
1996.  The  amendment  is  being 
undertaken  in  response  to  requests  to 


clarify  our  intent  regarding  what 
constitutes  an  adequate  landfill  gas 
treatment  system.  This  action  also 
clarifies  our  intent  to  exempt  from 
control  landfill  gas  that  is 
treated/upgraded.  Furthermore,  it 
clarifies  who  is  responsible  for  control 
of  untreated  landfill  gas  that  is  sold. 
This  action  is  necessary  to  clarify  our 
intent  regarding  the  issues  discussed 
above.  It  will  improve  implementation 
and  compliance  with  this  regulation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/08/06  71  FR  53272 

Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
Tribal 

Energy  Effects:  Statement  of  Energy 
Effects  planned  as  required  by 
Executive  Order  13211. 

Additional  Information:  SAN  No.  4846; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/ September/Day- 
08/a7493.htm;  NPRM  was  published 
09/08/2006  (71  FR  53272)  as  RIN  2060- 
AJ41. 

Agency  Contact:  Karen  Rackley, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-0634 
Email:  rackley.karen@epamail.epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 

Fax:  919  541-0246 

Email:  hustvedt.ken@epa.gov 

Related  RIN:  Previously  reported  as 
2060-AH13,  Previously  reported  as 
2060-AJ41 
RIN:  2060-AM08 


2796.  PROTECTION  OF 
STRATOSPHERIC  OZONE: 
AMENDMENTS  TO  THE  SECTION  608 
LEAK  REPAIR  REGULATIONS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  7401  to  767lq 
CFR  Citation:  40  CFR  82.  subpart  F 
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Legal  Deadline:  None 

Abstract:  This  rulemaking  will  propose 
changes  and  amendments  to  the 
refrigerant  leak  repair  regulations  (40 
CFR  82,  subpart  F)  promulgated  under 
section  608  of  the  Clean  Air  Act.  The 
goal  of  the  regulations  is  to  protect  the 
stratospheric  ozone  layer  by 
promulgating  regulations  that  reduce 
the  use  and  emissions  of  ozone- 
depleting  refrigerants  to  the  lowest 
achievable  level.  This  proposal  will 
clarify  the  leak  repair  regulations  by 
requiring  that  owners  and  operators  of 
comfort  cooling,  commercial 
refrigeration,  and  industrial  process 
refrigeration  appliemces  that  have 
ozone-depleting  charges  greater  than  50 
pounds  calculate  leak  rates,  verify  all 
repairs,  and  document  repair  efforts. 
This  rulemaking  will  provide  further 
clarity  by  adding  definitions  and 
discussing  compliance  scenarios. 

Timetable: 

Action  Date  FR  Cite 

Finai  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected;  Federal 
Additional  Information:  SAN  No.  4856; 

URL  For  More  Information: 

www.epa.gov/ozone/title6/608 

Agency  Contact:  Julius  Banks, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9870 

Fax:  202  565-2155 

Email:  banks.julius@epamail.epa.gov 

Nancy  Smagin,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205-J,  Washington,  DC  20460 
Phone:  202  343-9126 
Fax:  202  343-2337 

Email:  smagin.nancy@epamail.epa.gov 
RIN:  2060-AM09 


2797.  NESHAP:  AREA  SOURCE 
STANDARDS— ETHYLENE  OXIDE 
HOSPITAL  STERILIZATION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Statutory. 
November  30,  2000. 


NPRM,  Judicial,  October  31,  2006,  As 
per  5/22/2003  Revised  Partial  Consent 
Decree. 

Final,  Judicial,  December  20,  2007,  As 
per  5/22/2003  Revised  Partial  Consent 
Decree. 

Abstract:  On  November  6,  2006,  the 
Agency  proposed  two  options  to 
address  the  Clean  Air  Act  requirements 
for  hospital  sterilizers.  One  option 
requires  no  action  and  the  other  action 
requires  implementation  of  a  work 
practice.  The  Clean  Air  Act  requires 
that  EPA  list  area  source  categories  that 
contribute  to  the  emissions  of  30  listed 
urban  HAPs,  and  that  are,  or  will  be, 
subject  to  standards  under  section  112 
of  the  Act.  Sterilization  processes  use 
ethylene  oxide,  which  is  one  of  the  30 
listed  HAPs.  Hospital  sterilization,  a 
listed  area  source  category,  is  a  major 
contributor  of  ethylene  oxide  emissions 
in  urban  areas. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/06/06  71  FR  64907 

NPRM  Comment  01/05/07 

Period  End 

Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected;  Federal 

Additional  Information:  SAN  No.  4859; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
A1R/2006/November/Day- 
06/al8644.htm; 

Agency  Contact:  David  Markwordt, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-01,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0837 

Fax:  919  541-0246 

Email: 

markwordt.david@epamail.epa.gov 

KC  Hustvedt,  Environmental  Protection 

Agency,  Air  and  Radiation,  C143-01, 

Research  Triangle  Park,  NC  27711 

Phone:  919  541-5395 

Fax:  919  541-0246 

Email:  hustvedt . ken@epamai  1  .epa .gov 

RIN:  2060-AM14 


2798.  CONTROL  OF  EMISSIONS  FROM 
NONROAD  SPARK-IGNITION 
ENGINES  AND  EQUIPMENT 

Priority;  Economically  Significant. 

Major  under  5  USC  801. 

Legal  Authority:  42  USC  7521-7601  (a) 
CFR  Citation:  40  CFR  90 

Legal  Deadline:  NPRM,  Statutory, 
December  1,  2004. 

Final,  Statutory,  December  31,  2005. 

Abstract:  In  this  action,  we  are 
proposing  exhaust  emission  standards 
for  spark-ignition  marine  engines  and 
small  land-based  engines  (<19  kW).  We 
are  also  proposing  evaporative  emission 
standards  for  vessels  and  equipment 
using  these  engines.  Nationwide,  these 
emission  sources  contribute  to  ozone, 
carbon  monoxide  (CO),  and  particulate 
matter  (PM)  nonattainment.  These 
pollutants  cause  a  range  of  adverse 
health  effects,  especially  in  terms  of 
respiratory  impairment  and  related 
illnesses.  The  proposed  standards 
would  help  States  achieve  and 
maintain  air  quality  standards.  In 
addition,  these  standards  would  help 
reduce  acute  exposure  to  CO,  air  toxics, 
and  PM. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  1 1/00/07 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4882 

Agency  Contact:  Glenn  Passavant, 

Environmental  Protection  Agency,  Air 

and  Radiation,  OAR/OTAQ/ASD,  Ann 

Arbor,  MI  48105 

Phone:  734  214-4408 

Fax:  734  214-4050 

Email: 

passavant.glenn@epamail.epa.gov 
RIN:  2060-AM34 


2799.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  IMPORT 
PETITIONING  REQUIREMENTS  FOR 
HALON-1301  AIRCRAFT  FIRE 
EXTINGUISHING  VESSELS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7671  to  767iq 
CFR  Citation;  40  CFR  82 
Legal  Deadline:  None 
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Abstract:  This  rule  will  provide  an 
exemption  under  the  import  petitioning 
requirements  for  used  ozone-depleting 
substances.  The  petitioning 
requirements  outline  the  information 
that  importers  must  submit  to  the 
Administrator  at  least  40  working  days 
before  a  shipment  is  to  leave  the 
foreign  port  of  export.  This  rule  will 
reduce  the  administrative  burden  of 
anyone  petitioning  to  import  aircraft 
fire  extinguishing  spherical  pressure 
vessels  containing  halon-1301  (“halon 
bottles”)  for  hydrostatic  testing  in  the 
United  States.  The  rule  would  require 
importers  to  adhere  to  all  import 
petitioning  requirements  but  would 
require  one  petition  to  be  submitted 
annually  for  all  shipments  rather  than 
submission  of  a  petition  for  each 
individual  shipment  40  working  days 
prior  to  export.  Halon  bottles  are 
individual  bottles  containing  halon- 
1301  that  are  connected  to  a  larger  fire 
suppression  system  within  an  aircraft. 
The  halon  bottles  are  brought  into  the 
United  States  for  hydrostatic  testing  in 
which  the  halon  is  removed,  the  bottles 
Me  tested  to  ensure  durability  and 
effectiveness,  and  the  same  amount  or 
more  of  halon  is  replaced  back  in  the 
bottles  and  exported  once  again.  The 
halon  bottles  must  be  routinely  tested 
under  Federal  Aviation  Administration 
and  United  States  Department  of 
Transportation  regulations.  The 
exemption  to  minimize  the  import 
petitioning  requirements  is  being 
initiated  because  the  bottles  are  not 
being  imported  for  the  eventual  use  or 
resale  of  the  halon  contained  in  the 
bottles  and  because  hydrostatic  testing 
of  the  bottles  is  required  under  FAA 
and  DOT  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/11/06  71  FR  18259 

Direct  Final  Action  04/1 1/06  71  FR  1 821 9 

Withdrawal  of  DFRM  06/07/06  71  FR  32840 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4900; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/April/Day-l  l/a3462.htm;  EPA 
Docket  information:  EPA-HQ-OAR- 
2005-0131 

URL  For  More  Information: 


www.epa.gov\ozone\title6 

Agency  Contact:  Bella  Maranion, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9749 
Fax;  202  343-2338 

Email:  maranion.bella@epamail.epa.gov 
RIN:  2060-AM46 


2800.  PROTECTION  OF 
STRATOSPHERIC  OZONE; 
REFRIGERANT  RECYCLING; 
CERTIFICATION  OF  RECOVERY  AND 
RECOVERY/RECYCLING  EQUIPMENT 
INTENDED  FOR  USE  WITH 
SUBSTITUTE  REFRIGERANTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 
CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  This  rule  would  amend  the 
rule  on  refrigerant  recycling  equipment 
intended  for  use  with  Substitute 
Refrigerants.  This  amendment  would 
clarify  how  the  requirements  of  Clean 
Air  Act  section  608  extend  to 
refrigerant  recoverj'  and/or  recycling 
equipment  intended  for  use  with 
substitutes  for  CFC  and  HCFC 
refrigerants. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No  ' 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4916; 

URL  For  More  Information: 

www.epa.gov/ozone/ title6/ 608 

Agency  Contact:  Julius  Banks, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205),  Washington,  DC 
20460 

Phone:  202  343-9870 

Fax:  202  565-2155 

Email:  banks.julius@epamail.epa.gov 

Nancy  Smagin,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205-J,  Washington,  DC  20460 
Phone:  202  343-9126 
Fax:  202  343-2337 

Email:  smagin. nancy@epamail.epa.gqv 
RIN:  2060-AM49 


2801.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  LISTING 
OF  SUBSTITUTES  IN  THE  MOTOR 
VEHICLE  AIR  CONDITIONING  SECTOR 
UNDER  THE  SIGNIFICANT  NEW 
ALTERNATIVES  POLICY  (SNAP) 
PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  767ik 

CFR  Citation:  40  CFR  82.180 

Legal  Deadline:  None 

Abstract:  This  rulemaking  will  propose 
to  list  two  new  alternatives  to  ozone 
depleting  substances  in  the  motor 
vehicle  air  conditioning  sector  and 
outline  the  conditions  necessary  for 
their  safe  use.  Our  analysis  indicates 
that  these  new  alternatives  have  better 
energy  efficiency  and  lower  impacts  on 
the  environment  than  currently 
available  systems.  If  EPA  takes  final 
action  approving  these  systems  under 
SNAP,  EPA  would  expand  the  options 
available  to  the  automotive  industry. 
The  automotive  industry,  if  it  chose  to 
adopt  these  technologies,  would  be 
required  to  comply  with  the  conditions 
necessary  to  deploy  these  systems  in 
a  safe  manner. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/21/06  71  FR  55140 

NPRM  Comment  10/23/06 

Period  End 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4918; 

Agency  Contact:  Karen  Thundiyil, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
20460 

Phone:  202  343-9464 

Email:  thundiyil.karen@epamail.epa.gov 

Jeff  Cohen,  Environmental  Protection 

Agency,  Air  and  Radiation,  6205J, 

Washington,  DC  20460 

Phone:  202  343-9005 

Fax:  202  343-2337 

Email:  cohen.jeff@epamail.epa.gov 

RIN:  2060-AM54 
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2802.  PROTECTION  OF 
STRATOSPHERIC  OZONE: 
MODIFICATIONS  TO  THE  TECHNICIAN 
CERTIFICATION  REQUIREMENTS 
UNDER  SECTION  608  OF  THE  CLEAN 
AIR  ACT 

Priority;  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7601;  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  EPA  is  amending  appendix 
D  to  subpart  F  of  40  CFR  82 — Standards 
for  Becoming  a  Certifying  Program  for 
Technicians.  The  Refrigerant  Recycling 
Regulations  governing  standards  for 
certifying  programs  for  technicians 
were  promulgated  under  section  608  of 
the  Clean  Air  Act  Amendments  of  1990 
(May  1994;  59  FR  28660).  These 
regulations  were  amended  on 
November  9,  1994  (59  FR  559120),  to 
clarify  the  scope  of  the  technician 
certification  requirements  and  to 
provide  a  limited  exemption  from 
certification  requirements  for 
apprentices.  The  amendment  to  the 
regulation  will  provide  specific 
requirements  for  programs  applying  to 
become  certifying  organizations,  will 
specify  reporting  and  recordkeeping 
requirements  in  order  to  enhance 
implementation  of  the  program,  and 
will  define  other  administrative 
components  of  the  program  to  improve 
accountability. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4901; 

Agency  Contact;  Nancy  Smagin, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205-),  Washington.  DC 
20460 

Phone:  202  343-9126 
Fax:  202  343-2337 

Email:  smagin.nancy@epamail.epa.gov 

Julius  Banks,  Environmental  Protection 

Agency,  Air  and  Radiation,  6205J, 

Washington,  DC  20460 

Phone:  202  343-9870 

Fax:  202  565-2155 

Email:  banks.julius@epamail.epa.gov 

RIN:  2060-AM55 


2803.  NESHAP:  GASOLINE 
DISTRIBUTION  AREA  SOURCE 
STANDARDS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 


Government  Leveis  Affected:  None 

Additionai  Information:  SAN  No.  4907; 
EPA  publication  information;  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/November/Day- 
09/al8656.htm 


Legal  Deadline:  NPRM,  Judicial, 
October  31,  2006,  As  per  05/22/2003 
Revised  Partial  Consent  Decree. 

Final,  Judicial,  December  20,  2007,  As 
per  05/22/2003  Revised  Parital  Consent 
Decree. 

Abstract:  The  Clean  Air  Act  (CAA) 
includes  two  provisions — sections 
112(c)(3)  and  112(k)(3)(B)(ii)— that 
instruct  us  to  identify  and  list  source 
categories  that  contribute  to  the 
emissions  of  the  30  “listed”  (or  area 
source)  Hazardous  Air  Pollutants(HAP), 
and  that  are,  or  will  be,  subject  to 
standards  under  section  1 1 2  of  the 
CAA.  EPA  listed  “Gasoline  Distribution 
Stage  1”  as  a  new  area  source  category 
in  the  Integrated  Urban  Strategy  for 
National  Air  Toxics  Program  (July  19, 
1999,  40  FR  38706).  Further,  we  agreed 
under  a  2003  consent  agreement  to 
propose  a  rule  for  this  area  source 
category  on  or  before  October  31,  2006, 
and  promulgate  a  final  rule  by 
December  20,  2007.  No  definitions  are 
published  for  “Gasoline  Distribution 
Area  Sources.”  However,  it  is  generally 
understood  to  include  gasoline  storage 
and  transfer  operations  as  gasoline  is 
moved  from  the  production  refinery 
process  units  to  and  including  the 
gasoline  station  storage  tank.  Vehicle 
refueling  operations  had  been  separated 
when  this  source  category  was  listed 
since  it  is  currently  regulated  under 
CAA  sections  182(b)(3)  and  202(a)(6). 
Area  sources  emit  or  have  a  potential 
to  emit  less  than  10  tons  per  year  of 
any  single  HAP  or  less  than  25  tons  • 
per  year  of  total  HAP.  The  higher 
emitting  sources  (major  sources)  in  this 
industry  are  already  regulated  (40  CFR 
63,  subpart  R)  under  CAA  section  112 
national  emission  standards. 

Timetable: 


Action 

NPRM 

NPRM  Comment 
Period  End 
NPRM  Comment 
Period  Extended 
Final  Action 


Date  FR  Cite 

11/09/06  71  FR  66064 
01/08/07 

01/08/07  72FR726 
01/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Agency  Contact:  Stephen  Shedd, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C4 39-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5397 

Fax:  919  685-3195 

Email;  shedd.steve@epa.gov 

RIN:  2060-AM74 


2804.  STANDARDS  OF 
PERFORMANCE  FOR  STATIONARY 
SPARK  IGNITED  INTERNAL 
COMBUSTION  ENGINES 

Priority:  Substcmtive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act  sec  111 

CFR  Citation:  40  CFR  60 

Legal  Deadline:  NPRM,  Judicial,  May 
23,  2006,  Consent  Decree  entered 
7/15/2004  regarding  NSPS 
forcompression-ignited  stationary 
engines  and  NSPS  for  spark-ignited 
engines. 

Final,  Judicial,  December  20,  2007, 
Consent  Decree  entered  7/15/2004 
regarding  NSPS  forcompression-ignited 
stationary  engines  and  NSPS  for 
spark-ignited  engines. 

Abstract:  This  project  is  to  develop 
New  Source  Performance  Standards 
(NSPS)  for  stationary  reciprocating 
internal  combustion  spark-ignited 
engines.  This  includes  two  stroke  lean 
burn  (2SLB)  engines,  four  stroke  lean 
burn  (4SLB)  engines,  and  four  stroke 
rich  burn  (4SRB)  engines.  These 
standards  are  being  developed  under 
section  1 1 1  of  the  CAA  to  require  the 
application  of  tlie  best  system  of 
emission  reduction  taking  into  account 
the  cost  of  achieving  emission 
reductions  and  environmental  and 
energy  impacts.  The  pollutants  that  will 
be  addressed  in  this  rulemaking  are 
PM,  NOx,  S02,  and  CO.  The  project 
is  on  a  litigated  schedule  to  propose 
by  May  2006  and  to  promulgate  by 
December  2007.  Information  gathering 
began  in  early  April  2004  and  will 
result  in  the  development  of  regulatory, 
packages  to  propose  and  promulgate  an 
NSPS  standard. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  06/12/06  71  FR  33804 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  4915; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/June/Day-12/a4919.htm: 

Agency  Contact:  Jaime  Pagan, 
Environmental  Protection  Agency,  Air 
and  Radiation,  Research  Triangle  Park, 
NC  27711 

Phone:  919  541-5340 

Fax:  919  541-5450 

Email:  pagan.jaime@epamail.epa.gov 

Robert  Wayland,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1045 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AM81 


2805.  COMPONENT  DURABILITY 
PROCEDURES  FOR  NEW  LIGHT  DUTY 
VEHICLES,  LIGHT  DUTY  TRUCKS, 

AND  HEAVY  DUTY  VEHICLES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7521 
CFR  Citation:  40  CFR  86 
Legal  Deadline:  None 
Abstract:  On  October  22,  2002,  the 
United  States  Court  of  Appeals  for  the 
District  of  Columbia  Circuit  vacated 
disability  provisions  that  automotive 
memufacturers  used  to  demonstrate  that 
the  emissions  of  their  vehicles  would 
comply  with  emission  standards  for  the 
useful  lives  of  those  vehicles.  The 
Court  also  required  EPA  to  issue  new 
regulations.  This  action  fulfills  the 
mandate.  The  new  durability 
regulations  will  include  options  that  a 
manufacturer  may  choose  from  to  age 
pre-production  vehicles  to  determine 
the  rate  of  emission  deterioration  over 
the  vehicle’s  useful  life.  The  options 
will  include  a  prescribed  fixed  driving 
cycle  and  a  prescribed  bench  aging 
cycle  that  are  used  to  age  prototype 
vehicles  or  emission  control 
components  to  the  equivalent  of  the 


useful  life  period  of  the  vehicle  in  a 
manner  that  replicates  the  aging  that 
the  vehicle  or  components  would  see 
in  actual  use.  This  rule  does  not  change 
the  Federal  emissions  standards  or  the 
test  procedures  used  to  quantify 
emissions.  Although  there  is  no  court- 
ordered  deadline,  this  is  a  court- 
ordered  action.  During  the  comment 
period  of  the  NPRM  the  Agency 
received  a  comment  from  the  Afton 
Chemical  Corporation  (formally  known 
as  Ethyl  Corporation)  suggesting  that 
EPA  did  not  address  the  component 
durability  portion  of  the  new  vehicle 
emissions  certification  process  and 
should  establish  a  procedure  for 
rulemaking  requesting  comment  on 
whether  our  current  component 
durability  process  is  appropriate  or  if 
we  should  revise  the  process  to  include 
a  limited  amount  of  testing. 

Timetable: 

Action  Date  FR  Cite 

Supplemental  2  01/17/06  71  FR  2843 

NPRM 

Final  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No. 

4757.1;  EPA  publication  information: 
Supplemental  2  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AI^2006/January/Day-17/a073.htm; 
Split  from  RIN  2060-AK76. 

Agency  Contact:  Linda  Hormes, 
Environmental  Protection  Agency,  Air 
and  Radiation,  AAPTIG,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4502 

Email:  hormes.linda@epamail.epa.gov 

RIN:  2060-AN01 


2806.  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  SURFACE  COATING 
OF  AUTOMOBILES  AND  LIGHT-DUTY 
TRUCKS;  AMENDMENTS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  63  subpart  IIII 
Legal  Deadline:  None 

Abstract:  This  action  will  be  done  as 
two  separate  amendments  to  the  final 
National  Emission  Standard  for 
Hazardous  Air  Pollutants  for  the  • 
surface  coating  of  automobiles  and 


light-duty  trucks.  The  first  amendment 
will  add  an  option  to  include  the 
coating  of  heavier  vehicles  under  the 
automobile  and  light-duty  truck  rule. 
The  second  amendment  will  clarily  the 
interaction  between  this  rule  and  the 
NESHAP  for  surface  coating  of  plastic 
parts  and  products.  The  second 
amendment  also  will  improve  the  rule 
by  clarifying  specific  provisions  and 
correcting  errors  in  the  original  printing 
of  the  final  rule  and  announce  the 
availability  of  a  revised  version  of  the 
Protocol  for  Determining  the  Daily 
Volatile  Organic  Compound  Emission 
Rate  of  Automobile  and  Light-Duty 
Truck  Topcoat  Operations.  The  original 
final  rule  was  published  in  the  Federal 
Register  on  April  26,  2004  (69  FR 
22602).  The  rule  affects  the  surface 
coating  of  automobile  and  light-duty 
truck  bodies  and  body  parts  for  use  in 
new  vehicles  at  facilities  that  are  major 
sources  of  hazardous  air  pollutants. 


Timetable: 


Action 

Date 

FR  Cite 

NPRM 

12/22/06 

71  FR  76956 

NPRM  Comment 
Period  End 

01/22/07 

Direct  Final  Rule 

12/22/06 

71  FR  76922 

Direct  Final 
Amendment 

04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4958; 
EPA  publication  information:  NPRM  - 
http :// www.epa.gov/ fedrgstr/EP  A- 
AI^2006/December/Day- 
22/a21974.htm: 

Agency  Contact:  Dave  Salman, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0859 

Fax:  919  541-5689 

Email:  salman.dave@epamail.epa.gov 

KC  Hustvedt,  Environmental  Protection 
Agency,  Air  and  Radiation,  C143-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5395 
Fax:  919  541-0246 

Email:  hustvedt.ken@epamail.epa.gov 
RIN:  2060-AN10 
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2807.  REVISIONS  TO  THE 
CONTINUOUS  EMISSIONS 
MONITORING  RULE  FOR  THE  ACID 
RAIN  PROGRAM  AND  THE  NOX 
BUDGET  TRADING  PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 

CFR  Citation:  40  CFR  75  (Revision) 

Legal  Deadline:  None 

Abstract:  This  rule  would  modify  the 
existing  requirements  for  sources 
affected  by  the  Acid  Rain  Program,  and 
the  NOx  Budget  Trading  Program.  The 
Acid  Rain  Continuous  Emission 
Monitoring  (CEM)  rule  would  be 
revised  to  improve  implementation  by 
making  improvements  to  the 
monitoring  and  reporting  process  that 
will  benefit  both  EPA  and  the  facilities 
affected  by  the  rule.  These  amendments 
will  have  no  environmental  impacts, 
and  are  expected  to  reduce  the  ongoing 
costs  and  burden  associated  with 
reporting  emissions  under  the  current 
rule  hy  instituting  a  revised  reporting 
procedure  that  will  reduce  the 
redundancy  that  currently  exists  with 
the  existing  procedures.  Specifically,  as 
part  of  its  reengineering  efforts,  EPA  is 
replacing  the  existing  record  type 
dependemt  reporting  format  with  an 
XML  data  reporting  format  that  takes 
advantage  of  technological  advances  in 
data  management.  This  fundamental 
change  is  expected  to  reduce  the  costs 
of  programming  data  collection  systems 
at  the  affected  facilities  and  should 
provide  EPA  with  the  flexibility  tc 
better  adapt  its  systems  to  unique  data 
configurations,  which  are  not  currently 
easily  (or  properly)  adaptable  by  the 
current  reporting  structure.  EPA 
expects  to  reduce  the  cost  and  burden 
associated  with  resubmittals  of  data 
reports  due  to  errors  identified  after  the 
submittals  are  made.  This  action  also 
attempts  to  clarify,  simplify,  and 
enhance  certain  sections  in  the  CEM 
rule  to  make  it  easier  for  sources  to 
understand  and  comply  with  the 
regulation.  Examples  include:  Providing 
a  mechanism  for  a  source  to  utilize  the 
concept  of  long-term  cold  storage: 
clarifying  that  only  one  monitoring 
methodology  should  be  specified  at  any 
time;  and  modifying  the  quality 
assurance  timing  requirements  for 
ozone-season-only  reporters.  These 
amendments  need  to  be  finalized  prior 
to  the  planned  implementation  date  of 
January  1,  2007. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/22/06  71  FR  49254 

NPRM  Comment  10/23/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4969; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AlR/2006/August/Day-22/a6819.htm; 

Agency  Contact:  Matthew  Boze, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6204J,  Washington,  DC 
20460 

Phone:  202  343-9211 
Fax:  202  343-9211 

Email:  boze.matthew@epamail.epa.gov 

Beth  Murray,  Environmental  Protection 

Agency,  Air  and  Radiation,  6204J, 

Washington,  DC  20460 

Phone:  202  343-9211 

Fax:  202  343-9211 

Email:  murray.beth@epamail.epa.gov 

RIN:  2060-AN16 


2808.  REVISIONS  TO  AIR  EMISSIONS 
REPORTING  REQUIREMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 

CFR  Citation:  40  CFR  51,  subpart  A 

Legal  Deadline:  None 

Abstract:  This  action  seeks  to  combine 
and  consolidate  air  emission  reporting 
requirements  ft’om  three  regulations. 
The  three  regulations  are  the  Clean  Air 
Interstate  Rule  (CAIR),  the  Consolidated 
Emissions  Reporting  Rule  (CERR),  and 
the  NOx  SIP  Call.  Each  of  these 
regulations  has  associated  emissions 
reporting  requirements.  The  purpose  of 
this  action  is  to  resolve  differences  in 
the  reporting  requirements  in  the  three 
regulations  so  that  the  regulated 
community  will  have  a  single  location 
in  the  Code  of  Federal  Regulations  that 
details  air  emission  reporting 
requirements.  For  example,  the  CERR 
and  the  NOx  SIP  Call  use  similar  but 
not  identical  terminology  to  describe 
what  data  must  be  reported  to  EPA. 

The  proposed  rule  would  resolve  these 
differences. 


Timetable: 

Action  Date  FR  Cite 

NPRM  01/03/06  71  FR  69 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  4951; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/January/Day-03/a24614.htm: 
EPA  Docket  information:  OAR-2004- 
0489 

Agency  Contact:  Dennis  Beauregard, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C339-02,  Research 

Triangle  Park,  NC  27709 

Phone:  919  541-5512 

Fax:  919  541-0684 

Email:  beauregard.dennis@epa.gov 

Doug  Solomon,  Enviromnental 
Protection  Agency,  Air  and  Radiation, 
C339-02,  Research  Triangle  Park,  NC 
27709 

Phone:  919  541-4132 

Fax:  919  541-0684 

Email:  solomon.dougl@epa.gov 

RIN:  2060-AN20 


2809.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  REVISION 
TO  LISTING  OF  CARBON  DIOXIDE 
TOTAL  FLOODING  FIRE 
EXTINGUISHING  SYSTEMS 
RESTRICTING  USE  TO  ONLY 
UNOCCUPIED  AREAS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7601;  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  Section  612  of  the  Clean  Air 
Act  requires  EPA  to  identify 
alternatives  to  Class  I  and  II  ozone- 
depleting  substances  and  to  publish 
lists  of  acceptable  and  unacceptable 
substitutes.  Producers  of  substitutes 
must  notify  EPA  at  least  90  days  before 
alternatives  are  introduced  into 
interstate  commerce.  Substitutes  which 
are  deemed  by  EPA  to  be  unacceptable 
or  acceptable  subject  to  use  restrictions 
must  go  through  notice  and  comment 
rulemaking.  Substitute  lists  are  updated 
intermittently  depending  on  the  volume 
of  notifications.  Independent  of  any 
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petitions  or  notifications  received,  EPA 
may  also  initiate  updates  to  the 
substitute  lists  based  on  new  data  on 
either  additional  substitutes  or  on 
characteristics  of  substitutes  previously 
reviewed.  Based  on  new  information  on 
the  continued  and  growing  use  of 
carbon  dioxide  total  flooding  fire 
extinguishing  systems,  EPA  is  revising 
its  listing  of  carbon  dioxide  as  an 
acceptable  total  flooding  substitute  for 
ozone-depleting  halons  to  acceptable 
subject  to  narrowed  use  limits.  Use 
would  be  limited  to  unoccupied  areas 
where  personnel  could  not  be  exposed 
to  lethal  concentration  of  the  agent. 
Recent  changes  to  national  fire 
protection  industry  standards  reflect 
need  to  improve  personnel  safety 
requirements  for  carbon  dioxide 
systems  by  limiting  its  applications. 
Carbon  dioxide  total  flooding  fire 
extinguishing  systems  are  used  in  some 
industrial  applications  such  as  ' 
automobile  paint  rooms  and  in  marine 
applications  such  as  machinery  spaces. 
Restricted  use  limits  on  carbon  dioxide 
total  flooding  systems  supports  the  use 
of  substitutes  that  are  not  potentially 
lethal  to  personnel  that  could  be 
exposed. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4991; 

Agency  Contact:  Bella  Maranion, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington,  DC 
•  20460 

Phone:  202  343-9749 
Fax:  202  343-2338 

Email:  maranion.bella@epamail.epa.gov 

Jeff  Cohen,  Environmental  Protection 
♦  Agency,  Air  and  Radiation,  6205J, 
Washington,  DC  20460 
Phone:  202  343-9005 
Fax:  202  343-2337 
Email:  cohen.jeff@epamail.epa.gov 

RIN:  2060-AN30 


2810.  OPTIONAL  CHASSIS 
CERTIFICATION  FOR  DIESEL 
VEHICLES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7601(a) 

CFR  Citation:  40  CFR  86.1863-07 

Legal  Deadline:  None 

Abstract:  Prior  to  the  heavy-duty  2007 
rulemaking  (HD  2007),  we  have 
required  that  crankcase  emissions  be 
controlled  only  on  naturally  aspirated 
diesel  engines.  We  made  an  exception 
for  turbocharged  heavy-duty  diesel 
engines  in  the  past  because  of  concerns 
regarding  fouling  that  could  occur  from 
diesel  PM  and  engine  oil,  which  are 
included  in  the  crankcase  emissions, 
when  routing  the  crankcase  blow-by 
into  the  turbocharger  and  aftercooler. 
However,  this  was  an  environmentally 
significant  exception  since  most  heavy- 
duty  diesel  trucks  use  turbocharged 
engines,  and  a  single  engine  can  emit 
over  100  pounds  of  NOx,  NMHC,  and 
PM  from  the  crankcase  over  its  lifetime. 
Therefore,  given  the  availability  of 
technologies  to  control  crankcase 
emissions  and  the  significant 
environmental  benefit  from  eliminating 
those  emissions,  we  are  proposing  new 
requirements  for  crankcase  emissions  in 
the  HD  2007  rulemaking.  Those 
provisions  require,  that  heavy-duty 
diesel  engines  either  close  the 
crankcase  or  account  for  any  crankcase 
emissions  within  the  total  compliance 
limits  of  the  tailpipe  emissions 
standard.  This  requirement  had  the 
unintended  consequence  of  confusing 
which  crankcase  provisions  should 
apply  to  these  heavy-duty  diesel 
engines,  those  of  subpart  S  or  the 
newly  defined  diesel  provisions  of  40 
CFR  section  86.007-11.  It  was  our 
intention  that  these  vehicles  meet  the 
newly  defined  requirements  of  closed 
crankcase  provisions  just  as  other 
heavy-duty  diesel  engines  must. 
Therefore,  we  are  finalizing  a  change 
to  the  HD  2007  that  explicitly  defines 
the  crankcase  provisions  applicable  for 
heavy-duty  chassis  certified  diesel 
engines  under  14,000  pounds  as  those 
provisions  defined  under  40  CFR 
section  86.007-11.  There  are  no 
environmental  impacts.  This  represents 
a  cost  savings  to  the  manufacturers  of  ■ 
highway  heavy-duty  diesel  engines. 


Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4993; 
Agency  Contact:  Zuimdie  Guerra, 
Environmental  Protection  Agency,  Air 
and  Radiation,  ASD,  Ann  Arbor,  Ml 
48105 

Phone:  734  214-4387 

Fax:  734  214-4816 

Email:  guerra.zuimdie@epa.gov 

Cleophas  Jackson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
CISD,  Ann  Arbor,  MI  48105 
Phone:  734  214^824 
Fax:  734  214-4816 
Email:  jackson,cleophas@epa.gov 

RIN:  2060-AN39 


2811.  FEDERAL  PLAN 
REQUIREMENTS  FOR  OTHER  SOLID 
WASTE  INCINERATION  UNITS 
CONSTRUCTED  ON  OR  BEFORE 
DECEMBER  9,  2004 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  CAA  sec  129  and 
111(d) 

CFR  Citation:  40  CFR  62  (New) 

Legal  Deadline:  Other,  Statutory, 
December  16,  2007,  See  the  legal 
deadline  information  in  the  additional 
information  below. 

Abstract:  In  this  OSWI  Federal  plan 
rulemaking,  EPA  becomes  an 
implementing  authority  in  those 
instances  where  the  State  or  local 
agency  has  failed  to  submit  a  plan  or 
a  plan  has  not  yet  been  approved. 
Therefore,  consistent  with  section 
129(b)(3)  of  the  Act,  this  rulemaking 
would  impose  a  Federal  plan  that 
applies  to  OSWI  in  any  State,  tribe,  or 
locale  that  has  not  submitted  an 
approvable  plan  within  the  time 
allotted.  This  action  makes  no  changes 
to  the  requirements  in  the  December 
2005  rule,  and  is  intended  to  fulfill 
EPA’s  duty  under  sectionl 29(b)(3)  to 
promulgate  a  Federal  plan  as  a  gap¬ 
filling  measure  until  the  State  fulfills 
its  statutory  obligations.  When  the  State 
submits  an  approvable  State  plan,  the 
Federal  plan  will  no  longer  apply  to 
units  in  that  State. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  12/18/06  71  FR  75816 

NPRM  Comment  02/16/07 
Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5011; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
W  ASTE/ 2 006/December/Day- 
18/f21285.htm;  Legal  Deadline 
continued:  Federal  Plan  must  be 
promulgated  2  years  after  the  final 
publication  of  the  Emission  Guidelines 
rule  (December  16,  2005,  70  FR  74869, 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2005/December/Day- 
16/a23716.htm):  EPA  Docket 
information:  EPA-HQ-OAR-2006-0364 

Agency  Contact:  Martha  Smith, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-2421 

Fax:  919  541-0234 

Email:  smith.martha@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.robin@epa.gov 

RIN:  2060-AN43 


2812.  NESHAP:  AREA  SOURCE 
STANDARDS— RECIPROCATING 
INTERNAL  COMBUSTION  ENGINES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  NPRM,  Judicial, 
October  31,  2006,  As  per  05/22/2003 
Revised  Partial  Consent  Decree. 

Final,  Judicial,  December  20,  2007,  As 
per  05/22/2003  Revised  Partial  Consent 
Decree. 

Abstract:  We  are  under  a  consent 
decree  to  propose  area-source  emission 
standards  for  hazardous  air  pollutants 
(HAP)  from  stationary  reciprocating 
internal  combustion  engines.  This 
action  will  propose  standards  for 


stationary  engines  smaller  than  500 
horsepower  located  at  major  sources  of 
HAP.  In  addition  we  intend  to  propose 
standards  for  stationary  engines  of  all 
sizes  located  at  area  sources  of  HAP. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/12/06  71  FR  33804 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  information:  SAN  No.  5014; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/June/Day-12/a491 9.htm; 
Agency  Contact:  Jaime  Pagan, 
Environmental  Protection  Agency,  Air 
and  Radiation,  Research  Triangle  Park, 
NC  27711 

Phone:  919  541-5340 

Fax:  919  541-5450 

Email:  pagan.jaime@epamail.epa.gov 

Robert  J.  Wayland,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1045 
Fax:  919  541-5450 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AN62 


2813.  REQUIREMENTS  FOR 
REFORMULATED  GASOLINE  (RFG) 
UNDER  THE  8-HOUR  OZONE 
STANDARD  FOR  BUMP-UP  AREAS 
DESIGNATED  ATTAINMENT  FOR  THE 
1-HOUR  OZONE  STANDARD  PRIOR 
TO  REVOCATION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  80 
Legal  Deadline:  None 

Abstract:  Reformulated  Gasoline  (RFG) 
is  gasoline  blended  to  reduce  emissions 
that  cause  ozone  smog.  The  Clean  Air 
Act  (CAA)  requires  certain  areas  to  use 
RFG,  depending  on  how  serious  the 
ozone  problem — i.e.,  how  far  it  is  from 
attaining  the  National  Ambient  Air 
Quality  Standards  (NAAQS)  for  ozone. 
In  some  cases,  areas  that  previously 
had  a  less-serious  ozone  problem 
subsequently  experience  worse  air 
quality,  and  in  such  cases  the  Clean 
Air  Act  requires  them  to  be  “bumped  • 


up”  to  a  higher  category,  thereby 
requiring  RFG  use.  One  complication  is 
that  the  Agency  is  now  implementing 
the  transition  from  the  previous  ozone 
standard,  based  on  the  amount  of 
pollution  measured  over  a  1-hour 
period,  to  the  new  ozone  standard, 
based  on  an  8-hour  period.  This  rule 
would  set  regulations  for  such  cases. 
EPA  is  inviting  comment  on  two 
options  for  such  cases.  Under  the  first 
option,  an  area  would  be  required  to 
use  RFG  at  least  until  it  is  redesignated 
to  attainment  for  the  8-hour  NAAQS. 
This  option  would  rely  on  an 
antibacksliding  approach  that 
emphasizes  that  the  area  is  still  an 
ozone  nonattainment  area 
notwithstanding  its  redesignation  to 
attainment  of  the  1-hour  NAAQS.  EPA 
would  interpret  the  Act  as  requiring 
continued  use  of  RFG  in  the  proposal 
areas  due  to  their  continued  status  as 
ozone  nonattainment  areas  under  the  8- 
hour  NAAQS.  An  area  would  remain 
an  RFG  area  at  least  until  it  is 
redesignated  to  attainment  for  the  8- 
hour  NAAQS.  Under  the  second  option, 
EPA  would  interpret  CAA  section 
211(k)(10)(D)  such  that  an  area  would 
no  longer  be  considered  an  RFG  area 
after  redesignation  to  attainment  for  the 
1-hour  NAAQS,  if  the  State  requests 
removal  of  RFG  and  demonstrates  that 
removal  would  not  result  in  loss  of 
emission  reductions  relied  upon  in  the 
State  attainment  plan.  This  option 
would  allow  for  removal  of  the  RFG 
program  for  proposal  areas  during 
transition  to  the  8-hour  NAAQS,  unlike 
the  approach  adopted  for  other  bump- 
up  areas.  This  option  would  implement 
an  antibacksliding  approach  with  a 
trigger  date  (date  of  revocation  of  the 
1-hour  NAAQS)  that  is  different  from 
that  otherwise  used.  EPA  recently 
redesignated  Atlanta  to  attainment  of 
the  1-hour  NAAQS,  prior  to  revocation 
of  the  1-hour  NAAQS.  Thus,  Atlanta 
is  the  only  bump-up  area  that  would 
fall  within  the  scope  of  this  proposal. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/23/06  71  FR  36042 

NPRM  Comment  08/22/06 

Period  End 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
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Additional  Information:  SAN  No.  5022; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/Iune/Day-23/a5620.htm: 

Agency  Contact:  Kurt  Gustafson, 
Environmental  Protection  Agency,  Air 
and  Radiation,  1200  Pennsylvania 
Avenue  NW.,  Washington,  DC  20460 
Phone:  202  343-9219 
Email:,  gustafson.kurt@epamail.epa.gov 

Leila  Cook,  Environmental  Protection 
Agency,  Air  and  Radiation,  AASMCG, 
Ann  Arbor,  Ml  48105 
Phone:  734  214-4820 
Email:  cook.leila@epamail.epa.gov 

RIN:  2060-AN63 


2814.  NEW  SOURCE  PERFORMANCE 
STANDARDS  (NSPS):  EQUIPMENT 
LEAKS-SUBPARTS  VV  AND  GGG 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  60 

Legal  Deadline:  NPRM,  Statutory, 
October  31,  2006,  Settlement 
Agreement. 

Final.  Statutory,  October  31,  2007, 
Settlement  Agreement. 

Abstract:  Section  111(b)(1)(B)  of  the 
Clean  Air  Act  requires  EPA  to  review 
new  source  performance  standards  at 
least  every  8  years.  Under  this  project, 
EPA  will  review  and,  if  appropriate, 
revise  the  new  source  performance 
standards  for  equipment  leaks  (subparts 
W  and  GGG  in  part  60).  Equipment 
leaks  are  defined  as  leaks  from  valves, 
pumps,  compressors,  sampling 
connections,  open-ended  lines,  and 
pressure  relief  valves  at  SOCMl  sources 
(subpart  W)  and  oil  refineries  (subpart 
GGG).  EPA  will  determine  if  actual 
emission  reductions  currently  being 
achieved  due  to  other  programs  are 
greater  than  the  requirements  in  the 
current  NSPS  standards,  and  whether 
the  current  NSPS  standards  should  be 
revised. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/07/06  71  FR  65302 

t^PRM  Comment  01/08/07 

Period  End 

Final  Action  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 


Additional  Information:  SAN  No.  5035; 

Agency  Contact:  Karen  Rackley, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-0634 
Email:  rackley.karen@epamail.epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AN71 


2815.  DEFECT  REPORTING  FOR 
ON-HIGHWAY  MOTOR  VEHICLES 
AND  ENGINES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  EPA  regulations  require 
manufacturers  to  report  defects  of 
emissions-related  equipment  or 
emissions  control  systems  of  on- 
highway  motor  vehicles  and  heavy-duty 
engines.  Under  the  current  regulations 
a  defect  report  is  required  when  a 
manufacturer  determines  that  the  same 
defect  has  occurred  in  25  or  more 
vehicles  or  engines.  This  is  an 
unreasonably  small  threshold  for  large 
engine  families/test  groups.  This  action 
would  create  new  thresholds  that 
would  depend  upon  the  size  of  the 
engine  family/test  group.  It  would  also 
obligate  manufacturers  to  conduct 
investigations  under  certain 
circumstances  to  determine  if  an 
emission-related  defect  is  present.  The 
investigations  would  be  triggered  by 
warranty  information,  parts  shipments, 
and  any  other  information  that  may  be 
available  to  indicate  a  need  for  an 
investigation. 

Timetable: 

Action  .Date  FR  Cite 

Finai  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5043; 

Agency  Contact:  Christine 
Mikolajczyk,  Environmental  Protection 


Agency,  Air  and  Radiation,  AAPTIG, 
Ann  Arbor,  Ml  48105 
Phone:  734  214-4403 
Email: 

mikolajczyk.christine@epamail.epa.gov 

Lynn  Sohacki,  Environmental 
Protection  Agency,  Air  and  Radiation, 
AALDVG,  Ann  Arbor,  MI  48105 
Phone:  734  214-4851 
Email:  sohacki.lynn@epamail.epa.gov 

RIN:  2060-AN73 


Legal  Deadline:  Final,  Statutory, 

August  6,  2006,  The  Energy  Policy  Act 
of  2005  requires  that  EPA  promulgate 
RFS  regulations. 

Abstract:  The  Energy  Policy'  Act  of 

2005  (the  “Act”),  signed  into  law  on 
August  8,  2005,  requires  EPA  to 
promulgate  regulations  implementing 
the  Renewable  Fuels  Standard  (RFS) 
within  one  year  of  enactment.  The  RFS 
requires  specific  volumes  of  renewable 
fuel  to  be  in  gasoline  sold  in  the  U.S. 
starting  with  4.0  billion  gal  per  yr  in 

2006  up  to  7.5  billion  gal  per  yr  in 
2012.  The  Act  provides  that  if  EPA  fails 
to  promulgate  regulations  within  one 
year,  then  a  default  value  of  2.78 
percent  renewable  fuel  in  gasoline  will 
be  in  effect  for  2006.  We  recently  . 
promulgated  a  rule  (  “Renewable  Fuel 
Standards  Requirements  for  2006,”  70 
FR  77325,  12/30/05)  to  implement  the 
default  standard.  The  Agency  must 
complete  its  obligation  under  the  Act 
by  promulgating  a  rule  that  implements 
the  RFS  for  years  2007  and  beyond. 
Such  a  rule  must  establish  how  the 
renewable  fuel  standard  is  defined  and 
calculated,  what  parties  are  liable,  and 
how  compliance  with  the  standard  is 
to  be  determined.  In  addition,  the  rule 
must  establish  a  system  by  which 
renewable  fuel  credits  can  be  generated 
and  traded/sold  between  parties.  This 
statutory  provision  is  subject  to 
multiple  interpretations  of  key  terms. 
The  “Renewable  Fuel  Standard 
Requirements  for  2006”  that  we 
promulgated  on  December  30,  2005 
interprets  the  default  provision  so  that- 
it  can  be  implemented  with  certainty 
in  the  event  EPA  fails  to  promulgate 
the  RFS  within  1  year  of  enactment. 

U  provides  for  refiners,  importers,  and 


2816.  RENEWABLE  FUELS 
STANDARD  RULE 

Priority:  Other  Significant 
Legal  Authority:  PL  109-58 
CFR  Citation:  40  CFR  80.1101 
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blenders  to  meet  the  2.78  percent 
requirement  collectively,  rather  than  on 
an  individual  basis.  Since  our 
projections  show  that  this  value  is 
highly  likely  to  be  met  in  2006  under 
planned  practices  of  the  refining 
industry,  we  do  not  anticipate  any 
impacts  on  the  industry  in  general,  nor 
any  on  small  businesses.  It  will  have 
no  effect  on  State,  local  or  tribal 
governments. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/22/06  71  FR  55552 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Energy  Effects:  Statement  of  Energy 
Effects  planned  as  required  by 
Executive  Order  13211. 

Additional  Information:  SAN  No.  5048; 
EPA  publication  information:  NPRM  - 
http :/ / www.epa.gov/ fedrgstr/EP  A- 
AI]^2006/September/Day- 
22/a7887a.htm: 

Agency  Contact:  Barry  Garelick, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6406J,  Washington,  DC 
20005 

Phone:  202  343-9028 

Fax:  202  343-2802 

Email:  garelick.barry@epa.gov 

David  Korotney,  Environmental 

Protection  Agency,  Air  and  Radiation, 

Ann  Arbor,  Ml  48104 

Phone:  734  214-4507 

Fax:  734  214-4050 

Email: 

korotney.david@epamail.epa.gov; 

RIN:  2060-AN76 


2817.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION,  NON-ATTAINMENT 
NEW  SOURCE  REVIEW,  AND  TITLE  V: 
TREATMENT  OF  CORN  MILLING 
FACILITIES  UNDER  THE  “MAJOR 
EMITTING  FACILITY”  DEFINITION 

Priority:  Other  Significant 
Legal  Authority:  Clean  Air  Act 

CFR  Citation:  40  CFR  51;  40  CFR  52; 

40  CFR  70;  40  CFR  71 

Legal  Deadline:  Other,  Statutory’, 
February  28,  2006,  DA  committed  a 
2/28/06  signature  on  NPRM  to  Senator 
Thune. 


Abstract:  Given  widespread  concerns 
about  our  Nation’s  fuel  supply  and 
Congress’  recent  recognition  of  the 
enormous  role  that  domestically 
produced  ethanol  can  play  in  reducing 
our  dependence  on  foreign  oil  (by 
Congress’  enactment  of  the  renewable 
fuels  standard  in  the  Energy  Policy  Act 
of  2005),  EPA  will  examine  the 
treatment  of  ethanol  production 
facilities  under  the  New  Source  Review 
and  title  V  operating  permit  programs. 
Specifically,  a  source  emitting  greater 
than  the  major  source  threshold  may 
be  subject  to  New  Source  Review, 
operating  permits,  and  other 
regulations.  A  source  in  one  of  27  listed 
source  categories  (including  chemical 
process  plants)  has  a  major  source 
threshold  of  100  tons  per  year. 
Conversely,  sources  not  in  the  one  of 
the  27  listed  source  categories  have  a 
major  source  threshold  of  250  tons  per 
year.  EPA  will  determine  through  this 
rulemaking  whether  ethanol  production 
facilities  were  originally  intended  to  be 
in  the  chemical  process  plants  source 
category  when  these  categories  were 
developed. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/09/06  71  FR  12240 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5049; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/March/Day-09/a2148.htm: 

Agency  Contact:  Joanna  Swanson, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C304-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5282 
Fax:  919  541-5509 

Juan  Santiago,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C304-04,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1084 
Fax:  919  541-5509 

RIN:  2060-AN77 


2818.  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS  FOR  SEMICONDUCTOR 
MANUFACTURING:  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  CAA  title  III 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  The  promulgated  National 
Emission  Standards  for  Hazardous  Air 
Pollutants  for  Semiconductor 
Manufacturing  included  process  vent 
requirements  for  inorganic  HAP  streams 
or  inorganic  process  HAP  streams. 
However,  a  small  minority  of  process 
vents  in  the  industry  contain  emission 
streams  that  combine  inorganic  and 
organic  HAPs.  The  purpose  of  this 
amendment  is  to  add  a  definition  for 
mixed  stream  process  vents  in  order  to 
clarify  the  rule  requirements  and  avoid 
the  confusion  caused  by  the  current 
rule.  These  amendments  will  not  add 
additional  burden  or  cost  to  the  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/19/06  71  FR  61 701 

NPRM  Comment  12/04/06 

Period  End 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additionai  Information:  SAN  No.  5055; 

Agency  Contact:  John  Schaefer, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-04,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0296 

Fax:  919  541-1039 

Email:  schaefer.john@epa.gov 

Bob  Schell,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-04, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-4116 
Fax:  919  541-1039 
Email:  schell.bob@epa.gov 

RiN:  2060-AN80 


2819.  PROTECTION  OF 
STRATOSPHERIC  OZONE: 
ALLOCATION  OF  ESSENTIAL  USE 
ALLOWANCES  FOR  CALENDAR  YEAR 
2007 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 
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CFR  Citation:  40  CFR  82 

Legai  Deadline:  None 

Abstract:  EPA  is  seeking  to  allocate 
essential  use  allowances  for  import  and 
production  of  class  1  stratospheric 
ozone  depleting  substances  for  calendar 
2007.  Essential  allowances  enable  a 
person  to  obtain  newly  produced  or 
imported  controlled  class  I  ozone- 
depleting  substances  under  the 
essential  exemption  to  the  regulatory 
phaseout  of  these  chemicals,  which 
became  effective  on  January  1,  1996. 
Essential  uses  include  the  manufacture 
of  important  medical  devices  such  as 
asthma  inhalers. 

Timetable: 


NPRM 

NPRM  Comment 
Period  End 
Final  Action 


11/03/06  71  FR64670 
12/04/06 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5056; 
EPA  publication  information:  NPRM  - 
NPRM: 

http://www.epa.gov/fedrgstr/EPA- 
A1R/2006/November/Day- 
03/al8581.htm:  EPA  Docket 
information:  EPA-HQ-OAR-2006-01 59 

URL  For  More  Information: 

http://www.epa.gov/ozone/title6/ 

phaseout/index.html 

Agency  Contact:  Kirsten  Cappel, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205J,  Washington  ,  DC 
20460 

Phone:  202  343-9556 
Fax:  202  343-2338 

Email:  cappel.kirsten@epamail.epa.gov 

Ross  Brennan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205],  Washington.  DC  20460 
Phone:  202  343-9226 
Fax:  202  565-2155 

Email:  brennan.ross@epamail.epa.gov 
RIN:  2060-AN81 


2820.  TRANSPORTATION 
CONFORMITY  RULE  AMENDMENTS 
TO  IMPLEMENT  PROVISIONS 
CONTAINED  IN  THE  2005 
TRANSPORTATION  BILL 
(SAFETEA-LU) 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7506 

CFR  Citation:  40  CFR  93;  40  CFR 
51.390 

Legal  Deadline:  Final,  Statutory, 

August  9,  2007,  SAFETEA-LU  requires 
that  EPA  revise  the  transportation 
conformity  rule  to  address  the  statutory 
provisions. 

Abstract:  The  transportation 
conformity  rule  ensures  that 
transportation  planning  is  consistent 
with  a  State’s  plan  for  achieving  the 
air  quality  standards.  These 
amendments  to  the  rule  are  necessary 
as  a  result  of  the  changes  to  the  Clean 
Air  Act’s  transportation  conformity 
provisions  as  mandated  by  the  recent 
transportation  bill,  SAFETEA-LU. 
SAFETEA-LU  revised  a  number  of 
aspects  of  the  Clean  Air  Act’s 
transportation  conformity  provisions 
including:  1)  Providing  an  additional  6 
months  to  re-determine  conformity  after 
new  State  implementation  plan  (SIP) 
motor  vehicle  emissions  budgets  are 
found  adequate,  approved  or 
promulgated:  2)  changing  the  frequency 
requirements  for  transportation 
conformity  determinations:  3)  providing 
an  option  for  reducing  the  time  period 
covered  by  conformity  determinations; 
4)  providing  procedures  for  areas  to  use 
in  substituting  or  adding  transportation 
control  measures  (TCMs)  to  approved 
SlPs;  5)  adding  a  1-year  grace  period 
for  conformity  lapses;  and  6) 
streamlining  requirements  for 
conformity  SlPa^ 

Timetable: 


Final  Action 


08/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  5057; 

Agency  Contact:  Rudolph  Kapichak, 
Environmental  Protection  Agency,  Air 
and  Radiation,  AASMCG,  Ann  Arbor, 
Ml  48105 

Phone:  734  214-4574 


Final  Rule  Stage 


Fax:  734  214-4052 
Email: 

kapichak.rudolph@epamail.epa.gov 

Laura  Berry,  Environmental  Protection 
Agency,  Air  and  Radiation,  AASMCG, 
Ann  Arbor,  Ml  48105. 

Phone:  734  214-4858 

Fax:  734  214-4052 

Email:  berry.laura@epamail.epa.gov 

RIN:  2060-AN82 

2821.  STANDARDS  OF 
PERFORMANCE  FOR  NEW 
STATIONARY  SOURCES  AND 
NATIONAL  EMISSION  STANDARDS 
FOR  HAZARDOUS  AIR  POLLUTANTS: 
REVISIONS  TO  INITIAL 
PERFORMANCE  TEST  PROVISIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  60;  40  CFR  61; 

40  CFR  63 

Legal  Deadline:  None 

Abstract:  The  final  rule  will  extend  the 
time  period  required  for  source  owners 
and  operators  to  conduct  initial 
performance  tests  in  response  to  force 
majeures.  A  force  majeure  is  defined 
as  an  event  caused  by  circumstances 
beyond  the  control  of  the  affected 
facility,  its  contractors,  or  any  entity 
controlled’by  the  affected  facility  that 
results  in  not  meeting  the  regulatory 
requirement  to  conduct  performance 
tests  within  the  specified  timeframe 
despite  the  affected  facility’s  best 
efforts  to  fulfill  the  obligation. 

Examples  of  such  events  are  acts  of 
nature,  acts  of  war  or  terrorism,  or 
equipment  failure  or  safety  hazard 
beyond  the  control  of  the  affected 
facility. 

We  recognize  that  there  may  be 
circumstances  beyond  a  source  owner’s 
or  operator’s  control  that  could  cause 
a  performance  test  deadline  to  be 
missed  and  that  we  must  provide  a 
mechanism  for  consideration  of  these 
circumstances  and  gianting  of 
extensions  where  warranted.  Under 
current  rules,  a  source  owner  or 
operator  who  is  unable  to  comply  with 
testing  requirements  within  the  allotted 
timeframe  due  to  a  force  majeure  is 
regarded  as  being  in  violation  and 
subject  to  enforcement  action.  As  a 
matter  of  policy,  EPA  has  exercised 
enforcement  discretion  to  avoid  finding 
such  sources  in  violation.  However, 

'  because  these  failures  result  in 
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circumstances  beyond  the  control  of  the 
source  owner  or  operator,  we  believe 
that  a  more  reasonable  approach  is  to 
provide  an  opportunity  to  such  owners 
and  operators  to  make  good  faith 
demonstrations  and  obtain  extensions 
of  the  performance  testing  deadline  in 
appropriate  circumstances. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/09/06  71  FR  45487 

Final  Action  08/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Additional  Information:  SAN  No.  5061; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AlR/2006/August/Day-09/al2966.htm: 

Agency  Contact:  Lula  Melton, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C304-02,  Research 

Triangle  Park,  NC  20460 

Phone:  919  541-2910 

Fax:  919  541-1039 

Email:  melton.lula@epa.gov 

RIN:  2060-AN84 


2822.  FINAL  RULE  FOR 
IMPLEMENTATION  OF  THE  NEW 
SOURCE  REVIEW  (NSR)  PROGRAM 
FOR  PM2.5 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7410;  42  USC 
7501  et  seq 

CFR  Citation;  40  CFR  51 
Legal  Deadline:  None 

Abstract:  In  1997,  EPA  promulgated 
National  Ambient  Air  Quality 
Standards  (NAAQS)  for  fine  particulate 
matter  {PM2.5).  EPA  designations  of  39 
nonattainment  areas  for  the  PM2.5 
standards  became  effective  on  April  5, 
2005.  The  Clean  Air  Fine  Particle 
Implementation  Rule,  which  was 
proposed  in  the  Federal  Register  on 
November  1,  2005,  includes 
requirements  and  guidance  for  State 
and  local  air  pollution  agencies  to 
follow  in  developing  State 
implementation  plans  (SIPs)  designed 
to  bring  areas  into  attainment  with  the 
1997  standards.  The  proposed  rule  also 
included  llie  New  Source  Review  (NSR) 
provisions  for  implementing  the  PM2.5 
program.  In  this  final  action,  we  have 
split  the  NSR  provisions  of  the 


proposed  rule  as  a  separate  package. 
This  rule  will  address  the  applicability 
of  NSR  to  precursors.  Major  Source 
Threshold  and  Significant  Emissions 
Rate  for  PM2.5,  preconstruction 
monitoring  requirements,  offset 
provisions  and  interpollutant  trading  of 
offsets,  and  finally  the  transition 
provisions. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No. 

4752.2;  Split  from  RIN  2060-AK74. 

Agency  Contact;  Raj  Rao, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C339-03,  Research 
Triangle  Park,  NC  27709 
Phone:  919  541-5344 
Fax:  919  541-5509 
Email:  rao.raj@epa.gov 

Dan  Deroeck,  Environmental  Protection 
Agency,  Air  and  Radiation,  C339-03, 
Research  Triangle  Park,  NC  27709 
Phone:  919  541-5593 
Fax;  919-685-3009 
Email:  deroeck.dan@epamail.epa.gov 
RIN:  2060-AN86 


2823.  PROTECTION  OF 
STRATOSPHERIC  OZONE: 
ADJUSTING  ALLOWANCES  FOR 
CLASS  I  SUBSTANCES  FOR  EXPORT 
TO  ARTICLE  5  COUNTRIES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7601;  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 
Abstract:  This  action  amends  prior 
action  by  the  Agency  related  to  the 
transition  of  article  5  countries  to 
ozone-depleting  substance  alternatives. 
Currently,  article  5  allowances  are 
determined  as  a  percentage  of  total 
production  allowances  assigned  to  U.S. 
companies  for  class  1  ozone-depleting 
substances.  In  accordance  with  the 
Beijing  Amendments  of  the  Montreal 
Protocol,  this  action  revises  established 
article  5  allowances  independently  of 
total  production  allowances  based  on 
new  data. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/23/06  71  FR  49395 

Final  Action  11/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No. 

4697.1;  EPA  publication  information: 
NPRM  - 

http :// www.epa.gov/ fedrgstr/EPA- 
AIR/2006/August/Day-23/al3951.htm: 
Split  from  RIN  2060- AK45;  EPA  Docket 
information:  EPA-HQ-OAR-2005-0151 

URL  For  More  Information: 

http://www.epa.gov/ozone/title6/ 

phaseout/index.html 

Agency  Contact:  Cindy  Newberg, 

Environmental  Protection  Agency,  Air 

and  Radiation,  6205J,  Washington,  DC 

20460 

Phone:  202  343-9729 
Fax:  202  343-2337 

Email:  newberg.cindy@epamail.epa.gov 

Ross  Brennan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6205J,  Washington,  DC  20460 
Phone:  202  343-9226 
Fax:  202  565-2155 

Email:  brennan.ross@epamail.epa.gov 
RIN:  2060-AN87 


2824.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  (PSD)  AND 
NON-ATTAINMENT  NEW  SOURCE 
REVIEW  (NSR):  REMOVAL  OF 
VACATED  ELEMENTS 

Priority:  Other  Significant 
Legal  Authority:  CAA  title  I  parts  C 
and  D 

CFR  Citation:  40  CFR  51.165;  40  CFR 
51.166;  40  CFR  52.21 

Legal  Deadline:  None 
Abstract:  The  purpose  of  this 
rulemaking  is  to  remove  regulatory 
language  from  our  NSR  rules  that  was 
vacated  by  the  court  after  promulgation. 
Specific  elements  addressed  by  this 
rulemaking  are  the:  (1>  Clean  Unit 
applicability  test  and  (2)  exemption  for 
Pollution  Control  Projects  (PCP). 
Timetable: 

Action  Date  FR  Cite 

Final  Action  06/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 
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Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5077; 
Agency  Contact:  David  Painter, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-03,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5515 
Fax:  919  541-5509 

Email:  painter.david@epamail.epa.gov 

Dave  Svendsgaard,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-2380 

F^:  919  541-5509 

Email:  svendsgaard.dave@epa.gov 

RIN:  2060-AN92 


2825.  REGULATION  OF  FUELS  AND 
FUEL  ADDITIVES:  UPDATED 
VOLATILITY  STANDARD  FOR 
ALASKA  ONLY 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  CAA  211 
CFR  Citation:  40  CFR  80 
Legal  Deadline:  None 
Abstract:  This  rule  would  revise  EPA’s 
gasoline-engine  emission  regulations  to 
allow  the  use  of  the  latest  version  of 
ASTM  technical  standards  for  Alaska. 
Gasoline-powered  engines  in  Alaska 
face  special  challenges.  Extremely  cold 
winter  temperatures  increase  the  risk 
that  engines  using  typical  gasoline 
blends  will  suffer  from  difficulty  in 
cold  starting.  To  address  these  unique 
circumstances,  the  new  ASTM  4814-04 
standards  for  gasoline  include  special 
subclasses  for  gasoline  used  in 
extremely  cold  conditions.  The  new 
parameters  enhance  vehicle  cold  start 
and  warm-up  performance  by  allowing 
slightly  different  volatility 
characteristics  for  gasoline.  Current 
EPA  regulations  allow  only  the  use  of 
the  older  1988  version  of  Ae  ASTM 
gasoline  standards,  which  do  not 
address  Alaska’s  cold  climate.  This 
rulemaking  is  intended  to  adopt  new 
specifications  by  changing  the 
“Substantially  Similar”  definition  to 
ihclude  the  new  standards  in  ASTM 
4814-04  for  Alaska  only.  This  action  is 
supported  by  automobile  manufacturers 
and  Alaska  refiners. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  06/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5080; 

Agency  Contact:  Jamie  Dong, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6406J,  Washington,  DC 
20460 

Phone:  202  343-9672 

Email:  jamie.dong@epamail.epa.gov 

Dave  Kortum,  Environmental  Protection 
Agency,  Air  and  Radiation,  6406J, 
Washington,  DC  20460 
Phone:  202  343-9022 
Email:  kortum.dave@epamail.epa.gov 

RIN:  2060-AN94 


2826.  RECONSIDERATION  OF  NEW 
SOURCE  PERFORMANCE 
STANDARDS  (NSPS)  FOR  ELECTRIC 
UTILITY,  INDUSTRIAL,  COMMERCIAL, 
AND  INSTITUTIONAL  STEAM 
GENERATING  UNITS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  CAA  ill 
CFR  Citation:  40  CFR  60 

Legal  Deadline:  Final,  Judicial,  April 
13,  2007,  Court  deadline  for  final 
amendments. 

Abstract:  EPA  is  granting 
reconsideration  on  the  recently 
finalized  boiler  NSPS  amendments. 
Issues  under  reconsideration  include 
the  appropriate  averaging  time  for 
facilities  using  particulate  matter 
continuous  emission  monitoring 
systems  (PM  CEMS)  and  appropriate 
parametric  monitoring  requirements  for 
facilities  without  PM  CEMS.  Minor 
recordkeeping  requirements  will  also  be 
under  reconsideration. 

Timetable: 

Action  Date  FR  Cite 

N^M  02/09/CI7~ 72  FR  6320 

NPRM  Comment  03/12/07 

Period  End 

Extension  of  Comment  03/06/07  72  FR  9903 
Period 

Final  Action  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5089; 

Agency  Contact:'  Christian  Fellner, 
Environmental  Protection  Agency,  Air 


and  Radiation,  D243-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-4003 
Fax:  919  541-5450 
Email:  fellner.christian@epa.gov 

Bill  Maxwell,  Environmental  Protection 
Agency,  Air  and  Radiation,  D243-01, 
Research  Triangle  Park,  SC  27711 
Phone:  919  541-5430 
Fax:  919  541-5450 
Email:  maxwell.bill@epa.gov 

RIN:  2060-AN97 


2827.  CLEAN  AIR  MERCURY  RULE: 
FEDERAL  PLAN 

Priority:  Other  Significant 
Legal  Authority:  CAA  sec  ill 
CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract:  This  action  is  a  Federal  Plan 
to  implement  the  requirements  of  the 
Clean  Air  Mercury  Rule  (CAMR)  for 
any  States  that  do  not  submit  an 
approvable  State  Plan  within  the  2-year 
timeline  specified  in  the  final  CAMR. 
as  well  as  the  two  tribes  affected  by 
the  rule.  The  Federal  Plan  implements 
the  requirements  of  CAMR  by  requiring 
that  these  States  and  tribes  participate 
in  the  EPA-administered  CAMR  cap- 
and-trade  program.  While  this  rule 
provides  for  Federal  implementation  of 
the  cap  and  trade  program,  it  makes 
no  other  substantive  changes  to  the 
model  cap  and  trade  program  already 
finalized  as  part  of  CAMR.  During  the 
CAMR  rulemaking  process,  EPA 
conducted  extensive  analysis  of  the 
economic,  environmental,  and  health 
impacts  of  CAMR.  Because  the 
requirements  and  major  programmatic 
elements  of  CAMR  remain  the  same 
under  the  Federal  Plan,  these  analyses 
remain  unchanged  under  this  action,  as 
do  conclusions  regarding  consideration 
of  Executive  orders.  This  rule  also 
reflects  any  modifications  based  on  the 
CAMR  Final  Action  on 
Reconsideration. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/22/06  71  FR  77100 

NPRM  Comment  02/20/07 

Period  End 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
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Government  Levels  Affected:  Local, 
State,  Tribal 

Energy  Effects:  Statement  of  Energy 
Effects  planned  as  required  by 
Executive  Order  13211. 

Additional  Information:  SAN  No.  5094; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/December/Day- 
22/a21573.htm: 

Agency  Contact:  Kevin  Culligan, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6204J,  Washington,  DC 
20460 

Phone:  202  343-9172 

Email:  culligan.kevin@epamail.epa.gov 

Meg  Victor,  Environmental  Protection 
Agency,  Air  and  Radiation,  6204J, 
Washington,  DC  20460 
Phone:  202  343-9193 
Email:  victor.meg@epamail.epa.gov 

RIN:  2060-AN98 


2828.  PHASE  2  OF  THE  FINAL  RULE 
TO  IMPLEMENT  THE  8-HOUR  OZONE 
NATIONAL  AMBIENT  AIR  QUALITY 

STANDARD - NOTICE  OF 

RECONSIDERATION 
Priority:  Other  Significant 

Legal  Authority:  42  USC  7401  et  seq; 

23  USC  101 

CFR  Citation:  40  CFR  51;  40  CFR  81 

Legal  Deadline:  NPRM,  Judicial, 
December  15,  2006,  Court  Promise. 
Court  has  stayed  litigation  with  NRDC 
pending  EPA  action  on  reconsideration 
requests. 

Abstract:  In  this  notice,  EPA  would 
announce  its  decision  to  reconsider  and 
take  additional  comment  on  three 
provisions  in  the  final  Phase  2,  8-hour 
ozone  implementation  rule:  (1)  The 
determination  that  electric  generating 
units  (EGUs)  that  comply  with  rules 
implementing  the  Clean  Air  Interstate 
Rule  (C  MR)  and  are  located  in  States 
where  all  required  CAIR  emissions 
reductions  are  achieved  from  EGUs 
meet  the  8-hour  ozone  State 
implementation  plan  (SIP)  requirement 
for  application  of  reasonably  available 
control  technology  (RACT)  for  nitrogen 
oxide  (NOx)  emissions;  (2)  a  new 
source  review  (NSR)  requirement 
allowing  sources  to  use  certain 
emission  reductions  as  offsets  under 
certain  circumstances;  and  (3)  an  NSR 
provision  addressing  when 
requirements  for  the  lowest  achievable 
emission  rate  (LAER)  and  emission 


offsets  may  be  waived.  These  issues  are 
also  issues  in  a  petition  for  judicial 
review;  the  court  has  granted  EPA  a 
stay  of  litigation  on  these  three  issues 
until  December  15,  2006,  so  the 
reconsideration  action  must  be 
completed  by  then. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/19/06  71  FR  75902 

NPRM  Comment  01/18/07 

Period  End 

Extension  of  Comment  01/12/07  72  FR  1473 
Period  , 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State,  Tribal 

Additional  Information:  SAN  No. 

4625.6;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AI^ 2 006/December /Day- 
19/a21379.htm:  Split  from  RIN  2060- 
AJ99. 

Agency  Contact:  John  Silvasi, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5666 
Email:  silvasi.john@epa.gov 

Denise  Gefth,  Environmental  Protection 
Agency,  Air  and  Radiation,  C539-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5550 
Fax:  919  541-0824 
Email:  gerth.denise@epa.gov 

Related  RIN:  Split  from  2060-AJ99 
RIN:  2060-AO00 


2829.  •  TWO  OPTIONAL  METHODS 
FOR  RELATIVE  ACCURACY  TEST 
AUDITS  OF  MERCURY  MONITORING 
SYSTEMS  INSTALLED  ON 
COMBUSTION  FLUE  GAS  STREAMS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  63,  app  A 
Legal  Deadline:  None 

Abstract:  This  action  proposes  to  add 
two  optional  test  methods  for  mercury 
emissions  to  an  existing  regulatory 
method  requirement.  Either  or  both  of 
these  methods  may  then  be  used  at  the 
discretion  of  the  emission  source  in 


place  of  the  existing  specified  method 
as  an  alternative  means  of  performing 
relative  accuracy  test  audits  of  flue  gas 
mercury  continuous  emission  monitors. 
Either  of  these  methods  is  considered 
to  be  equal  in  the  quality  of  the  results 
produced  to  the  existing  method.  Use 
of  either  proposed  method  is  not 
required,  but  either  may  be  preferred 
over  the  existing  method  requirement 
because  of  decreased  costs  and  more 
timely  results.  This  action  does  not 
change  any  emission  standards  or  add 
any  additional  recordkeeping 
requirements.  This  action  is  in  regard 
to  testing  and  monitoring  requirements 
for  mercury  specified  in  the  Federal 
Register  on  May  18,  2005  (70  FR 
28606).  Since  that  time  EPA  has 
received  numerous  comments 
concerning  the  desirability  of  allowing 
use  of  these  optional  methods,  as  they 
may  produce  equally  acceptable 
measures  of  the  relative  accuracy 
achieved  hy  mercury  monitoring 
systems.  An  instrumental  test  method 
for  mercury  and  a  sorbent  trap  test 
method  for  mercury  are  being  proposed 
for  addition  to  appendix  A  of  40  CFR 
part  63.  Their  intended  use  is  for  the 
performance  of  relative  accuracy  test 
audits  on  installed  mercury  continuous 
emission  monitors.  These  methods  are 
being  proposed  so  they  may  be  cited 
as  optional  alternatives  to  the  current 
method  requirement  as  noted  above. 
Use  of  either  optional  method  may  be 
found  to  be  less  costly  and  more  timely 
than  the  current  method  requirement, 
which  may  still  be  used. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  5112; 

Agency  Contact;  William  Grimley, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-1065 

Fax:  919  541-1039 

Email: 

grimley.william@epamail.epa.gov 

Robin  Segall,  Environmental  Protection 
Agency,  Air  and  Radiation,  E143-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-0893 
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Fax:  919  541-0516 

Email:  segall.robin@epamail.epa.gov 

RIN:  2060-AO01 


2830.  •  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  SHIPBUILDING  AND 
SHIP  REPAIR  (SURFACE  COATING) 
OPERATIONS— AMENDMENT 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 

CFR  Citation:  40  CFR  63 

Legal  Deadline:  Other,  Statutory,  ' 
January  2,  2007,  Compliance  date  for 
another  MACT  and  this  industry  would 
be  subject  to  if  these  amendments  are 
not  in  place  before  then. 

Abstract:  On  December  15,  1995,  the 
EPA  issued  national  emission  standards 
for  hazardous  air  pollutants  (NESHAP) 
under  section  112  of  the  Clean  Air  Act 
for  shipbuilding  and  ship  repair 
(surface  coating)  operations.  The 
NESHAP  requires  existing  and  new 
major  sources  to  control  emissions  of 
hazardous  air  pollutants  to  the  extent 
achievable  by  the  use  of  maximum 
achievable  control  technology.  This 
action  is  intended  to  more  clearly  state 
the  distinction  between  and  the 
definition  of  ship  and  pleasure  craft. 

It  is  being  issued  in  response  to 
questions  concerning  whether  yachts 
greater  than  20  meters  (78.7  feet)  in 
length  are  ships  and,  therefore,  subject 
to  the  NESHAP  or  pleasure  craft.  The 
direct  final  rule  will  revise  the 
definitions  of  pleasure  craft  and  ship 
and  include  size  criteria  to  ensure  that 
all  activities  intended  to  be  subject  to 
the  NESHAP  are  in  fact  subject  to  it. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

12/29/06 

71  FR  78392 

NPRM  Comment 

01/29/07 

Period  End 

Direct  Final  Rule 

12/29/06 

71  FR  78369 

Withdrawal  of  Direct 

02/27/07 

72  FR  8630 

Rule 

Final  Action 

07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5106; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/ 2 006/December/Day- 
29/a22428.htm: 


Agency  Contact:  Mohamed  Serageldin, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-05,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-2379 
Email:  serageldin.mohamed@epa.gov 

Robin  Dunkins,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-03,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5335 
Email:  dunkins.rpbin@epa.gov 

RIN:  2060-A003 


2831.  •  AMBIENT  AIR  MONITORING 
REGULATIONS:  CORRECTING  AND 
OTHER  AMENDMENTS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  50  (Revision);  40 
CFR  53  (Revision);  40  CFR  58 
(Revision) 

Legal  Deadline:  None 
Abstract:  EPA  recently  finalized 
changes  to  the  ambient  air  monitoring 
regulations  in  40  CFR  parts  50,  53,  and 
58  in  support  of  revisions  to  the  PM 
National  Ambient  Air  Quality 
Standards  that  were  finalized  in  a 
concurrent  rulemaking.  Additional 
changes  were  made  in  monitoring 
regulations  to  implement  portions  of 
the  National  Ambient  Air  Monitoring 
Strategy;  to  take  advantage  of  new 
continuous  particulate  matter 
monitoring  technological  developments; 
to  update  quality  assurance  procedures; 
and  to  more  accurately  reflect  the  roles 
of  EPA  and  other  control  authorities  in 
designing,  reviewing,  and  modifying 
ambient  air  networks.  Following  the 
publication  of  the  final  monitoring  rule, 
several  passages  containing  potentially 
ambiguously  worded  rule  and/or 
preamble  text  were  discovered. 
Additionally,  several  text  blocks 
pertaining  to  PMlO  monitoring  network 
design  were  found  to  be  missing, 
having  been  inadvertently  omitted  from 
the  final  rule  draft.  In  this  Direct  Final 
action,  EPA  will  clarify  the  specific 
instances  of  ambiguous  rule  wording, 
restore  omitted  text,  and  document 
Federal  Register  printing  errors  in 
tables  and  equations  that  occurred 
when  the  final  rule  was  published  on 
October  17,  2006. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Action  05/00/07 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No. 

4421.1;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/January/Day-l  7/al  79.htm; 
Split  from  RIN  2060-AJ25;  Individual 
Document  id  in  the  EPA  docket:  OAR- 
2004-0018 

Agency  Contact:  Lewis  Weinstock, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-3661 

Fax:  919  541-1903 

Email: 

weinstock.lewis@epamail.epa.gov 

Tim  Hanley,  Environmental  Protection 
Agency,  Air  and  Radiation,  D243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-4417 
Fax:  919  541-1903 
Email:  hanley.tim@epamail.epa.gov 

RIN:  2060-A006 


2832.  •  UPDATE  OF  CONTINUOUS 
INSTRUMENTAL  TEST  METHODS: 
TECHNICAL  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7411 
CFR  Citation:  40  CFR  60 
Legal  Deadline:  None 

Abstract:  This  direct  final  action 
amends  a  rulemaking  entitled  “Update 
of  Continuous  Instrumental  Test 
Methods”  that  was  promulgated  on 
May  15,  2006.  This  rulemaking 
updated,  harmonized,  and  simplified 
Methods  3A,  6C,  7E,  10,  and  20,  which 
measure  oxygen,  carbon  dioxide,  sulfur 
dioxide,  nitrogen  oxides,  and  carbon 
monoxide  emissions  from  stationary 
sources.  As  published,  the  final  rule 
contains  inadvertent  errors  and  created 
minor  unanticipated  test  situations  that 
need  to  be  clearly  addressed.  This 
direct  final  corrects  the  errors  and 
clearly  explains  how  the  unanticipated 
situations  are  handled.  These 
amendments  do  not  make  significant 
changes  or  add  new  provisions  to  the 
rule  nor  raise  issues  that  have  not  been 
addressed  in  the  public  comment 
period  to  the  updated  rule.  We  are 
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simply  correcting  errors  and  clarifying 
portions  to  reflect  the  intent  of  the  rule . 
and  make  them  more  understandable 
by  applicable  parties. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

4161.1;  Split  from  RIN  2060-AK61. 

Agency  Contact:  Foston  Curtis, 
Environmental  Protection  Agency,  Air 
and  Radiation,  MD-19,  Research 
Triangle  Park,  NC  20460 
Phone:  919  541-1063 
Email:  curtis.foston@epamail.epa.gov 

RIN:  2060-A009 


2833.  •  PROTECTION  OF 
STRATOSPHERIC  OZONE:  LISTING 
OF  SUBSTITUTES  FOR 
OZONE-DEPLETING  SUBSTANCES— 
N-PROPYL  BROMIDE  IN  SOLVENT 
CLEANING 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7414;  42  USC 
7601;  42  USC  7671  to  7671q 

CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  This  rule  would  list  whether 
n-propyl  bromide  (nPB)  is  an 
acceptable  substitute  for  class  I  and 
class  II  ozone  depleting  substances 
used  as  solvents  for  general  metals, 
precision,  and  electronics  cleaning. 

This  could  provide  another  alternative 
to  solvents  with  higher  ozone  depletion 
potential  that  industry  is  interested  in 
using.  Any  use  conditions  woulo  be  for 
the  purpose  of  ensuring  that  nPB  is 
used  in  a  manner  that  is  safe  and 
environmentally  protective. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/03/03  68  FR  33283 

Final  Action  04/00/07  ♦ 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No. 

4599.2;  EPA  publication  information: 
NPRM  - 


http  ://wvm. epa.gov/ fedrgstr/EPA- 
AIR/2003/June/Day-03/al3254.htm: 
Split  from  RIN  2060-AK26.  Split  from 
RIN  2060-AJ58.  The  previous  ANPRM 
was  under  SAN  No.  3525;  EPA  Docket 
information:  EPA-HQ-OAR-2002-0064 

URL  For  More  Information: 

www.epa.gov\ozone\title6 
Agency  Contact:  Margaret  Sheppard, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205},  Washington,  DC 
20460 

Phone:  202  343-9163 

Fax:  202  343-2337 

Email:  sheppard.margaret@epa.gov 

Monica  Shimamura,  Environmental 
Protection  Agency^  Air  and  Radiation, 
6205J,  Washington,  DC  20460  . 

Phone:*  202  343-9337 
Fax:  202  343-2338 
Email: 

shimamura.monica@epamail.epa.gov 
RIN:  2060-AO10 


2834.  •  CHANGE  IN  REGULATORY 
DEADLINE  FOR  RULEMAKING  TO 
ADDRESS  THE  CONTROL  OF 
EMISSIONS  FROM  NEW  MARINE 
COMPRESSION-IGNITION  ENGINES 
AT  OR  ABOVE  30  LITERS  PER 
CYLINDER 

Priority:  Other  Significant 
Legal  Authority:  Clean  Air  Act  ^ 

CFR  Citation:  40  CFR  94 
Legal  Deadline:  None 

Abstract:  In  a  2003  FRM  promulgating 
new  standards  for  these  engines  (68  FR 
9746,  February  28,  2003),  we 
established  a  regulatory  deadline  of 
April  27,  2007,  to  finalize  a  new  tier 
of  standards  that  would  reflect  both  the 
state  of  technology  that  may  permit 
deeper  emission  reductions  and  the 
status  of  international  action  for  more 
stringent  standards.  Since  that  time,  we 
have  continued  to  engage  the  industry 
and  other  stakeholders  and  to  assess 
emission  control  technology.  In 
addition,  we  have  worked  through  the 
International  Maritime  Organization  to 
further  the  goal  of  more  stringent 
exhaust  emission  standards  for  all  ships 
used  in  international  traffic.  However, 
the  international  process  has  taken 
longer  than  anticipated.  The  purpose  of 
this  action  is  to  put  a  new  regulatory 
deadline  in  place  recognizing  the 
current  situation.  Because  of  the  long 
lead  times  associated  with  ship  designs 
and  the  role  of  the  international  process 


in  addressing  emissions  from  foreign 
flagged  ships,  we  do  not  believe  that 
this  process  extension  will  delay  the 
achievement  of  further  emission 
reductions  from  these  marine  engines. 
Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government^Leveis  Affected:  None 
Additional  Information:  SAN  No.  5130; 

Agency  Contact:  Michael  Samulski, 

Environmental  Protection  Agency,  Air 

and  Radiation,  OAR/OTAQ/ASD,  Ann 

Arbor,  Ml  48105 

Phone:  734  214-4532 

Fax:  734  214-4050 

Email:  samulski.michael@epa.gov 

Jean-Marie  Revelt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
OAR/OTAQ/ASD,  Ann  Arbor,  Ml 
48105 

Phone:  734  214-4822 

Fax:  734  214-4816 

Email:  revelt.jean-marie@epa.gov 

RIN:  2060-A026 


2835.  •  AMENDMENT  OF  DEFINITIONS 
FOR  NATIONAL  EMISSIONS 
STANDARDS  FOR  HAZARDOUS 
POLLUTANTS  FOR  RADIONUCLIDES, 
SUBPARTS  H  AND  I 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  61.90(a);  40  CFR 
61.101(a) 

Legal  Deadline:  None 
Abstract:  Subparts  H  and  I  of  40  CFR 
part  61  establish  standards  under  the 
Clean  Air  Act  for  emissions  of 
radionuclides  other  than  radon  from 
Department  of  Energy  (DOE)  and  other 
non-DOE  Federal  facilities.  The  current 
definition  of  “effective  dose 
equivalent”  refers  to  a  method  of 
calculation  in  International 
Commission  on  Radiological  Protection 
(ICRP)  publication  no.  26.  Removing 
this  reference  will  prevent  confusion  if 
EPA  incorporates  newer  ICRP  methods 
for  calculating  effective  dose  equivalent 
in  its  compliance  models. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  1 2/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  5114; 

Agency  Contact:  Behram  Shroff, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6608J,  Washington,  DC 
20460 

Phone:  202  343-9707 

Fax:  202  343-2304 

Email;  shroff.behram@epa.gov 

Dan  Schultheisz,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6608J,  Washington,  DC  20460 
Phone:  202  343-9349 
Fax:  202  343-2304 
Email:  schultheisz.daniel@epa.gov 
RIN:  2060-AO31 


2836.  •  PROTECTION  OF 
STRATOSPHERIC  OZONE:  REVISION 
OF  refrigerant  recycling  and 

RECOVERY  EQUIPMENT  STANDARDS 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  82 
Legal  Deadline:  None 

Abstract:  The  existing  regulations 
covering  specifications  for  motor 
vehicle  air  conditioning  refrigerant 
recovery /recycling  machines  reference 
outdated  Society  of  Automotive 
Engineers  (SAE)  standards.  This 
regulation  will  update  existing 
regulations  to  match  newly  updated 
SAE  standards. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5065; 

URL  For  More  Information: 

l\ttp://www.epa.gov/ozone/snap/ 
refrigerants/lists/mvacs.html 
Agency  Contact:  Karen  Thundiyil, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6205),  Washington,  DC 
20460 

Phone:  202  343-9464 

Email:  thundiyil.karen@epamail.epa.gov 

RIN:  2060-AO32 


2837.  •  REGULATION  OF  FUELS  AND 
FUEL  ADDITIVES:  EXTENSION  OF 
THE  REFORMULATED  GASOLINE 
PROGRAM  TO  THE  EAST  ST.  LOUIS, 
ILLINOIS,  OZONE  NON-ATTAINMENT 
AREA 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act  sec 
211(k)(6) 

CFR  Citation:  40  CFR  80.70 

Legal  Deadline:  Final,  Statutory, 

January  28,  2007,  EPA  directed  by  sec 
211(k)  of  the  Clean  Air  Act  to  set  an 
effective  date  within  one  year  of  receipt 
by  petition  of  the  Governor. 

Other,  Judicial,  March  28,  2007, 
Withdrawal  of  DFR  must  be  published 
by  03/28/2007  to  cancel  compliance 
date. 

Abstract:  Under  section  211(k)(6)  of  the 
Clean  Air  Act,  as  amended  (Act),  the 
Administrator  of  EPA  shall  require  the 
sale  of  reformulated  gasoline  (RFC)  in 
ozone  nonattainment  areas  upon  the 
application  of  the  Governor  of  the  State 
in  which  the  nonattainment  area  is 
located.  EPA  received  an  application 
July  10,  2006,  from  the  Honorable  Rod 
R.  Blagojevich,  Governor  of  the  State 
of  Illinois,  for  the  East  St.  Louis 
moderate  ozone  nonattainment  area  to 
be  included  in  the  reformulated 
gasoline  program.  This  notice  proposes 
to  extend  the  Act’s  prohibition  against 
the  sale  of  conventional  (i.e.,  non- 
reformulated)  gasoline  in  RFG  areas  to 
the  East  St.  Louis,  Illinois,  moderate 
ozone  nonattainment  area. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

12/27/06 

71  FR  77690 

NPRM  Comment 

01/26/07 

Period  End 

Direct  Final  Action 

12/27/06 

71  FR  77615 

Withdrawal  of  Direct 

03/29/07 

72  FR  14681 

Final 

Final  Action 

05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5104; 
EPA  publication  information:  Direct 
Final  Action  - 

http:/ / www.epa.gov/fedrgstr/EPA- 

AIR/2006/December/Day- 

27/a22162.htm: 

Agency  Contact:  Kurt  Gustafson, 
Environmental  Protection  Agency,  Air 


and  Radiation,  1200  Pennsylvania 
Avenue  NW.,  Washington,  DC  20460 
Phone:  202  343-9219 
Email:  gustafson.kurt@epamail.epa.gov 

Leila  Cook,  Environmental  Protection 
Agency,  Air  and  Radiation,  AASMCG, 
Ann  Arbor,  MI  48105 
Phone:  734  214-4820 
Email:  cook.Ieila@epamail.epa.gov 

RIN:  2060-AO34 


2838.  •  FUEL  ECONOMY 
REGULATIONS  FOR  AUTOMOBILES: 
TECHNICAL  AMENDMENTS  AND 
CORRECTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  49  USC  32901  et  seq 
CFR  Citation:  40  CFR  600 
Legal  Deadline:  None 

Abstract:  This  action  amends  and 
corrects  portions  of  the  Environmental 
Protection  Agency’s  (EPA)  existing  fuel 
economy  regulations,  located  at  40  CFR 
part  600.  There  are  two  reasons  for  this 
action.  First,  some  minor  corrections 
and  amendments  are  needed  to  correct 
portions  of  EPA’s  final  rule  for  fuel 
economy  labeling  requirements  for  cars 
and  light  trucks  (71  FR  77872, 

December  27,  2006).  Some 
typographical  errors  and  errors  of 
omission  will  be  corrected.  Second,  the 
Department  of  Transportation  finalized 
new  average  fuel  economy  standards 
for  light  trucks  on  April  6,  2006  (71 
FR  77872).  This  rule  amended  the 
existing  DOT  regulations  at  49  CFR  part 
523,  533,  and  537,  by  adding  new 
definitions,  setting  new  fuel  economy 
standards  for  light  trucks,  and 
amending  some  reporting  requirements. 
In  order  for  DOT  to  execute  its  new 
requirements,  DOT’S  regulations  rely  on 
EPA  to  reference  the  new  definitions 
and  collect  the  new  information  from 
automobile  manufacturers,  so  that  EPA 
can  determine  the  new  light  truck 
average  fuel  economy  targets.  The  new 
definitions  include  “medium  duty 
passenger  vehicle”  and  “footprint.” 
Under  the  Energy  Policy  and 
Conservation  Act  (EPCA),  EPA  is 
required  to  calculate  the  average  fuel 
economy  of  a  manufacturer  using 
methods  it  prescribes  by  regulation.  (49 
U.S.C.  32904(a)(1)(A)).  EPA  has 
conducted  this  activity  for  about  30 
years  and  this  rulemaking  only  updates 
the  information  the  Agency  will  receive 
'from  the  auto  manufacturers.  The 
changes  adopted  by  DOT  include  a  new 
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requirement  to  determine  the 
“footprint”  for  each  model  type  of 
vehicle,  so  that  target  standards  can  be 
calculated.  EPA  must  therefore  collect 
“footprint”  data  from  auto 
manufacturers,  which  includes 
measurements  for  front  track  width, 
rear  track  width,  wheelbase,  and  final 
sales  of  each  model  type.  EPA’s  current 
regulations  do  not  require 
manufacturers  to  submit  this 
information,  thus  a  minor  amendment 
is  needed  to  add  this  information 
collection.  The  DOT  rule  takes  effect 
with  2008  model  year  trucks,  which 
can  begin  to  be  produced  as  early  as 
January  2,  2007;  thus  it  is  important 
that  EPA  begin  collecting  this  new 
information  as  soon  as  possible.  These 
changes  do  not  change  the  existing  EPA 
test  procedures  or  calculation  methods 
for  average  fuel  economy. 

Timetable: 

Action  Date  FR  Cite 

Direct  Finai  Rule  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5124; 

Agency  Contact;  Linda  Hormes, 
Environmental  Protection  Agency,  Air 
and  Radiation,  AAPTIG,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4502 

Email;  hormes.linda@epamail.epa.gov 

David  Good,  Environmental  Protection 

Agency,  Air  and  Radiation,  AAPTIG, 

Ann  Arbor,  MI  48105 

Phone:  734  214-4450 

Fax:  734  214-4053 

Email;  good.david@epamail.epa.gcv 

RIN:  2060-AO36 


2839.  •  NONROAD  DIESEL 
TECHNICAL  AMENDMENTS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  EO  12866;  EO  13132; 
EO  13175;  EO  13045;  EO  13211 

CFR  Citation:  40  CFR  89;  40  CFR  1039 
Legal  Deadline:  None 

Abstract:  In  this  rulemaking,  EPA  is 
making  certain  technical  corrections  to 
the  existing  rules  establishing  emission 
standards  for  nonroad  diesel  engines 
(40  CFR  parts  89  and  1039).  We  are 
amending  those  rules  to  provide 
nonroad  diesel  equipment 


manufacturers  with  production 
technical  relief  provisions  that  address 
minor  technical  compliance  problems 
that  were  not  foreseen  when  the 
original  rule  was  promulgated. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5125; 

Agency  Contact:  Zuimdie  Guerra, 
Environmental  Protection  Agency,  Air 
and  Radiation,  ASD,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4387 

Fax:  734  214-4816 

Email:  guerra.zuimdie@epa.gov 

Cleophas  Jackson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
CISD,  Ann  Arbor,  MI  48105 
Phone;  734  214-4824 
Fax;  734  214-4816 
Email;  jackson.cleophas@epa.gov 

RIN:  2060-AO37 


2840.  •  RECOMMENDED  TEST 
METHODS  FOR  STATE 
IMPLEMENTATION  PLANS  (40  CFR 
PART  51,  APPENDIX  M),  ADDITION  OF 
METHOD  207,  “PRE-SURVEY 
PROCEDURE  FOR  CORN 
WET-MILLING  FACILITY  EMISSION 
SOURCES” 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  51 
Legal  Deadline:  None 

Abstract:  This  action  proposes  to  add 
a  test  method  for  measuring  VOC 
emissions  from  corn  wet  milling 
operations  to  40  CFR  part  51,  appendix 
M,  “Recommended  Test  Methods  for 
State  Implementation  Plans.” 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5140; 


Agency  Contact:  Gary  McAlister, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-02,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-1062 

Fax:  919  541-0516 

Email:  mcalister.gary@epa.gov 

Candace  Sorrell,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1064 

Fax:  919  541-0516 

Email:  sorrell.candace@epa.gov 

RiN:  2060-A039 


2841.*  RESPONSE  TO 
RECONSIDERATION  REGARDING 
NESHAP  STARTUP,  SHUTDOWN,  AND 
MALFUNCTION  AMENDMENTS 

Priority:  Info./Admin./Other 

Legal  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  Final,  Judicial,  April 
12,  2007,  Issue  response  before  the  next 
status  report. 

Abstract:  On  June  19,  2006, 

Earthjustice  on  behalf  of  the  Coalition 
for  a  Safe  Environment  petitioned  the 
Administrator  to  reconsider  a  final 
action  taken  on  startup,  shutdown,  and 
malfunction  provisions  in  the  part  63 
General  Provisions.  This  action  will 
announce  EPA’s  response  to  that 
petition. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5141; 

Agency  Contact:  Rick  Colyer, 
Environmental  Protection*  Agency,  Air 
and  Radiation,  D205-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5262 
Email:  colyer.rick@epa.gov 

Michael  Regan,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D205-02,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5294 
Email:  regan.michael@epa.gov 

RIN:  2060-AO40 
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2842.  ACCIDENTAL  RELEASE 
PREVENTION  REQUIREMENTS:  RISK 
MANAGEMENT  PROGRAMS  UNDER 
THE  CLEAN  AIR  ACT,  SECTION 
112(RK7);  AVAILABILITY  OF 
INFORMATION  TO  THE  PUBLIC; 
TECHNICAL  AMENDMENT 

Priority:  Info./Admin./Other 

Legal  Authority:  CAA  ll2(r) 

CFR  Citation:  40  CFR  68.210 
Legal  Deadline:  None 

Abstract:  Section  112{r)(7)  of  the  Clean 
Air  Act  (CAA)  and  its  implementing 
regulations  at  40  CFR  part  68  require 
certain  stationary  sources  to  report  an 
Off-site  Consequence  Analysis  (OCA), 
including  a  worst-case  release  scenario, 
in  a  Risk  Management  Plan  (RMP)  that 
is  to  be  made  available  to  the  public. 

In  response  to  concerns  that  posting 
OCA  information  on  the  Internet  might 
increase  the  risk  of  terrorist  and  other 
criminal  activities,  on  August  5,  1999, 
the  Chemical  Safety  Information,  Site 
Security,  and  Fuels  Regulatory  Relief 
Act  (CSISSFRRA)  was  enacted.  The  Act 
requires  the  President  to  promulgate 
regulations  governing  the  distribution 
of  the  OCA  sections  of  RMPs  that,  in 
the  opinion  of  the  President,  would 
minimize  the  likelihood  of  accidental 
releases  and  the  risk  of  terrorist  and 
other  criminal  activities  associated  with 
posting  this  information.  The  President 
delegated  his  rulemaking  authority  to 
the  Attorney  General  and  the 
Administrator  of  EPA,  who  jointly 
promulgated  the  required  regulations  at 
40  CFR  part  1400.  The  part  1400 
A  regulations  restrict  the  public’s  access 
to  the  OCA  sections  of  RMPs  in  certain 
ways.  As  currently  drafted,  however, 
section  68.210(a)  of  part. 68  states  that 
RMPs  are  available  to  the  public  under 
CAA  section  114,  which  makes 
information  collected  under  the  CAA, 
including  RMPs  in  their  entirety, 
available  to  the  public,  except  for 
confidential  business  information.  EPA 
is  therefore  revising  40  CFR  section 
68. 2 10(a) 'to  reflect  the  August  2000 
rulemaking.  The  revision  will  state  that 
OCA  data  is  made  available  to  the 
,  public  under  the  provisions  of  40  CFR 
part  1400.  This  revision  is  not  meant 
to  regulate  any  new  entities. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4607; 

Agency  Contact:  Sicy  Jacob, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-8019 
Fax:  202  564-2625 
Email:  jacob.sicy@epa.gov 

RIN:  2050-AE95 

2843.  REVIEW  OF  THE  NATIONAL 
AMBIENT  AIR  QUALITY  STANDARDS 
FOR  CARBON  MONOXIDE 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7409 
CFR  Citation:  40  CFR  50 

Legal  Deadline:  Final,  Statutory, 

August  1,  1999. 

Abstract:  Review  of  the  national 
ambient  air  quality  standards  (NAAQS) 
for  carbon  monoxide  (CO)  every  5  years 
is  mandated  by  the  Clean  Air  Act.  This 
review  assesses  the  available  scientific 
data  about  the  health  and 
environmental  effects  of  CO  and 
translates  the  science  into  terms  that 
can  be  used  in  making 
recommendations  about  whether  or 
how  the  standards  should  be  changed. 
The  last  review  of  the  CO  NAAQS  was 
completed  in  1994  with  a  final  decision 
that  revisions  were  not  appropriate  at 
that  time. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/09 

Final  Action  11/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4266; 

Agency  Contact:  Dave  Mckee, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-06,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5288 

Fax:  919  541-0237 

Email:  mckee.dave@epa.gov 

Harvey  Richmond,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-06,  Research  Triangle  Park,  NC  , 
27711 


Phone:  919  541-5271 

Email:  richmond.harvey@epa.gov 

RIN:  2060-AI43 

2844.  NESHAP:  GROUP  I  POLYMERS 
AND  RESINS  AND  GROUP  IV 
POLYMERS  AND  RESINS— 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  63.480  to  63.506 
(Revision);  40  CFR  63.1310  to  63.1335 
(Revision) 

Legal  Deadline:  None 

Abstract:  During  the  development  of 
the  National  Emission  Standard  for 
Hazardous  Air  Pollutants  (NESHAP)  for 
elastomers  (Group  I  polymers  and 
resins)  and  thermoplastics  (Group  IV 
polymers  and  resins)  (RINs  2060-AD56 
and  2060- AE3 7),  many  of  the 
provisions  contained  in  the  Hazardous 
Organic  NESHAP  (HON)  were 
referenced  directly  by  these  polymers 
and  resins  regulations  due  to 
similarities  in  processes,  emission 
characteristics,  and  control 
technologies.  On  January  17,  1997,  the 
EPA  promulgated  changes  to  the  HON 
to  remove  ambiguity,  to  clearly  convey 
EPA  intent,  and  to  make  the  rule  easier 
to  understand  and  implement  in 
response  to  industry'  petitions.  It  is 
necessary  to  make  parallel  changes  to 
the  polymers  and  resins  NESHAP; 
otherwise  inconsistencies  will  exist  for 
NESHAPs  regulating  similar  source 
categories.  An  ANPRM  was  published 
in  the  Federal  Register  on  November 
25,  1996  (61  FR  59849),  to  explain  the 
nature  of  changes  planned. 
Subsequently,  six  litigants  have 
petitioned  for  review  of  the  elastomers 
and  thermoplastics  regulations.  Four 
companies  have  petitioned  EPA  to 
reconsider  specific  provisions  in  the 
thermoplastics  regulation.  Revisions 
will  be  proposed  to  parallel  HON 
changes  and  to  resolve  petitioners’ 
issues. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  11/25/96  61  FR  59849 

Direct  Final — pet  jud  03/09/99  64  FR  1 1 536 

rev 

NPRM— pet  jud  rev  03/09/99  64  FR  11 555 

Direct  Final — comp  ext  05/07/99  64  FR  2451 1 
Direct  Final — pet  rec  06/08/99  64  FR  30406 
equio  leaks 

NPRM  2  06/08/99  64  FR  30453 

NPRM  3  06/08/99  64  FR  30456 
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Action 

Date 

FR  Cite 

Direct  Final — stay 
notice 

06/30/99 

64  FR  35023 

NPRM — stay  notice 

06/30/99 

64  FR  35107 

Direct  FinalOO 

08/29/00 

65  FR  52319 

NPRMOO 

08/29/00 

65  FR  52392 

Direct  Final  4 

10/26/00 

65  FR  64161 

Final  ActionOI 

02/23/01 

66  FR11233 

Direct  Final  Comp. 

02/26/01 

66  FR  11543 

NPRM  ComplianceOI 

02/26/01 

66  FR1550 

Final  1 

07/16/01 

66  FR  36924 

Final  2 

08/06/01 

66  FR  40903 

NPRM 

12/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  3939; 
EPA  publication  information:  ANPRM- 
Petitions  for  Jud.  Rev-Dow,  UCC, 
Exxon); 

Sectors  Affected:  325211  Plastics 
Material  and  Resin  Manufacturing 

Agency  Contact:  David  Markwordt, 

Environmental  Protection  Agency,  Air 

and  Radiation,  E143-01,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-0837 

Fax:  919  541-0246 

Email: 

markwordt.david@epamail.epa.gov 

Ken  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
E143-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AH47 


2845.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  OF  AIR  QUALITY: 
PERMIT  APPLICATION  REVIEW 
PROCEDURES  FOR  NON-FEDERAL 
CLASS  I  AREAS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7670  to  7479; 
CAA  160  to  169 

CFR  Citation:  40  CFR  51.166;  40  CFR 
52.21 

Legal  Deadline:  None 

Abstract:  Under  the  Clean  Air  Act’s 
prevention  of  significant  deterioration 
(PSD)  program,  a  State  or  tribe  may 
redesignate  its  lands  as  class  I  areas  to 
provide  enhanced  protection  for  its  air 
quality  resources.  This  rule  will  clarify 


the  PSD  permit  review  procedures  for 
new  and  modified  major  stationary 
sources  near  these  non-Federal  class  I 
areas.  EPA  seeks  to  develop  clarifying 
PSD  permit  application  procedures  that 
are  effective,  efficient,  and  equitable. 
Timetable: 

Action  Date  FR  Cite 

ANPRM  05/16/97  62  FR  271 58 

NPRM  To  Be  Determined 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  State, 
Tribal 

Additional  Information:  SAN  No.  3919; 

Agency  Contact:  Darrel  Harmon, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6101A,  Washington,  DC 
20460 

Phone:  202  564-7416 
Fax:  202  501-1153 

Email:  harmori. darrel@epamail.epa.gov 
RIN:  2060-AH01 


2846.  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS  FOR  STATIONARY 
COMBUSTION  TURBINES— PETITION 
TO  DELIST 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  The  Agency  has  received  a 
petition  to  remove  the  Gas  Turbines 
source  category  from  the  list  of 
hazardous  air  pollutant  sources  under 
section  112(c)  of  the  Clean  Air  Act.  The 
Agency  must  review  the  petition  and 
either  grant  or  deny  the  petition  within 
12  months  of  the  date  the  complete 
petition  is  received.  If  the  Agency 
grants  the  petition,  a  notice  of  proposed 
rulemaking  will  be  published  in  the 
Federal  Register,  allowing  the 
opportunity  for  public  comment.  If  the 
Agency  denies  the  petition,  a  notice  of 
denial  will  be  published  in  the  Federal 
Register  providing  an  explanation  of 
the  denial. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM — Delisting 

04/07/04 

69  FR  18327 

NPRM— STAY 

04/07/04 

69  FR  18338 

Final  Action — STAY 

08/18/04 

69  FR  51184 

Final  Action 

06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4751; 
EPA  publication  information:  NPRM- 
STAY  - 

http://www/epa.gov/fedrgstr/EPA- 

AIR/2004/April/Day-07/a7775.htm 

Sectors  Affected:  3336  Engine, 
Turbine,  and  Power  Transmission 
Equipment  Manufacturing;  221112 
Fossil  Fuel  Electric  Power  Generation 

Agency  Contact:  Kelly  Rimer, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C404-01,  Research 

Triangle  Park,  NC  27711 

Phone:-  919  541-2962 

Fax:  919  541-1039 

Email:  rimer.kelly@epamail.epa.gov 

Dave  Guinnup,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C404-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5368 
Fax:  919  541-0840 

Email:  guinnup.dave@epamail.epa.gov 
RIN:  2060-AK73 


2847.  PETITION  TO  DELIST 
HAZARDOUS  AIR  POLLUTANT:  4,4’— 
METHYLENE  DIPHENYL 
DIISOCYANATE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  The  Clean  Air  Act  requires 
EPA  to  regulate  188  compounds  that 
are  listed  as  air  toxics,  also  known  as 
hazardous  air  pollutants.  Air  toxics  are 
those  pollutants  known,  or  suspected, 
to  cause  cancer  and  other  human  health 
problems  The  law  allows  EPA  to 
consider  petitions  to  modify  the  list,  by 
adding  or  removing  substances. 
Individuals  seeking  to  remove  a 
substance  must  demonstrate  that  there 
are  adequate  data  to  determine  that 
emissions,  outdoor  concentrations, 
bioaccumulation,  or  atmospheric 
deposition  of  the  substance  may  not 
reasonably  be  anticipated  to  damage 
human  health  or  the  environment.  The 
Agency  received  a  petition  to  remove 
4, 4 ’-Methylene  Diphenyl  Diisocyanate 
(MDl)  firom  the  American  Chemistry 
Council  on  December  26,  2002.  Once 
EPA  receives  a  petition,  it  conducts  two 
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reviews:  A  completeness  review,  to 
determine  whether  there  is  sufficient 
information  on  which  to  base  a 
decision;  and  a  technical  review,  to 
evaluate  the  merits  of  the  petition.  The 
EPA  also  requests  and  considers 
information  from  the  public.  After  a 
comprehensive  technical  review  of  both 
the  petition  and  the  information 
received  from  the  public  to  determine 
whether  the  petition  satisfies  the 
requirements  of  the  CAA,  the  review 
team  is  required  to  make  a 
recommendation  to  the  Administrator 
on  whether  to  grant  the  petition.  If  the 
Administrator  decides  to  grant  a 
petition,  a  proposed  rule  is  published 
in  the  Federal  Register  which  proposes 
a  modification  of  the  HAP  list  and 
presents  the  reasoning  for  doing  so.  The 
proposed  rule  is  open  to  public 
comment  and  public  hearing  and  all 
additional  substantive  information 
received  during  the  public’s 
involvement  is  evaluated  prior  to  the 
decision  on  the  issuance  of  a  final  rule. 
However,  if  the  Administrator  decides 
to  deny  a  petition,  a  notice  setting  forth 
an  explanation  of  the  reasons  for  denial 
is  published  instead.  A  notice  of  denial 
constitutes  final  Agency  action  of 
nationwide  scope  and  applicability, 
and  is  subject  to  judicial  review  as 
provided  in  the  CAA. 

Timetable: 

Action  Date  FR  Cite 

Notice  of  Complete  05/26/05  70  FR  30407 

Petition 

NPRM  08/00/08 

Regulatory  Flexibility  Analysis 
Required;  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4782; 

Agency  Contact:  Greg  Nizich, 
Environmental  Protection  Agency,  Air 
and  Radiation,  E143-01,  Research 
Triangle  Park,  NC  27709 
Phone;  919  541-3078 
•  Email:  nizich.greg@epamail.epa.gov 

Scott  Jenkins,  Environmental  Protection 
Agency,  Air  and  Radiation,  C445-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-1167 
Email:  jenkins.scott@epa.gov 

RIN:  2060-AK84 


2848.  SECTION  126  RULE 
WITHDRAWAL  PROVISION 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42.USC  7426 
CFR  Citation:  40  CFR  52 
Legal  Deadline:  None 

Abstract:  EPA  is  proposing  tq  revise 
one  narrow  aspect  of  the  section  126 
rule,  which  was  promulgated  January 
18,  2000.  That  rule  requires  certain 
sources  located  in  the  eastern  United 
States  to  reduce  their  NOx  emissions 
for  purposes  of  reducing  ozone 
transport.  EPA  coordinated  the  section 
126  rule  with  a  related  ozone  transport 
rule,  known  as  the  NOx  State 
implementation  plan  call  (NOx  SIP 
Call),  which  also  addresses  ozone 
transport  in  the  eastern  United  States. 
The  EPA  established  the  same 
compliance  date  for  both  rules.  May  1, 
2003.  The  EPA  included  a  provision  in 
the  section  126  rule,  which  provided 
that  where  a  State  adopted,  and  EPA 
approved,  a  SIP  controlling  transport 
under  the  NOx  SIP  Call,  and  with  a 
May  1,  2003,  compliance  date,  EPA 
would  withdraw  the  section  126 
requirements  for  sources  in  that  State. 
This  was  a  practical  way  to  address  the 
overlap  between  the  two  rules  and 
avoid  having  sources  be  subject  to  two 
sets  of  potentially  different  NOx 
transport  control  requirements.  As  the 
result  of  court  actions,  the  compliance 
dates  for  the  section  126  rule  and  the 
NOx  SIP  Call  have  both  been  delayed 
until  May  31,  2004.  In  addition,  the 
NOx  SIP  Call  has  been  divided  into  two 
phases.  Therefore,  it  is  necessary  to 
revise  the  section  126  rule  withdrawal 
provision  so  that  it  will  continue  to 
operate  under  these  new  circumstances. 
This  action  also  proposes  to  withdraw 
the  section  126  rale  in  States  that  meet 
the  proposed  revised  criteria. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/04/03  68  FR  16644 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected;  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4689; 
EPA  publication  information:  NPRM  - 
http:/ /wwrw.epa.gov/ fedrgstr/EPA- 
AI^2003/April/Day-04/a8152.htm; 

Agency  Contact:  Carla  Oldham, 
Environmental  Protection  Agency,  Air  ’ 


and  Radiation,  C539-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3347 
Fax:  919  541-5489 

Email:  oldham.carla@epamail.epa.gov 

Doug  Grano,  Environmental  Protection 
Agency,  Air  and  Radiation,  C539-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-3292 
Email:  grano.doug@epa.gov 

RIN:  2060-AK41 


2849.  IMPORTATION  OF 
NONCONFORMING  VEHICLES; 
AMENDMENTS  TO  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7522  “CAA 
203”;  42  USC  7525  “CAA  206”;  42  USC 
7541  “CAA  207”;  42  USC  7542  “CAA 
208”;  42  USC  7601  “CAA  301”;  42  USC 
7522  “CAA  203”;  42  USC  7550  “CAA 
216”;  42  USC  7601  “CAA  301” 

CFR  Citation:  40  CFR  85 
Legai  Deadline:  None 

Abstract:  This  action  will  amend  the 
regulations  in  40  CFR  part  85,  subpart 
P,  to  allow  entry  into  the  United  States 
of  vehicles  which  are  originally  sold  in 
Canada  and  which  are  identical  to  their 
U.S.  counterparts,  without  obtaining  a 
certificate^of  conformity  from  EPA.  This 
action  is  in  response  to  a  petition  for 
review  of  import  rules.  The  final  rule 
also  will  address  certain  other  issues 
in  part  85,  subpart  P  and  subpart  R, 
including:  (1)  Formalizing  a  long¬ 
standing  EPA  policy  regarding  the 
importation  of  owned  vehicles  that  are 
proven  to  be  identical  to  a  vehicle 
certified  for  sale  in  the  United  States: 

(2)  establishing  new  emission  standards 
applicable  to  imported  nonconforming 
vehicles:  (3)  clarifying  the  regulatory 
language  that  concerns  exclusions  and 
exemptions  from  meeting  Federal 
emission  requirements:  and  (4) 
providing  several  minor  clarifications 
to  the  existing  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/24/94  59  FR  13912 

Final  Action  05/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additionai  information:  SAN  No.  2665; 
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Agency  Contact:  Bob  Doyle, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6405J,  Washington,  DC 
20460 

Phone:  202  343-9258 
Email:  doyle.robert@epa.gov 

RIN:  2060-AI03 


2850.  NESHAP:  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  STANDARDS  FOR 
HAZARDOUS  WASTE  COMBUSTORS 
(RECONSIDERATION  OF  THE 
PARTICULATE  MATTER  STANDARD) 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7412;  42  USC 
7414 

CFR  Citation:  40  CFR  63 
Legai  Deadline:  None 

Abstract:  EPA  promulgated  national 
emission  standards  for  hazardous  air 
pollutants  for  hazardous  waste 
combustors  on  October  12,  2005. 
Following  promulgation  of  the  final 
rule,  the  EPA  Administrator  received 
four  petitions  for  reconsideration 
pursuant  to  section  307(d)(7)(B)  of  the 
Clean  Air  Act.  Under  this  section  of 
the  Clean  Air  Act,  the  Administrator 
shall  initiate  reconsideration 
proceedings  if  the  petitioner  can  show 
that  it  was  impracticable  to  raise  an 
objection  to  a  rule  within  the  public 
comment  period  or  that  the  grounds  for 
the  objection  arose  after  the  public 
comment  period. 

On  March  23,  2006,  EPA  granted 
reconsideration  of  and  requested 
comment  on  one  issue  raised  in  two 
of  the  petitions.  The  issue  under 
reconsideration  is  the  new  source 
standard  for  particulate  matter  for 
cement  kilns  that  burn  hazardous 
wastes.  In  this  final  rule  EPA  plans  to 
issue  its  final  reconsideration 
determination  of  this  emission 
standard.  This  final  rule  will  be  issued 
in  conjunction  with  another  rule 
related  to  the  reconsideration 
proceedings  (SAN  5047.1). 

Timetable: 

Action  Date  *FR  Cite 

NPRM  03/23/06  71  FR  14665 

Administrative  Stay  03/23/06  71  FR  14655 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 


Government  Levels  Affected:  Federal, 
State,  Tribal 

Additional  Information:  SAN  No.  5047; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/March/Day-23/a2703.htm: 
EPA  Docket  information;  EPA-HQ-OAR- 
2004-0022 

URL  For  More  Information: 

http :/ / www.epa.gov/hwcmact/ 

Agency  Contact:  Frank  Behan, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5302P,  Washington,  DC  20460 
Phone:  703  308-8476 
Fax:  703  308-8433 
Email:  behan.frank@epa.gov 

RIN:  2050-AG29 


2851.  NESHAP:  NATIONAL  EMISSION 
STANDARDS  FOR  HAZARDOUS  AIR 
POLLUTANTS:  STANDARDS  FOR 
HAZARDOUS  WASTE  COMBUSTORS 
(RESPONSE  TO  PETITIONS  FOR 
RECONSIDERATION) 

Priority:  Other  Significant 

Legal  Authority:  42  USC  6924:  42  USC 
6925:  42  USC  7412;  42  USC  7414 

CFR  Citation:  40  CFR  63  (Revision):  40 
CFR  264  (Revision):  40  CFR  266 
(Revision) 

Legal  Deadline:  Final,  Judicial,  April 
16,  2007. 

EPA’s  promise  to  court  to  complete 
reconsideration.  (Sierra  Club  v.  EPA  No 
05-1441  (D.C.  Cir.))  July  16,  2007,  EPA 
to  inform  coiul  of  Agency’s  intended 
disposition  of  rule  in  light  of  Brick 
MACT  decision. 

Abstract:  EPA  promulgated  national 
emission  standards  for  hazardous  air 
pollutants  for  hazardous  waste 
combustors  on  October  12,  2005. 
Following  promulgation  of  the  final 
rule,  the  EPA  Administrator  received 
four  petitions  for  reconsideration 
pursuant  to  section  307(d)(7)(B)  of  the 
Clean  Air  Act.  Under  this  section  of 
the  Clean  Air  Act,  the  Administrator 
shall  initiate  reconsideration 
proceedings  if  the  petitioner  can  show 
that  it  was  impracticable  to  raise  an 
objection  to  a  rule  within  the  public 
comment  period  or  that  the  grounds  for 
the  objection  arose  after  the  public 
comment  period.  On  September  6, 

2006,  EPA  granted  reconsideration  of 
and  requested  comment  on  seven  issues 
raised  in  the  petitions.  EPA  also 
proposed  several  amendments  and 


corrections  to  the  October  2005  final 
rule  that  clarify  several  compliance  and 
monitoring  amendments.  This  final  rule 
will  be  issued  in  conjunction  with 
another  rule  related  to  the 
reconsideration  proceedings  (SAN 
5047). 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/06/06  71  FR  52624 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal. 
State,  Tribal 

Additional  Information:  SAN  No. 

5047.1;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/ September/Day- 
06/a7251.htm;  Split  from  RIN  2050- 
AG29;  EPA  Docket  information:  EPA- 
HQ-OAR-2004-0022 

URL  For  More  Information: 

http;//www.epa.gov/hwcmact/ 

Agency  Contact:  Frank  Behan, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5302P,  Washington,  DC  20460 
Phone:  703  308-8476 
Fax:  703  308-8433 
Email:  behan.frank@epa.gov 

RIN:  2050-AG35 


2852.  TRANSPORTATION 
CONFORMITY  RULE  AMENDMENT: 
CLARIFICATION  OF  TRADING 
PROVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7401  to  7671 
“CAA  176(c)’’ 

CFR  Citation:  40  CFR  51;  40  CFR  93 

Legai  Deadline:  None 

Abstract:  The  transportation 
conformity  rule,  promulgated  in 
November  1993,  ensures  that 
transportation  and  air  quality  planning 
are  consistent  with  Clean  Air  Act  air 
quality  standards.  The  Open  Market 
Trading  Guidance  provides  guidance  to 
States  for  establishing  a  method  to 
quantify  emissions  reductions  (called 
discrete  emissions  reductions  or  DERs) 
that  can  be  traded  among  parties  and 
how  such  trading  should  occur.  This 
action  will  amend  the  transportation 
conformity  rule  to  clarify  how 
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emissions  trading  could  be  reconciled 
in  the  conformity  process. 

Timetable: 

Action  Date  FR  Cite^ 

NPRM  11/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  3917; 

Agency  Contact:  Angela  Spickard, 
Environmental  Protection  Agency,  Air 
and  Radiation,  NFEVL,  Ann  Arbor,  MI 
48105 

Phone:  734  214-4238 

Email:  spickard.angela@epamail.epa.gov 

RIN:  2060-AH31 


2853.  SECTION  126  RULE: 
WITHDRAWAL  OF  FINDINGS  FOR 
SOURCES  IN  MICHIGAN 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  52.34 
Legal  Deadline:  None 

Abstract:  EPA  coordinated  the  section 
126  rule  with  another  rule  known  as 
the  NOx  State  implementation  plan 
(SIP)  Call,  because  both  rules  addresses 
ozone  transport  in  the  eastern  half  of 
the  United  States.  EPA  established  a 
mechanism  in  the  section  126  rule 
whereby  the  rule  would  be  withdrawn 
for  sources  in  a  State  if  the  State 
submitted,  and  EPA  approved,  a  SIP 
that  complied  with  the  NOx  SIP  Call. 
This  was  a  practical  way  to  address  the 
overlap  between  the  two  rules  and 
avoid  having  sources  be  subject  to  two 
sets  of  potentially  different  NOx 
transport  control  requirements.  As  the 
result  of  court  actions,  the  compliance 
dates  for  the  section  126  rule  and  the 
NOx  SIP  Call  have  been  delayed  and 
the  NOx  SIP  Call  has  been  divided  into 
two  phases.  Therefore,  in  a  separate 
action,  EPA  proposed  to  revise  the 
section  126  rule  withdrawal  provision 
,so  that  it  will  continue  to  operate  under 
these  new  circumstances.  Under  that 
proposal,  where  a  State  submits  a  NOx 
SIP  that  meets  only  Phase  1  of  the  NOx 
SIP  Call,  EPA  would  need  to  make  a 
determination  that  the  SIP  controls  the 
total  group  of  section  126  somces  to 
the  same  stringency  as  the  section  126 
rule  would  before  the  section  126  rule 


could  be  withdrawn.  In  this  current 
action,  EPA  is  proposing  that  the 
Michigan  Phase  I  SIP  meets  the 
proposed  revised  section  126  rule 
withdrawal  criteria,  and  therefore,  if 
EPA  finalizes  the  withdrawal  criteria  as 
proposed,  EPA  would  withdraw  the 
section  126  rule  for  sources  in 
Michigan. 

Timetable: 

Action  Date  FR  Cite 

NPRM  ‘  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local 

Additional  Information:  SAN  No.  4796; 

Agency  Contact;  Carla  Oldham, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3347 
Fax:  919  541-5489 

Email:  oldham.carla@epamail.epa.gov 

Doug  Grano,  Environmental  Protection 
Agency,  Air  and  Radiation,  C539-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-3292 
Email:  grano.doug@epa.gov 

RIN:  2060-AL83 


2854.  LIFTING  THE  STAY  OF  THE 
EIGHT-HOUR  PORTION  OF  THE 
FINDINGS  OF  SIGNIFICANT 
CONTRIBUTION  AND  RULEMAKING 
FOR  PURPOSES  OF  REDUCING 
INTERSTATE  OZONE  TRANSPORT 
(“NOX  SIP  CALL”) 

Priority:  Other  Significant 
Legal  Authority:  42  USC  7401  et  seq 
CFR  Citation:  40  CFR  51.121 
Legal  Deadline:  None 
Abstract:  In  the  Nitrogen  Oxides  State 
Implementation  Plan  Call  (NOx  SIP 
Call)(63  FR  57356,  October  27,  1998), 
EPA  found  that  emissions  of  NOx  from 
22  States  and  the  District  of  Columbia 
(hereinafter  referred  to  as  ‘23  States’) 
significantly  contribute  to  downwind 
areas’  nonattainment  of  the  1-hour 
ozone  NAAQS.  EPA  also  separately 
found  that  NOx  emissions  from  the 
same  23  States  significantly  contribute 
to  downwind  nonattainment  of  the  8- 
hour  ozone  NAAQS.  Subsequently,  tbe 
U.S.  Court  of  Appeals  for  the  District 
of  Columbia  Circuit  (DC  Circuit) 


remanded  the  8-hour  ozone  NAAQS. 
[American  Trucking  Associations,  Inc. 

V.  EPA,  175  F.3d  1027  on  rehearing  195 
F.3d  4  (DC  Cir.  1999).]  EPA  stayed  the 
8-hour  basis  of  tbe  NOx  SIP  Call  rule 
on  September  18,  2000  (65  FR  56245) 
based  on  the  uncertainty  created  by  the 
DC  Circuit’s  decision.  EPA  has  now 
completed  the  actions  necessary  to 
address  the  aforementioned  remand, 
and  therefore  is  now  conducting 
rulemaking  to  lift  the  stay.  EPA  is., 
proposing  to  lift  the  stay  of  our  findings 
in  the  NOx  SIP  Call  contained  in  40 
CFR  section  51.121(a)(2),  related  to  the 
8-hour  ozone  national  ambient  air 
quality  standards  (NAAQS).  This  action 
does  not  create  any  new  requirements: 
it  merely  reinstitutes  a  requirement  of 
the  NOx  SIP  Call  that  had  previously 
been  stayed. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  4797; 
Agency  Contact:  Jan  King, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5665 
Email:  king.jan@epa.gov 

Doug  Grano,  Environmental  Protection 
Agency,  Air  and  Radiation,  C539-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-3292 
Email:  grano.doug@epa.gov 

RIN:  2060-AL84 


2855.  PETITION  TO  DELIST  A 
HAZARDOUS  AIR  POLLUTANT  FROM 
SECTION  112  OF  THE  CLEAN  AIR 
ACT:  METHYL  ISOBUTYL  KETONE 
(MIBK) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 
Abstract;  The  Ketones  Panel  of  the 
American  Chemistry  Council  (ACC)  has 
petitioned  the  Agency  to  remove 
methyl  isobutyl  ketone  (MIBK)  from  the 
Clean  Air  Act  (CAA)  hazardous  air 
pollutant  (HAP)  list.  The  ACC 
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originally  submitted  the  petition  in 
April  of  1997.  EPA  suspended  review 
of  the  petition  pending  the  completion 
of  2-generation  reproductive  effects 
study.  That  study  is  now  complete.  On 
October  17,  2003,  the  ACC  submitted 
an  addendum  to  the  1997  petition, 
which  includes:  The  results  of  the  2- 
generation  reproductive  effects  study:  a 
presentation  of  the  updated  EPA  IRIS 
file  for  MIBK,  updated  air  dispersion 
modeling,  and  an  analysis  of  potential 
transformation  products.  Based  on  this 
new  submission,  the  ACC  requested 
that  EPA  reopen  its  review  of  the  MIBK 
petition.  EPA  did  reopen  its  review  of 
the  petition.  However,  since  the  last 
submittal  by  the  petitioner,  a  2-year 
MIBK  bioassay  by  the  National 
Toxicology  Program  (NTP)  has  been 
completed.  A  draft  report  of  this  study 
was  reviewed  by  the  NTP  Board  of 
Scientific  Counselors  Technical  Reports 
Review  Subcommittee,  which  accepted 
unanimously  the  conclusions  in  the 
report  that  there  is  some  evidence  of 
carcinogenic  activity  of  MIBK.  EPA  has 
notified  the  petitioner  that  further 
review  of  the  petition  will  require  that 
the  petitioner  submit  information 
regarding  the  relevance  of  the  NTP 
study  and  a  risk  characterization  for  the 
human  risk  of  cancer  from  MIBK 
exposures,  which  would  include  the 
derivation  of  a  cancer  unit  risk 
estimate.  Given  the  significant  time  that 
will  be  necessary  to  prepare  and  submit 
this  information,  we  are  considering  the 
MIBK  petition  review  a  long-term 
action. 

Timetable: 

Action  Date  FR  Cite 

Notice  07/19/CM  69  FR  42954 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4849 

Agency  Contact:  Mark  Morris, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C404-01,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5416 
Email:  morris.mark@epamail.epa.gov 

Dave  Guinnup,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C404-01,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5368 


Fax:  919  541-0840 

Email:  guinnup.dave@epamail.epa.gov 
RIN:  2060-AM20 


2856.  PREVENTION  OF  SIGNIFICANT 
DETERIORATION  (PSD)  AND 
NON-ATTAINMENT  NEW  SOURCE 
REVIEW  (NSR):  ROUTINE 
MAINTENANCE,  REPAIR,  AND 
REPLACEMENT  (RMRR); 
MAINTENANCE  AND  REPAIR 
AMENDMENTS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  51.165;  40  CFR 
51.166;  40  CFR  52.21 

Legal  Deadline:  None 

Abstract:  This  rulemaking  is  a  follow 
up  to  SAN  4676,  which  is  a  final  rule 
that  specifies  categories  of  equipment 
replacement  activities  that  would 
qualify  as  “routine  maintenance,  repair, 
and  replacement”  (RMRR)  under  the 
Clean  Air  Act’s  New  Source  Review 
(NSR)  Program  (40  CFR  parts  51  and 
52).  SAN  4676’s  final  action — referred 
to  as  the  “equipment  replacement 
provision”  (ERP) — was  promulgated  in 
the  Federal  Register  on  October  27, 

2003  (68  FR  61248).  The  action 
summarized  here,  SAN  4676.3,  when 
finalized,  will  establish  a  regulatory 
definition  for  maintenance  and  repair 
activities  (that  are  not  equipment 
replacements)  that  qualify- for  the 
RMRR  Exclusion  from  Major  NSR.  We 
previously  proposed  options  for  this 
SAN  in  our  RMRR  proposal  on 
December  31,  2002  (67  FR  80920). 
However,  this  action  will  propose  and 
take  comments  on  an  additional 
approach. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  Undetermined 

Additional  Information:  SAN  No. 

4676.3;  EPA  publication  information: 
NPRM-Publication  date  is  projected; 
Split  from  RIN  2060-AK28 

Agency  Contact:  David  Painter, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C504-03,  Research 
Triangle  Park,  NC  27711 


Phone:  919  541-5515 
Fax:  919  541-5509 

Email:  painter.david@epamail.epa.gov 

Dave  Svendsgaard,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C504-03,  Research  Tridhgle  Park.  NC 
27711 

Phone:  919  541-2380 

Fax:  919  541-5509 

Email:  svendsgaard.dave@epa.gov 

RIN:  2060-AM62 


2857.  REQUEST  FOR  COMMENTS  ON 
POTENTIALLY  INADEQUATE 
MONITORING  IN  CLEAN  AIR 
APPLICABLE  REQUIREMENTS  AND 
ON  METHODS  TO  IMPROVE  SUCH 
MONITORING 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  60;  40  CFR  61; 

40  CFR  63 

Legal  Deadline:  None 

Abstract:  This  project  is  part  of  a  four¬ 
pronged  approach  to  improve  emissions 
monitoring  in  air  regulations.  The 
purpose  of  this  project  is  to  identify 
and  update  existing  regulations  with 
poor  or  no  emissions  monitoring 
provisions.  More  specifically,  the 
purpose  of  this  project  is  to  review 
parts  60,  61,  and  63  regulations  where 
the  emissions  monitoring  provisions  are 
deemed  inadequate  to  provide  a 
reasonable  assurance  of  compliance.  An 
ANPRM  was  published  asking  for 
comments  on  updating  existing 
regulations  with  poor  or  no  emissions 
monitoring  provisions.  A  response  to 
comments  document  has  been 
prepared.  In  addition,  a  database 
including  the  initial  review  of  the 
emissions  monitoring  provisions’ 
inadequacies  of  parts  60,  61,  and  63 
rules  has  been  completed. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  02/16/05  70  FR  7905 

NPRM  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  . 

4699.1;  EPA  publication  information: 
ANPRM  - 

http://www.epa.gov/fedrgstr/EPA- 

AIR/2005/February/Day-16/a2995.htm; 
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Split  from  RIN  2060-AK29;  Individual 
Document  id  in  the  EPA  docket: 
http://ww^w. epa.gov/edocket 

Agency  Contact:  Tom  Driscoll, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5135 

Fax:  9l9  541-4028 

Email:  driscoll.tom@epa.gov 

Barrett  Parker,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-05,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-5365 
Fax:  919  541-1039 
Email:  parker.barrett@epa.gov 
RIN:  2060-AM63 


2858.  NESHAP:  TACONiTE  IRON  ORE 
PROCESSING;  AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 
Legai  Deadiine:  None 
Abstract:  EPA  promulgated  National 
Emission  Standards  for  Hazardous  Air 
Pollutants  (NESHAP)  for  Taconite  Iron 
Ore  Processing  on  October  30,  2003  (68 
FR  61867).  EPA  was  subsequently 
petitioned  by  National  Wildlife 
Federation  (NWF)  concerning  several 
technical  issues,  including  the  alleged 
failure  of  EPA  to  establish  emissions 
standards  for  mercury  and  asbestos. 
EPA  has  decided  to  voluntarily  remand 
both  the  mercury  and  asbestos  sections 
of  the  rule.  The  motions  for  both 
remands  w'ere  granted  by  the  United 
States  Court  of  Appeals. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/09 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Levels  Affected:  State 
Additional  Information:  SAN  No.  4929; 

Agency  Contact:  Conrad  Chin, 
fenvironmental  Protection  Agency,  Air 
and  Radiation,  D243-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-1512 
Email:  chin.conrad@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 


Phone:  919  541-2837 

Fax:  919  541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM87 


2859.  IMPLEMENTATION  RULE  FOR 
8-HOUR  OZONE  NAAQS: 
RECONSIDERATION; 

OVERWHELMING  TRANSPORT 
CLASSIFICATION 

Priority;  Other  Significant 
Legal  Authority:  42  USC  7408;  42  USC 
7410;  42  USC  7501  to  751lf;  42  USC 
7601(a)(1) 

CFR  Citation:  40  CFR  51;  40  CFR  50; 

40  CFR  81 

Legal  Deadline:  None 
Abstract:  This  rule  was  issued  as  a 
result  of  EPA’s  Reconsideration  of  the 
Phase  I  Rule  to  Implement  the  8-Hour 
Ozone  NAAQS  as  requested  by 
Earthjustice.  Specifically,  this  rule  will 
address  the  Overwhelming  Transport 
Classification.  The  Phase  I  Rule 
provided  specific  requirements  for  State 
and  local  air  pollution  control  agencies 
and  Tribes  to  prepare  State 
implementation  plans  (SIPs)  and  Tribal 
Implementation  Plans  (TIPs)  under  the 
8-hour  national  ambient  air  quality 
standard  (NAAQS)  for  ozone,  published 
by  EPA  on  July  18,  1997.  The  Clean 
Air  Act  (CAA)  requires  EPA  to  set 
ambient  air  quality  standards  and 
requires  States  to  submit  SIPs  to 
implement  those  standards.  The  1997 
standards  were  challenged  in  court,  but 
in  February  2001 ,  the  Supreme  Court 
determined  that  EPA  has  authority  to 
implement  a  revised  ozone  standard, 
but  ruled  that  EPA  must  reconsider  its 
implementation  plan  for  moving  from 
the  1-hour  standard  to  the  revised 
standard.  The  Supreme  Court  identified 
conflicts  between  different  parts  of  the 
CAA  related  to  implementation  of  a 
revised  NAAQS,  provided  some 
direction  to  EPA  for  resolving  the 
conflicts,  and  left  it  to  EPA  to  develop 
a  reasonable  approach  for 
implementation.  Thus,  the  Phase  I  Rule 
addressed  the  requirements  of  the  CAA 
and  the  Supreme  Court’s  ruling. 
Timetable: 

Action  Date  FR  Cite 

NPRM  03/27/06  71  FR  15098 

Final  Action  08/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Levels  Affected:  Local, 
State,  Tribal 

Additional  Information:  SAN  No. 

4625.4;  EPA  publication  information: 
NPRM  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/March/Day-27/a2909.htm: 
Split  from  RIN  2060-AJ99. 

Agency  Contact:  Denise  Gerth, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-01,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5550 

Fax:  919  541-0824 

Email:  gerth.denise@epa.gov 

John  Silvasi,  Environmental  Protection 
Agency,  Air  and  Radiation,  C539-01, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5666 
Email:,  silvasi. john@epa.gbv 

RIN:  2060-AN26 


2860.  NESHAP:  ORGANIC  LIQUID 
DISTRIBUTION  (NON-GASOLINE); 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 
Legai  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 

Legal  Deadline:  NPRM,  Judicial, 
October  31,  2006. 

Abstract:  We  are  currently  in 
litigation/settlement  discussions  in 
response  to  a  Petition  for 
Reconsideration  of  the  final  rule.  The 
outcome  could  result  in  an  amendment 
to  the  rule  that  would  require  control 
of  wastewater  emission  sources  at  OLD 
facilities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No. 

4910.1:  Split  from  RIN  2060-AM77. 

Agency  Contact:  Brenda  Shine. 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439— 03,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3608 
Email:  shine.brenda@epamail.-epa.gov 

Kent  Hustvedt,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-03.  Research  Triangle  Park,  NC 
27711 
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Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AN37 


2861.  NOTICE  FOR  INFORMATION  ON 
DETERMINING  THE  EMISSIONS 
REDUCTIONS  ACHIEVED  FROM 
LIMITING  THE  VOC  CONTENT  OF 
ARCHITECTURAL  COATINGS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  CAA  A  sec  110 
CFR  Citation:  40  CFR  51 
Legal  Deadline:  None 

Abstract:  This  action  is  a  Proposed 
Rulemaking  (PRM)  to  discuss  and  take 
comment  on  approaches  for  calculating 
emission  reductions  from  the  national 
architectural  and  industrial 
maintenance  (AIM)  coating  rule  and 
other  architectural  rules.  Review  of  the 
comments  received  could  result  in  a 
rule  or  policy  guidance  on  calculation 
methodology.  Conference  calls  have 
been  initiated  in  order  that  EPA 
proceed  to  move  forward  with  drafting 
an  NPRM  due  to  interest  from  both 
States  and  the  regulated  community. 

Timetable: 


Action 


Date  FR  Cite 


ANPRM 

Comment  Period 
Extended 
Second  Comment 
Period  Extended 
NPRM 


08/31/05  70  FR  51694 
10/13/05  70  FR  59680 

12/20/05  70  FR  75439 

To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 


Government  Leveis  Affected:  None 
Additional  Information:  SAN  No.  5009; 
EPA  publication  information:  ANPRM 
-  http://www.epa.gov/fedrgstr/EPA- 
AIR/2005/August/Day-31/al  7357.htm; 

Agency  Contact:  Dave  Sanders, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-01,  Research 
Triangle  Park.  NC  27711 
Phone:  919  541-3356 
Fax:  919  541-0824 

Email:  sanders.dave@epamail.epa.gov 


Marcia  Spink,  Environmental 

Protection  Agency,  Air  and  Radiation, 

3AP20,  Philadelphia,  PA  19103-2029 

Phone:  215  814-2104 

Fax:  215  814-2124 

Email:  spink.marcia@epa.gov 

RIN:  2060-AN42 


2862.  RULE  INTERPRETING  THE 
SCOPE  OF  TITLE  V  OPERATING 
PERMIT  MODIFICATIONS  WHERE  EPA 
HAS  APPROVED  ALTERNATIVE 
MONITORING  AND  TESTING 
PROVISIONS 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  Clean  Air  Act 
CFR  Citation:  40  CFR  70;  40  CFR  71 
Legai  Deadline:  None 

Abstract;  The  purpose  of  this 
rulemaking  is  to  clarify  the  meaning  of 
“significant  permit  modification”  (in  40 
CFR  parts  70  and  71)  as  it  pertains  to 
an  alternative  emissions  monitoring 
and  testing  request  that  has  been 
approved  by  EPA,  and  to  clarify  how 
the  approved  request  becomes 
incorporated  into  a  title  V  operating 
permit.  The  EPA  routinely  receives 
requests  from  industry  to  approve 
alternative  monitoring  and  testing 
provisions.  The  Code  of  Federal 
Regulations  (CFR),  under  sections 
60.8(b),  61.13(h),  63.7(f),  51.212(b)(2), 
60.13(1),  61.14(g),  and  63.8(f), 
authorizes  EPA  to  approve  an 
alternative  monitoring  or  testing 
request,  provided  an  adequate 
demonstration  of  equivalency  with  the 
required  monitoring  or  testing  has  been 
made.  EPA  believes  that  the  approved 
alternative  monitoring  or  testing 
provisions  should  be  incorporated  into 
the  title  V  operating  permit  quickly  and 
without  burden  to  the  permitting 
authority  or  the  source. 

Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  10/00/08 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5079; 

Agency  Contact:  Tom  Driscoll, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-03,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5135 

Fax:  919  541-4028 

Email:  driscoll.tom@epa.gov 

Barrett  Parker,  Environmental 
Protection  Agency,  Air  and  Radiation, 
D243-05,  Research  Triangle  Park.  NC 
27711 

Phone:  919  541-5365 


Fax:  919  541-1039 

Email:  parker.barrett@epa.gov 

RIN:  2060-AN93 


2863.  NESHAP:  MERCURY  CELL 
CHLOR-ALKALI  PLANTS— 
AMENDMENTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  7412 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 

Abstract:  Section  112(c)(6)  of  the  Clean 
Air  Act  requires  us  to  list  categories 
of  sources  for  seven  specific  pollutants 
(including  mercury)  assuring  that 
sources,  accounting  for  not  less  than  90 
percent  of  the  aggregate  emissions  of 
each  pollutant  are  subject  to  standards 
pursuant  to  section  112(d)(2).  Chlor- 
alkali  plants  are  among  the  source 
categories  listed  to  achieve  the  90 
percent  goal  for  mercury.  Currently,  the 
source  category  includes  nine  plants  in 
eight  States  engaged  in  the  production  • 
of  chlorine  and  caustic-using  mercury 
cells.  Together,  these  plants  account  for 
45  percent  of  the  nationwide  mercury 
inventory  for  non-combustion  sources. 
Periodically,  mercury  cell  chlor-alkali 
plants  must  replace  mercury  in  the 
cells.  Since  mercury  is  not  consumed 
by  the  process,  this  mercury  leaves  the 
plant  site  in  products,  wastes,  or 
through  the  air.  However,  mercury  cell 
plants  are  not  able  to  account  for  a 
considerable  amount  of  the  mercur\' 
that  must  be  replaced.  As  cited  in  the 
preamble  to  the  final  rule,  there  were 
around  65  tons  of  mercury  unaccounted 
for  in  2000  (68  FR  70920).  However, 
in  2005  only  three  tons  of  mercury 
were  unaccounted  for,  from  mercury 
cell  plants.  Since  the  amount  of 
mercury  in  products,  and  wastes,  and 
mercury  emitted  to  the  air  through 
stacks  are  not  well  quantified,  NRDC 
maintains  that  all  this  “missing’' 
mercury  is  emitted  via  fugitive 
emissions  from  the  cell  rooms.  NRDC 
submitted  a  petition  for  reconsideration 
requesting  EPA  to  more  accurately 
quantify  the  emissions  of  mercury  from 
this  industry.  In  response  to  NRDC’s 
petition,  the  EPA  is  initiating  a  testing 
and  monitoring  study  to  evaluate  and 
better  characterize  fugitive  emissions 
from  mercury  cell  chlor-alkali  plants. 
The  results  of  this  study  will  improve 
EPA’s  ability  to  measure  and  predict 
mercury  emissions  from  chlor-alkali 
plants. 
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Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5095; 

Agency  Contact:  Donna  Jones, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D243-02,  Research 

Triangle  Park,  NC  27709 

Phone:  919  541-5251 

Fax:  919  541-3207 

Email:  jones.donnalee@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AN99 


2864.  •  AREA  SOURCE  NESHAP  FOR 
FERROALLOYS  PRODUCTION 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  112 
CFR  Citation:  40  CFR  63 
Legal  Deadline:  None 
Abstract:  Sectionll2  (k)  of  the  Clean 
Air  Act  requires  the  development  of 
standards  for  area  sources  that  account 
for  90  percent  of  the  emissions  in  urban 
areas  of  the  33  urban  hazardous  air 
pollutants  (HAP)  listed  in  the 
Integrated  Urban  Air  Toxics  Strategy. 
The  Integrated  Urban  Air  Toxics 
Strategy  lists  ferroalloys  production  as 
an  area  source  category.  Pollutants 
emitted  include  mostly  metallic  HAP 
such  as  manganese,  nickel,  and 
chromium  compounds,  as  well  as 
polycyclic  aromatic  hydrocarbons 
(PAH)  such  as  benzoanthracene  and 
benzopyrene.  Ferroalloys  are  alloys  of 
iron  in  which  one  or  more  chemical 
elements  are  added  into  molten  metal, 
usually  in  steelmaking.  Worldwide,  the 
principal  ferroalloys  are  those  of 
•chromium,  manganese,  and  silicon. 
Ferroalloys  are  also  made  with  boron, 
titanium,  cobalt,  columbium, 
molybdenum,  nickel,  and  vanadium, 
etc.  Although  calcium  carbide  and 
silicon  meital  are  not  ferroalloys,  they 
are  included  in  the  proposed 
ferroalloys  source  category  because 
each  is  manufactured  using  virtually 


the  same  equipment  and  processes  as 
ferroalloys.  This  source  category  is  - 
currently  regulated  under  both  the  new 
source  performance  standards  (NSPS) 
and  the  national  emissions  standards 
for  hazardous  air  pollutants  (NESHAP) 
for  major  sources.  There  are 
approximately  19  area  source  facilities 
in  the  U.S.  An  informal  information 
collection  request  was  sent  out  to  the 
facilities  that  use  electric  arc  furnaces 
for  production  in  July  2006. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  State 
Additional  Information:  SAN  No.  5122; 

Agency  Contact:  Conrad  Chin, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D243-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-1512 
Email:  chin.conrad@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AO13 


2865.  •  REVIEW  OF  THE  PRIMARY 
NATIONAL  AMBIENT  AIR  QUALITY 
STANDARD  FOR  NITROGEN  DIOXIDE 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Legal  Authority:  42  USC  7408;  42  USC 
7409 

CFR  Citation:  40  CFR  50 
Legal  Deadline:  None 

Abstract:  The  Clean  Air  Act 
Amendments  of  1977  require  EPA  to 
review  and,  if  appropriate,  revise  air 
quality  criteria  primary  (health-based) 
and  secondar>'  (welfare-based)  national 
ambient  air  quality  standards  (NAAQS) 
periodically.  On  October  11,  1995,  the 
EPA  published  a  final  rule  not  to  revise 
either  the  primary  or  secondary 
NAAQS  for  nitrogen  dioxide  (N02). 
That  action  provided  the 
Administrator’s  final  determination, 
after  careful  evaluation  of  comments 
received  on  the  October  1995  proposal, 
that  revisions  to  neither  the  primary 
nor  the  secondary  NAAQS  for  N02 


were  appropriate  at  that  time.  On 
December  9,  2005,  the  EPA/ORD 
initiated  the  current  periodic  review  of 
N02  air  quality  criteria,  the  scientific 
basis  for  the  NAAQS,  with  a  call  for 
information  in  the  Federal  Register. 
(This  regulatory  action  is  for  the 
Agency’s  review  of  the  primary  N02 
NAAQS.  Review  of  the  secondary  N02 
NAAQS  will  be  part  of  a  separate 
regulatory  action  combined  with  review 
of  the  sulfur  dioxide  NAAQS.)  The 
EPA’s  ORD  and  OAR  will  prepare  a 
plap  for  the  primary  1^02.  NAAQS 
review,  which  will  be  an  integrated 
plan  for  addressing  policy-relevant ' 
scientific  and  technical  issues  and  will 
include  a  schedule  for  the  review. 
Subsequently,  a  Science  Assessment 
and  a  Policy  Assessment  will  be 
prepared  jointly  by  ORD  and  OAR.  The 
Policy  Assessment  will  evaluate  the 
policy  implications  of  key  information 
contained  in  the  Science  Assessment, 
as  well  as  any  appropriate  technical 
analyses.  These  documents  will  be 
reviewed  by  the  Clean  Air  Scientific 
Advisory  Committee  (CAS AC),  an 
independent  science  advisory 
committee  established  to  review  the 
scientific  and  technical  basis  of  the 
NAAQS,  and  the  public,  and  both  final 
documents  will  reflect  the  input 
received  through  these  reviews.  As  the 
primary  N02  NAAQS  review  is 
completed,  the  Administrator’s 
proposal  to  retain  or  revise  the  N02 
NAAQS  will  be  published  with  a 
request  for  public  comment.  Input 
received  during  the  public  comment 
period  will  be  considered  in  the 
Administrator’s  final  decision. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/00/09 

Final  Action  06/00/1 0 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5111; 

Agency  Contact:  David  McKee, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C504-06,  Research 

Triangle  Park,  NC  27711 

Phone:  919  541-5288 

Fax:  919  541-0237 

Email:  mckee.dave@opa.gov 
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Karen  Martin,  Environmental  Protection 
Agency,  Air  and  Radiation,  C504-06, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-5274 
Fax:  919  541-0237 
Email:  martin.karen@epa.gov 

RIN:  2060-AO19 


2866.  •  RECONSIDERATION  OF 
STATIONARY  COMBUSTION  TURBINE 
NSPS  (SUBPART  KKKK) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  CAA  ill 
CFR  Citation:  40  CFR  60 
Legal  Deadline:  None 

Abstract:  EPA  is  granting 
reconsideration  on  several  relatively 
minor  issues  in  the  recently  finalized 
stationary  combustion  turbine  NSPS 
rule,  subpart  KKKK.  The  final  rule  does 
not  require  NOx  continuous  emission 
monitors  (GEMS),  but  many  new 
turbines  will  be  required  to  install 
GEMS  due  to  other  regulatory 
programs.  The  credible  evidence  rule 
requires  that  units  with  GEMS 
demonstrate  continuous  compliance. 
Issues  under  reconsideration  include  if 
EPA  should  add  a  detailed 
methodology  for  units  with  GEMS  to 
determine  and  report  compliance  under 
all  situations.  EPA  will  also  be 
proposing  to  clarify  that  new, 
reconstruction,  and  modification 
should  be  determined  in  a  similar 
manner  as  the  previous  stationary 
combustion  turbine  NSPS,  subpart  GG. 
EPA  is  not  reconsidering  the  emission 
standards. 

Any  changes  that  result  from  the 
reconsideration  are  not  anticipated  to 
result  in  additional  controls  being 
required  or  an  increa,se  in  compliance 
costs. 

Timetable: 

Action  .  Date  FR  Cite 

NPRM  05/00/08 

Final  Action  02/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5116; 

Agency  Contact:  Ghristian  Fellner, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D243-01,  Research 
Triangle  Park,  NG  27711 


Phone:  919  541-4003 

Fax:  919  541-5450 

Email:  fellner.christian@epa.gov 

Jaime  Pagan,  Environmental  Protection 

Agency,  Air  and  Radiation,  Research 

Triangle  Park,  NG  27711 

Phone:  919  541-5340 

Fax:  919  541-5450 

Email:  pagan.jaime@epamail.epa.gov 

RIN:  2060-A023 


2867.  •  NESHAP— AREA  SOURCE 
STANDARDS— NINE  METAL 
FABRICATION  AND  FINISHING 
SOURCE  CATEGORIES  (12  SIC’S,  25 
NAICS  CODES)  . 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Glean  Air  Act  sec 
112(k) 

CFR  Citation:  40  GFR  63 

Legal  Deadline:  Final,  Judicial,  June 
15,  2008,  Gourt-ordered  deadline. 

Abstract:  Section  112  of  the  Glean  Air 
Act  (GAA)  outlines  the  statutory 
requirements  for  the  EPA’s  stationary 
source  air  toxics  program.  Section 
112(k)  requires  the  development  of 
standards  for  area  sources  which 
account  for  90  percent  of  the  emissions 
in  urban  areas  of  the  33  urban 
hazardous  air  pollutants  (HAP)  listed  in 
the  Integrated  Urban  Air  Toxics 
Strategy.  These  area  source  standards 
can  require  control  levels  equivalent  to 
generally  available  control  technology 
(GAGT).  The  following  nine  metal 
fabrication  and  finishing  area  source 
categories  have  been  identified  as 
contributing  to  the  33  urban  HAP 
emissions  (Gd,  Gr,  Mn.  Ni,  Pb):  (1) 
Electrical  and  Electronic  Equipment 
Finishing  Operations  (SIGs  3699,  3621), 
(2)  Fabricated  Metal  Products  (SIG 
3499),  (3)  Fabricated  Plate  Work  (Boiler 
Shops)  (SIG  3443),  (4)  Fabricated 
Structural  Metal  Manufacturing  (SIG 
3441),  (5)  Heating  Equipment,  except 
Electric  (SIG  3433),  (6)  Industrial 
Machinery  and  Equipment:  Finishing 
Operations  (SIG’s  3531,  3533,  3561),  (7) 
Iron  and  Steel  Forging  (SIG  3462),  (8) 
Primary  Metal  Products  Manufacturing 
(SIG  3399),  (9)  Valves  and  Pipe  Fittings 
(SIG  3494).  These  nine  industry  sectors 
have  common  and  similar  processes 
that  can  emit  air  pollutants:  abrasive 
blasting,  welding,  painting,  plating,  and 
machining/grinding. 


Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  5135; 

Agency  Contact:  Donnalee  Jones, 
Environmental  Protection  Agency,  Air 
and  Radiation,  Research  Triangle  Park, 
NG  27711 

Phone:  919  541-5251 
Fax:  919  541-3207 

Email:  jpnes.donnalee@epamail.epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NG  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AO27 


2868.  •  REVIEW  OF  NEW  SOURCE 
PERFORMANCE  STANDARDS— 
NONMETALLIC  MINERALS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Glean  Air  Act 
CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  NPRM,  Judicial,  April 
16,  2008,  As  per  11/16/2006  Consent 
Decree. 

Final,  Judicial,  April  16,  2009,  As  per 
11/16/2006  Consent  Decree. 

Abstract:  Section  111(b)(1)(B)  of  the 
Clean  Air  Act  mandates  that  EPA 
review  and  if  appropriate  revise 
existing  NSPS  at  least  every  8  years. 
The  NSPS  was  initially  promulgated  on 
August  1,  1985.  The  NSPS  was 
reviewed  in  the  mid-1990’s.  Final 
revisions  for  that  review  were 
promulgated  on  June  9,  1997.  On 
October  2006,  EPA  entered  into  a 
consent  decree  with  the  Sierra  Club 
and  other  environmental  groups.  The 
decree  requires  proposal  of  any  further 
revisions  by  April  2008  and  final 
revisions  promulgated  on  April  2009. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/08 

Final  Action  04/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5145; 

Agency  Contact:  Bill  Neuffer, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D  243-02,  Research 

Triangle  Park,  NC  20460 

Phones  919  541-5435 

Fax:  919  541-3207 

Email:  neuffer.bill@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

PIN:  2060-A041 

2869.  •  REVIEW  OF  NEW  SOURCE 
PERFORMANCE  STANDARDS— 
PORTLAND  CEMENT 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act  sec  ill 
CFR  Citation:  40  CFR  60,  subpart  F 

Legal  Deadline:  NPRM,  Judicial,  May 
31,  2008,  Court-ordered  deadline. 
Final,  Judicial,  May  31,  2009, 
Court-ordered  deadline. 

Abstract:  New  Soiuce  Performance 
Standards  (NSPS)  regulate  criteria 
pollutants  from  new  stationary  sources. 
The  Portland  Cement  NSPS  were 
originally  promulgated  in  1971,  and 
last  reviewed  in  1988.  Section  111  of 
the  Clean  Air  Act  requires  that  NSPS 
be  reviewed  every  8  years,  and  revised 
as  appropriate,  so  the  review  is 


overdue.  The  Sierra  Club  filed  a  lawsuit 
to  compel  us  to  perform  this  review. 

We  have  agreed  to  review  the  NSPS 
and  propose  any  appropriate  changes 
by  May  31,  2008,  and  to  promulgate 
the  final  changes  by  May  31,  2009. 

Timetable: 


Date  FR  Cite 

NPRM  06/00/08 

Final  Action  06/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5143; 
Agency  Contact:  Keith  Barnett, 
Environmental  Protection  Agency,  Air 
and  Radiation,  D243-02,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-5605 
Fax:  919  541-3207 
Email:  barnett.keith@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Triangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AO42 

2870.  •  REVIEW  OF  NEW  SOURCE 
PERFORMANCE  STANDARDS 
(SUBPART  UUU>— MINERAL 
DRYERS/CALCINERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  Clean  Air  Act 


CFR  Citation:  40  CFR  60 

Legal  Deadline:  None 

Abstract:  Section  111(b)(1)(B)  of  the 
Clean  Air  Act  mandates  that  EPA 
review,  and  if  appropriate,  revise 
existing  NSPSs  at  least  every  8  years. 
This  NSPS  was  proposed  on  April  23, 
1986;  and  promulgated  on  September 
28,  1992.  There  have  been  no  prior 
reviews  of  this  NSPS. 

Timetable: 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5142; 

Agency  Contact:  Bill  Neuffer, 

Environmental  Protection  Agency,  Air 

and  Radiation,  D  243-02,  Research 

Triangle  Park,  NC  20460 

Phone:  919  541-5435 

Fax:  919  541-3207 

Email:  neuffer.bill@epa.gov 

Steve  Fruh,  Environmental  Protection 
Agency,  Air  and  Radiation,  D  243-02, 
Research  Tjiangle  Park,  NC  27711 
Phone:  919  541-2837 
Fax:  919  541-3207 
Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AO43 


Environmental  Protection  Agency  (EPA) 
Clean  Air  Act  (CAA) 


Completed  Actions 


2871.  NAAQS:  SULFUR  DIOXIDE 
(RESPONSE  TO  (REMAND) 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  50.4;  40  CFR 
50.5 

Completed: 


Withdrawn  03/07/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Dave  Mckee 
Phone:  919  541-5288 


Fax:  919  541-0237 
Email:  mckee.dave@epa.gov 

Susan  Stone 

Phone:  919  541-1146 

Email:  stone.susan@epa.gov 

RIN:  2060-AA61 


2872.  PORTLAND  CEMENT 
MANUFACTURING  INDUSTRY 
NESHAP:  AMENDMENT  TO 
IMPLEMENT  COURT  REMAND 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  63.1340  to 
63.1359 


Completed: 


NPRM  12/02/05  70  FR  72330 

Extension  of  Public  01/09/06  71  FR  1403 
Comment  Period 

Reopening  of  Public  07/1 8/06  71  FR  40679 
Comment  Period 

FR  Notice  1 2/20/06  71  FR  76553 

Final  Action  1 2/20/06  71  FR  7651 8 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Keith  Barnett 
Phone:  919  541-5605 
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Fax:  919  541-3207 
Email:  barnett.keith@epa.gov 

Steve  Fnih 

Phone:  919  541-2837 

Fax:  919.541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AJ78 


2873.  NESHAP:  GROUP  II  POLYMERS 
AND  RESINS— RESIDUAL  RISK 
STANDARDS 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  63 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  01/09/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Randy  McDonald 

Phone:  919  541-5402 

Email: 

mcdonald.randy@epamail.epa.gov 

KC  Hustvedt 
Phone:  919  541-5395 
Fax:  919  541-0246 

Email :  hustvedt.ken@epamail  .epa.gov 
RIN:  2060-AK13 


2874.  NESHAP:  HAZARDOUS 
ORGANIC  NESHAP  (HON)  RESIDUAL 
RISK  STANDARDS 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  63 
Completed: 

Reason  Date  FR  Cite 

NPRM  06/14/06  711^34422 

Final  Action  12/21/06  71  FR  76603 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Randy  McDonald 

Phone:  919  541-5402 

Email: 

mcdonald.randy@epamail.epa.gov 

KC  Hustvedt 
Phone:  919  541-5395 
Fax:  919  541-0246 

Emai  1 :  hustvedt . ken@epamail . epa.gov 
RIN:  2060-AK14 


2875.  CONTROL  OF  HAZARDOUS  AIR 
POLLUTANTS  FROM  MOBILE 
SOURCES 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

CFR  Citation:  40  CFR  80;  40  CFR  86 

Completed: 

Reason  Date  FR  Cite 

NPRM  03/29/06  71  FR  15804 

Final  Action  02/26/07  72  FR  8428 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses 
Government  Leveis  Affected:  None 

Agency  Contact:  Christopher  Lieske 

Phone:  734  214^584 

Email: 

lieske.christopher@epamail.epa.gov 
RIN:  2060-AK70 


2876.  CONSIDERATION  OF  INDUSTRY 
PETITION  TO  REMOVE  THE 
TWO-PIECE  CAN  SUBCATEGORY 
FROM  THE  CLEAN  AIR  ACT 
HAZARDOUS  AIR  POLLUTANT 
SOURCE  CATEGORY  LIST 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  63 
Compieted: 

Reason  Date  FR  Cite 

Withdrawn  03/07/07 

Reguiatory  Flexibiiity  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Leveis  Affected:  None 

Agency  Contact:  Mark  Morris 

Phone:  919  541-5416 

Email:  morris.mark@ef)amail.epa.gov 

Dave  Guinnup 
Phone:  919  541-5368 
Fax:  919  541-0840 

Email:  guinnup.dave@epamail.epa.gov 
RIN:  2060-AL86 


2877.  NESHAP:  OIL  AND  NATURAL 
GAS  PRODUCTION  FACILITIES— 
AREA  SOURCE  RULE 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  63.760  to  63.779 

Completed: _ 

Reason  Date  FR  Cite 

NPRM  ^  07/08/05  70  FR  39441 

Final  Action  01/03/07  72FR26 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Greg  Nizich 

Phone:  919  541-3078 

Email:  nizidh.greg@epamail.epa.gov 

Kent  Hustvedt 
Phone:  919  541-5395 
Fax:  919  541-0246 
Email:  hustvedt.ken@epa.gov 

RIN:  2060-AM16 


2878.  STRATEGY  FOR  ADDRESSING 
AIR  EMISSIONS  FROM  ANIMAL 
FEEDING  OPERATIONS 

Priority:  Other  Significant  ^ 

CFR  Citation:  Not  Yet  Determined 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  04/13/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Bill  Schrock 
Phone:  919  541-5032 
Email:  schrock.bill@epa.gov 

Robin  Dunkins 

Phone:  919  541-5335 

Email:  dunkins.robin@epa.gov 

RIN:  2060-AM26 


2879.  NESHAP:  SITE  REMEDIATION: 
AMENDMENTS 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  63 
Completed: 

Reason  Date  FR  Cite 

NPRM  05/01/06  71  FR  25531 

Final  Action  1 1 /29/06  7 1  FR  6901 1 

Regulatory  Flexibility  Analysis 
'  Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Greg  Nizich 

Phone:  919  541-3078 

Email:  nizich.greg@epamail.epa.gov 

Kent  Hustvedt 
Phone:  919  541-5395 
Fax:  919  541-&246 
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EPA — Clean  Air  Act  (CAA) 


Completed  Actions 


Email:  hustvedt.ken@epa.gov 
RIN:  2060-AM30 


2880.  NESHAP:  AREA  SOURCE 
STANDARDS— CLAY  CERAMICS 
INDUSTRY 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  63 
Compieted: 

Reason  Date  FR  Cite 

Withdrawn  03/14/07 

Reguiatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Agency  Contact:  Bill  Neuffer 
Phone:  919  541-5435 
Fax:  919  541-3207 
Email:  neuffer.bill@epa.gov 

Steve  Fruh 

Phone:  919  541-2837 

Fax:  919  541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AM53 


2881.  NONATTAINMENT  MAJOR  NEW 
SOURCE  REVIEW  (NSR) 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  51,  app  S 

Compieted: 

Reason  Date  FR  Cite 

Final  Action  03/08/07  72  FR  10367 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Leveis  Affected:  Federal, 

Local,  State,  Tribal 

Agency  Contact:  Lisa  Sutton 

Phone:  919  541-3450 

Fax:  919  541-5509 

Email:  sutton.lisa@epamail.epa.gov 

Janet  McDonald 
Phone:  919  541-1450 
Email:  mcdonald.janet@epamail.epa.gov 
RIN:  2060-AM59 


2882.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  LISTING 
OF  SUBSTITUTES  FOR 
OZONE-DEPLETING  SUBSTANCES  IN 
FOAM  BLOWING 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  82 


Completed: 

Reason  Date  FR  Cite 

Final  Action  03/28/07  72  FR  14432 

Regulatory  Flexibility  Analysis 
Required:  No 

Smaii  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Agency  Contact:  Jeff  Cohen 
Phone:  202  343-9005 
Fax:  202  343-2337 
Email:  cohen.jeff@epamail.epa.gov 

Margaret  Sheppard 

Phone:  202  343-9163 

Fax:  202  343-2337 

Email:  sheppard.margaret@epa.gov 

RIN:  2060-ANll 


2883.  FUEL  ECONOMY  LABELING  OF 
MOTOR  VEHICLES:  REVISIONS  TO 
IMPROVE  CALCULATION  OF  FUEL 
ECONOMY  ESTIMATES 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  600 
Completed: 

Reason  Date  FR  Cite 

NPRM  02/01/06  71  FR  5426 

Final  Action  12/27/06  71  FR  77872 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Agency  Contact:  Roberts  French 
Phone:  734  214-4380 
Email:  french.roberts@epamail.epa.gov 

Robin  Moran 

Phone:  734  214-4781 

Email:  moran.robin@epamail.epa.gov 

RIN:  206Q-AN14 


2884.  INDUSTRIAL,  COMMERCIAL, 
AND  INSTITUTIONAL  BOILER  AND 
PROCESS  HEATER  NESHAP, 
RECONSIDERATION  OF  EMISSIONS 
AVERAGING  PROVISION  AND 
TECHNICAL  CORRECTIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  63.7480 

Completed: 

Reason  Date  FR  Cite 

NPRM  10/31/05  70  FR  62264 

Final  Action  1 2/06/06  71  FR  70651 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Jim  Eddinger 
Phone:  919  541-5426 
Fax:  919  541-5450 
Email:  eddinger.jim@epa.gov 

Robert  Wayland 
Phone:  919  541-1045 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AN32 


2885.  AIR  QUALITY:  REVISION  TO 
DEFINITION  OF  VOLATILE  ORGANIC 
COMPOUNDS— EXCLUSION  OF 
HFE-7300 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  51.100{s) 

Completed: 

Reason  Date  FR  Cite 

NPRM  02/09/06  71  FR  6729 

Final  Action  01/18/07  72  FR  2193 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Dave  Sanders 
Phone:  919  541-3356 
Fax:  919  541-0824 

Email:  sanders.dave@epamail.epa.gov 

William  L.  Johnson 
Phone:  919  541-5245 
Fax:  919  541-0824 
Email: 

johnson.williaml@epamail.epa.gov 
RIN:  2060-AN34 


2886.  TREATMENT  OF  DATA 
INFLUENCED  BY  EXCEPTIONAL 
EVENTS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  50 
Completed: 

Reason  Date  FR  Cite 

Final  Action  03/22/07  72  FR  13560 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Larry  Wallace 
Phone:  919  541-0906  ' 

Fax:  919  541-5409 
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EPA— Clean  Air  Act  (CAA) 


Completed  Actions 


Email:  wallace.larry@epa.gov 

Eric  Ginsburg 
Phone:  919  541-0877 
Fax:  919  541-4511 
Email:  ginsburg.eric@epa.gov 

RIN:  2060-AN40 


2887.  NESHAP  FOR  AREA  SOURCES: 
POLYVINYL  CHLORIDE  AND 
COPOLYMERS  PRODUCTION, 
PRIMARY  COPPER  SMELTING, 
SECONDARY  COPPER  SMELTING, 
PRIMARY  NONFERROUS  METALS 
(ZINC,  CADMIUM,  AND  BERYLLIUM) 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  63 
Completed: 

Reason  Date  FR  Cite 

NPRM  10/06/06  71  FR  59302 

Final  Action  01/23/07  72  FR  2930 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Sharon  Nizich 
Phone:  919  541-2825 
Fax:  919-541-0072 

Email:  nizich.sharon@epamail.epa.gov 

Steve  Fruh 

Phone:  919  541-2837 

Fax:  919  541-3207 

Email:  fruh.steve@epamail.epa.gov 

RIN:  2060-AN45 


2888.  PROTECTION  OF 
STRATOSPHERIC  OZONE:  2007 
CRITICAL  USE  EXEMPTIONS  FOR 
METHYL  BROMIDE 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  82 
Completed: 

Reason  Date  FR  Cite 

NPRM  07/06/06  71  FR  38325 

Final  Action  12/14/06  71  FR  75386 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Marta  Montoro 
Phone:  202  343-9321 
Fax:  202  565-2079 

Email:  montoro.marta@epamail.epa.gov 
Ross  Brennan 


Phone:  202  343-9226 
Fax:  202  565-2155 

Email:  brennan.ross@epamail.epa.gov 
RIN:  2060-AN54 


2889.  AMENDMENT  TO  TIER  2 
VEHICLE  EMISSION  STANDARDS  AND 
GASOLINE  SULFUR  REQUIREMENTS: 
EXEMPTION  FOR  U.S.  TERRITORIES 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  80(H) 

Completed: 

Reason  Date  FR  Cite 

NPRM  12/28/06  71  FR  78123 

Direct  Final  Rule  12/28/06  71  FR  78086 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Alvaro  Alvarado 

Phone:  202  343-9473 

Email:  alvarado.alvaro@epa.gov 

Leila  Cook 

Phone:  734  214-4820 

Email:  cook.leila@epamail.epa.gov 

RIN:  2060-AN66 


2890.  INTERPRETIVE  RULEMAKING 
TO  CLARIFY  THE  SCOPE  OF 
CERTAIN  MONITORING 
REQUIREMENTS  FOR  FEDERAL  AND 
STATE  OPERATING  PERMITS 
PROGRAMS 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  70;  40  CFR  71 

Completed: 

Reason  Date  FR  Cite 

NPRM  06/02/06  71  FR  32006 

Final  Action  12/15/06  71  FR  75422 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Peter  Westlin 
Phone:  919  541-1058 
Fax:  919  541-1039 
Email:  westlin.peter@epa.gov 

Barrett  Parker 
Phone:  919  541-5365 
Fax:  919  541-1039 
Email:  parker.barrett@epa.gov 

RIN:  2060-AN74 


2891.  FINAL  EXTENSION  OF  THE 
DEFERRED  EFFECTIVE  DATE  OF 
NON-ATTAINMENT  DESIGNATIONS 
FOR  8-HOUR  OZONE  NAAQS  FOR 
EARLY  ACTION  COMPACT  AREAS 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  81 
Completed: 

Reason  Date  FR  Cite 

NPRM  08/09/06  71  FR  45492 

Final  Action  11/29/06  71  FR  69022 

Correction  Notice  12/15/06  71  FR  75431 

Regulatory  Flexibility  Analysis 
Required:  No 

Small. Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Agency  Contact:  Barbara  Driscoll 
Phone:  919  541-1051 
Fax:  919  541-5489 

Email:  driscoll.barbara@epamail.epa.gov 

David  Cole 

Phone:  919  541-5565 

Email:  cole.david@epa.gov 

RIN:  2060-AN90 


2892.  OTHER  SOLID  WASTE 
INCINERATION  UNITS:  RESPONSE  TO 
PETITION  FOR  RECONSIDERATION 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  60 
Completed: 

Reason  Date  FR  Cite 

Notice  of  06/28/06  71  FR  36726 

Reconsideration  of 
Final  Rule 

Final  Action  01/22/07  72  FR  2620 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Martha  Smith 
Phone:  919  541-2421 
Fax:  919  541-0234 
Email:  smith.martha@epa.gov 

Robin  Dunkins 

Phone:  919  541-5335 

Email:  dunkins.robin@epa.gov 

RIN:  2060-AN91 
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Completed  Actions 


EPA— Clean  Air  Act  (CAA) 


2893.  STANDARDS  OF 
PERFORMANCE  FOR  NEW 
STATIONARY  SOURCES  AND 
EMISSION  GUIDELINES  FOR 
EXISTING  SOURCES— OTHER  SOLID 
WASTE  INCINERATION  UNITS: 
TECHNICAL  AMENDMENT 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  60 
Completed: 

Reason  Date  FR  Cite 

NPRM  11/24/06  71  FR  68743 

Direct  Final  Rule  1 1  /24/06  71  FR  67802 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Agency  Contact:  Martha  Smith 
Phone:  919  541-2421 
Fax:  919  541-0234 
Email:  smith.martha@epa.gov 

Robin  Dunkins 

Phone:  919  541-5335 

Email:  dunkins.robin@epa.gov 

RIN:  2060-AN95 


2894.  STANDARDS  OF 
PERFORMANCE  FOR  NEW 
INDUSTRIAL— COMMERCIAL- 
INSTITUTIONAL  STEAM  GENERATING 
UNITS:  AMENDMENT  FOR 
FACILITY-SPECIFIC  NOX  STANDARD 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  60.40b 
Completed: 

Reason  Date  FR  Cite 

NPRM  11/16/06  71  FR  66720 

Direct  Final  Rule  11/16/06  71  FR  66681 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Agency  Contact:  Jim  Eddinger 
.Phone:  919  541-5426 
*Fax:  919  541-5450 
Email:  eddinger.jim@epa.gov 

Robert  J.  Wayland 
Phone:  919  541-1045 
Fax:  919  541-5450 
Email: 

wayland.robertj@epamail.epa.gov 
RIN:  2060-AN96 


2895.  •  NOTICE  OF  STATUS  OF 
SUBMISSION  OF  CLEAN  AIR 
MERCURY  RULE  (CAMR)  STATE 
PLANS  FOR  NEW  AND  EXISTING 
STATIONARY  SOURCES:  ELECTRIC 
UTILITY  STEAM  GENERATING  UNITS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  State,  local  or  tribal  governments 
and  the  private  sector. 

Legal  Authority:  42  USC  7411;  42  USC 
7401;  42  USC  7403;  42  USC  7426;  42 
USC  7601;  42  USC  7651 

CFR  Citation:  40  CFR  60;  40  CFR  72; 

40  CFR  75 

Legal  Deadline:  None 

Abstract:  CAMR  requires  that  States 
and  Tribes  submit,  by  November  17, 
2006,  plans  that  detail  how  they  will 
achieve  the  mandated  mercury 
emission  reductions.  At  present,  some 
States  have  submitted  plans,  others  are 
still  in  the  process  of  developing  plans, 
and  some  are  choosing  not  to  submit 
but  to  instead  use  the  Federal  Plan 
(which  is  soon  to  be  proposed).  This 
rule  makes  a  finding  that  certain  States 
submitted  CAMR  State  Plans  by  the  . 
November  deadline.  In  conjunction 
with  this  rule,  EPA  will  send  letters 
to  each  State  or  Tribe  as  a  courtesy. 
This  rule  does  not  modify  CAMR  in 
any  way  and  simply  serves  to 
acknowledge  submission  of  State  Plans 
by  the  deadline.  The  rule  also 
acknowledges  the  efforts  of  those  States 
and  Tribes  that  have  not  yet  submitted 
a  plan  and  reaffirms  EPA’s  preference 
to  use  States’  and  Tribes’  approaches 
to  achieving  the  required  emission 
reductions,  rather  than  using  a  Federal 
Plan. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  1 2/1 4/06  71  FR  751 1 7 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Federal. 
Local,  State,  Tribal 

Energy  Effects:  Statement  of  Energy 
Effects  planned  as  required  by 
Executive  Order  13211. 

Additional  Information:  SAN  No. 

4571.4;  EPA  publication  information: 
Final  Action  - 

http://www.epa.gov/fedrgstr/EPA- 


AIR/ 2006/December/Day- 
14/a2 1283.htm:  Split  ft'om  RIN  2060- 
AJ65;  EPA  Docket  information:  OAR- 
2002-0056 

URL  For  More  Information: 

www.epa.gov/ ttn/atw/ utility/ 
utiltoxpg.html 

Agency  Contact:  Sam  Waltzer, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C439-01,  Washington, 
DC  20460 

Phone:  202  343-9175 

Fax:  202  565-2140 

Email:  waltzer.sam@epamail.epa.gov 

Murat  Kavlak,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C439-01,  Washington,  DC  20460 
Phone:  202  343-9634 
Fax:  202  565-2140 

Email:  kavlak.murat@epamail.epa.gov 
RIN:  2060-AO08 

2896.  •  CLEAN  AIR  INTERSTATE 
RULE  (CAIR)  AND  FEDERAL 
IMPLEMENTATION  PLANS  FOR  CAIR; 
CORRECTIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  7401  et  seq 

CFR  Citation:  40  CFR  51;  40  CFR  96; 

40  CFR  97 

Legal  Deadline:  None 

Abstract:  The  Clean  Air  Interstate  Rule 
(CAIR)  and  the  CAIR  FIP  contain 
minor,  non-substantive  errors  that  may 
prove  to  be  misleading  and  are  in  need 
of  clarification.  This  new  action 
corrects  typographical  errors,  makes 
minor  word  corrections,  and  corrects  or 
provides  more  specificity  in  references 
to  other  paragraphs  or  sections  within 
the  regulatory  text.  This  action  does  not 
change  any  of  the  CAIR  or  CAIR  FIP 
rule  requirements. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  12/1 3/06  71  FR  74792 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5103; 
EPA  publication  information:  Final 
Action  - 

http://www.epa.gov/fedrgstr/EPA- 
AIR/ 2 006/December /Day- 
13/a21199.htm 
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ERA— Clean  Air  Act  (CAA) 


Completed  Actions 


Agency  Contact;  Carla  Oldham, 
Environmental  Protection  Agency,  Air 
and  Radiation,  C539-04,  Research 
Triangle  Park,  NC  27711 
Phone:  919  541-3347 
Fax:  919  541-5489 

Email:  oldham.carla@epamail.epa.gov 

Barbara  Driscoll,  Environmental 
Protection  Agency,  Air  and  Radiation, 
C539— 04,  Research  Triangle  Park,  NC 
27711 

Phone:  919  541-1051 
Fax:  919  541-5489 

Email:  driscoll.barbara@epamail.epa.gov 
RIN:  2060-AO21 


2897.  •  IMPLEMENTATION  OF  THE 
8-HOUR  OZONE  NATIONAL  AMBIENT 
AIR  QUALITY  STANDARD  (NAAQS) 
PHASE  II;  CORRECTION  NOTICE 

Priority:  Other  Significant 

Legal  Authority:  42  USC  7410;  42  USC 
7501  to  7511f;  42  USC  7601(a)(1) 


CFR  Citation:  40  CFR  51;  40  CFR  50; 

40  CFR  81 

Legal  Deadline:  None 

Abstract:  This  notice  makes  corrections 
to  the  preamble  of  the  final  Phase  2 
rule  To  Implement  the  8-Hour  Ozone 
National  Ambient  Air  Quality 
Standards  (NAAQS).  The  preamble  of 
the  Phase  2  rule  cites  section  172(e) 
of  the  Clean  Air  Act  (CAA)  in  the 
discussion  of  reasonable  further 
progress  requirements,  and  this 
correction  notice  clarifies  that  section 
172(c)  of  the  CAA  should  have  been 
cited.  This  notice  is  modifying  several 
incorrect  citations  in  appendix  A  of  the 
preamble  to  the  Phase  2  rule;  that 
appendix  addresses  calculation  of 
reasonable  further  progress  (RFP) 
targets. 

Timetable: 

Action  Date  FR  Cite 

Final  Action,  10/04/0^1  FR  58498 

Correction 


Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Leveis  Affected:  Local, 
State,  Tribal 

Additional  Information:  SAN  No. 

4625.7;  EPA  publication  information: 
Final  Action,  Correction  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2006/October/Day-04/al6377.htm; 
Split  from  RIN  2060-AN23.  Split  from 
RIN  2060-AJ99. 

Agency  Contact:  Denise  Gerth, 

Environmental  Protection  Agency,  Air 

and  Radiation,  C539-01,  Research 

Triangle  Park,  NC  27711 

Phone: '919  541-5550 

Fax:  919  541-0824 

Email:  gerth.denise@epa.gov 

RIN:  2060-AO22 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Atomic  Energy  Act  (AEA) 


2898.  ENVIRONMENTAL  RADIATION 
PROTECTION  STANDARDS  FOR  THE 
DISPOSAL  OF  LOW-ACTIVITY  MIXED 
RADIOACTIVE  WASTE 

Priority:  Other  Significant 

Legal  Authority:  42  USC  2021  Atomic 
Energy  Act  of  1954;  Reorganization 
Plan  No.  3  of  1970;  Nuclear  Waste 
Policy  Act  of  1982 

CFR  Citation:  40  CFR  193 
Legal  Deadline:  None 

Abstract:  This  rulemaking  would 
address  the  problem  of  disposal  of  low- 
activity  mixed  radioactive  wastes, 
consisting  of  a  chemically  hazardous 
component  and  low  levels  of 
radioactivity.  These  wastes  are 
anticipated  to  arise  in  the  commercial 
sector  from  various  sources.  The 
rulemaking  is  intended  to  increase 
disposal  options  for  these  wastes  and 
offer  a  streamlined  regulatory  process 
which  melds  hazardous  chemical 
protection  and  radioactivity  protection 
requirements  while  protecting  public 
health  and  safety.  The  rule  would  not 
mandate  a  disposal  method,  but  rather 
would  permit  an  alternative  to  existing 
disposal  methods.  The  U.S.  Nuclear 
Regulatory  Commission  is  anticipated 
to  be  the  implementing  Agency  for  the 


application  of  this  rule.  An  Advanced 
Notice  of  Proposed  Rulemaking  was 
issued  to  solicit  early  public  input  on 
this  issue. 

Timetable:  . 

Action  Date  FR  Cite 

ANPRM  11/18/03  68  FR  65120 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4054; 
EPA  publication  information:  ANPRM 
-  http://www.epa.gov/fedrgstr/EPA- 
WASTE/2003/November/Day- 
18/f28651.htm: 

Agency  Contact:  Daniel  Schultheisz, 
Environmental  Protection  Agency,  Air 
and  Radiation.  6608),  Washington,  DC 
20460 

Phone:  202  343-9349 
Fax:  202  343-2304 
Email: 

schultheisz.daniel@epamail.epa.gov 
RIN:  2060-AH63 


2899.  TECHNICAL  CHANGE  TO  DOSE 
METHODOLOGY  FOR  40  CFR  190, 
SUBPART  B  AND  40  CFR  191, 
SUBPART  A 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  2021  Atomic 
Energy  Act  of  1954;  Reorganization 
Plan  No.  3  of  1970;  Nuclear  Waste 
Policy  Act  of  1982 

CFR  Citation:  40  CFR  190(B):  40  CFR 
191(A) 

Legal  Deadline:  None 

Abstract:  The  purpose  of  this  action  is 
to  make  a  technical  change  to  the  dose 
methodology  used  in  subpart  A  of  40 
CFR  191,  entitled  Environmental 
Radiation  Protection  Standards  for  the 
Management  and  Disposal  of  Spent 
Nuclear  Fuel,  High-Level  Waste,  and 
Transuranic  Waste.  The  current 
methodology  is  outdated.  The  dose 
methodology  used  in  the  rule  published 
on  September  19,  1985,  was  based  on 
the  target  organ  approach 
recommended  by  the  International 
Commission  on  Radiological  Protection 
(ICRP)  in  Report  No.  2.  Since  that  time 
science  has  progressed  and  a  new 
methodology  based  on  an  effective  dose 
equivalent  approach  is  currently  being 
recommended  by  the  ICRP  in  Report 
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EPA — Atomic  Energy  Act  (AEA) 


Proposed  Rule  Stage 


No.  26.  This  action  would  update  the 
40  CFR  191,  subpart  A  dose  limits 
published  in  1985  from  the  target  organ 
to  the  state-of-the-art  effective  dose 
equivalent  system.  There  would  be  no 
change  in  the  level  of  protection,  just 
the  scientific  methodology  for 
determining  compliance  with  the  levels 
of  protection  established  in  1985. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 


Additional  Information:  SAN  No.  4003; 

Agency  Contact:  Ray  Clark, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6608},  Washington,  DC 
20460 

Phone:  202  343-9198 
Fax:  202  343-9198 
Email:  clark.ray@epa.gov 

RIN:  2060-AH90 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Atomic  Energy  Act  (AEA) 


Timetable: 

Action  Date  FR  Cite 


2900.  AMENDMENT  OF  THE 
STANDARDS  FOR  RADIOACTIVE 
WASTE  DISPOSAL  IN  YUCCA 
MOUNTAIN,  NEVADA 

Priority:  Other  Significant 
Legal  Authority:  PL  102-486 
CFR  Citation:  40  CFR  197 
Legal  Deadline:  None 

Abstract:  This  action  will  amend  the 
standards  for  Yucca  Mountain,  Nevada 
(40  CFR  part  197).  These  standards 
were  issued  in  2001  and  were  partially 
remanded  by  a  Federal  court  in  2004. 
These  amendments  will  address  the 
remanded  portion  of  the  standards,  viz., 
the  compliance  period.  Yucca 
Mountain  is  the  site  of  a  potential 
geologic  repository  for  spent  nuclear 
fuel  and  high-level  radioactive  waste. 

It  is  about  100  miles  northwest  of  Las 
Vegas,  Nevada,  and  straddles  the 
boundaries  of  the  Nevada  Test  Site, 
Bureau  of  Land  Management  land,  and 
an  Air  Force  bombing  range.  The  site 
is  being  developed  by  the  Department 
of  Energy  (DOE).  The  DOE  will  submit 
a  license  application  to  the  Nuclear 
Regulatory  Commission  (NRC).  EPA 


was  given  the  authority  to  set  Yucca 
Mountain-specific  standards  in  the 
Energy  Policy  Act  of  1992  (EnPA).  The 
EnPA  also  requires  NRC  to  adopt  our 
standards  in  its  licensing  regulations 
and  use  them  as  a  basis  to  judge 
compliance  of  the  repository’s 
performance.  The  Agency  issued  final 
Yucca  Mountain  standards  in  2001.  In 
July  2004,  the  DC  Circuit  Court 
returned  the  standards  to  EPA  for 
reconsideration  of  the  regulatory  time 
frame.  The  Court  found  that  the  10,000- 
year  compliance  period  violates  our 
authorizing  statute  for  Yucca  Mountain 
regulation  because  it  is  not  “based 
upon  and  consistent  with”  scientific 
recommentations  required  from  the 
National  Academy  of  Sciences  under 
the  legislation.  To  address  the  Court’s 
opinion,  we  must  reassess  the  time 
frame  in  light  of  the  National 
Academy’s  recommendation  that 
compliance  must  be  addressed  at  the 
time  of  peak  dose,  which  may  be  as 
long  as  several  hundred  thousand  years 
into  the  future. 


NPRM  08/22/05  70  FR  49014 

Final  Action  04/00/07 


Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4964; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
AIR/2005/ August/Day-22/al  6 1 93  .htm; 

Agency  Contact:  Ray  Clark, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6608J,  Washington,  DC 
20460 

Phone:  202  343-9198 
Fax:  202  343-9198 
Email:  clark.ray@epa.gov 

Raymond  Lee,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6608J,  Washington,  DC  20460 
Phone:  202  343-9463 
Fax:  202  343-2503 
Email:  lee.raymond@epa.gov 

RIN:.2060-AN15 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Noise  Control  Act  (NCA) 


2901.  •  REVISION  OF 

HEARING-PROTECTOR 

REGULATIONS 

.Priority:  Substantive,  Nonsignificant 

Legal  Authority:  Noise  Control  Act  of 
1972, sec  8 

CFR  Citation:  40  CFR  211,  subpart  B 
Legal  Deadline:  None 

Abstract:  The  Office  of  Air  and 
Radiation  plans  to  undertake  a  revision 
of  EPA’s  regulation  at  40  CFR  part  211, 


subpart  B,  regarding  the  labeling  of 
products  that  are  sold  wholly  or  in  part 
on  the  basis  of  their  ability  to  reduce 
the  level  of  sound  entering  a  person’s 
ears,  typically  referred  to  as  “Hearing 
Protectors,”  This  action  is  being  taken 
under  the  authority  of  section  8  of  the 
Noise  Control  Act  of  1972,  which 
authorizes  EPA  to  revise  the  current 
compliance  test  methodologies  as 
necessary,  and  incorporate  new  test 
methods  and  rating  schemes  to  address  < 
hearing  protector  technologies  that  have 


evolved  since  initial  promulgation  of 
the  regulation  in  1979. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5102; 
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EPA — Noise  Control  Act  (NCA) 

Proposed  Rule  Stage 

Agency  Contact:  Ken  Feith, 
Environmental  Protection  Agency,  Air 
and  Radiation,  6103,  Washington,  DC 
20460 

Phone:  202  564-1679 

Fax:  202  564-1677 

Email:  feith.ken@epamail.epa.gov 

Catrice  Jefferson,  Environmental 
Protection  Agency,  Air  and  Radiation, 
6103,  Washington,  DC  20460 

Phone:  202  564-1668 

Fax:  202  564-1677 

Email: 

jefferson.catrice@epamail.epa.gov 

RIN:  2060-AO25 

Environmental  Protection  Agency  (EPA) 

Federal  insecticide,  Fungicide,  and  Rodenticide  Act  (FIFRA) 

Prerule  Stage 

2902.  ENDOCRINE  DISRUPTOR 
SCREENING  PROGRAM  (EDSP); 
IMPLEMENTING  THE  SCREENING 
AND  TESTING  PHASE 

Priority:  Other  Significant 

Legai  Authority:  15  USC  2603  “TSCA”; 
21  USC  346(a)  “FFDCA”;  42  USC 
300(a)(17)  “SDWA”:  7  USC  136 
“FIFRA” 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  Section  408(p)  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act,  as 
amended  by  the  1996  Food  Quality 
Protection  Act,  directs  EPA  to  establish 
and  implement  a  program  whereby 
industry  will  be  required  to  screen  and 
test  all  pesticide  chemicals  to 
determine  whether  certain  substances 
may  have  an  effect  in  humans  that  is 
similar  to  an  effect  produced  by  a 
naturally  occurring  estrogen,  or  such 
other  endocrine  effect  as  the 
Administrator  may  designate.  The 
requirements  of  section  408(p)  were 
implemented  through  the  creation  of 
the  Endocrine  Disruptor  Screening 
Program  (EDSP)  in  1998.  The  EDSP  has 
the  following  three  components  that  are 
proceeding  simultaneously:  1) 
Developing  and  validating  assays;  2) 
setting  chemical  testing  priorities:  and 
3)  establishing  408(p)  testing  orders  and 
related  data  procedures.  A  Federal 
Advisory  Committee  Act  committee  is 
providing  advice  to  the  EDSP  on  assay 
development  and  validation.  For 
chemical  testing  priorities,  the 
approach  to  selecting  the  first  50  to  100 
chemicals  was  finalized  in  September 
2005  (70  FR  56449),  and  EPA  is 
implementing  that  approach.  For 
establishing  the  testing  orders  and 
related  data  procedures,  EPA  intends  to 
focus  on  the  initial  50  to  100 


chemicals.  The  Agency  intends  to 
conduct  a  review  of  the  data  received 
from  the  screening  of  the  initial  group 
of  chemicals  to  evaluate  whether  the 
program  could  be  improved  or 
optimized,  and  if  so,  how. 

Timetable: 

Action  Date  FR  Cite 

Draft  Procedures  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Leveis  Affedted:  Federal 

Additional  Information:  SAN  No.  4728; 
EPA  publication  information:  Notice- 
Notice;  Split  from  RIN  2070-AD26.  In 
August  2000,  the  Agency  submitted  the 
required  Status  Report  to  Congress.  In 
March  2002,  the  Agency  submitted  the 
requested  status  report  to  Congress  on 
the  Endocrine  Disruptor  Methods 
Validation  subcommittee  under  the 
National  Advisory  Council  on 
Environmental  Policy  and  Technology. 

URL  For  More  Information: 

http://www.epa.gov/scipoly/oscpendo/ 

index.htm 

Agency  Contact:  William  Wooge, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7201M,  Washington, 
DC  20460 

Phone:  202  564-8476 

Fax:  202  564-8482 

Email:  wooge.william@epa.gov 

Joe  Nash,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington.  DC  20460 

Phone:  202  564-8886 

Fax:  202  564-4765 

Email:  nash.joseph@epa.gov 

RIN:  2070-AD61 


2903.  PESTICIDES;  DETERMINATION 
OF  STATUS  OF  PRIONS  AS  PESTS 

Priority:  Other  Significant 

Legal  Authority:  7  USC  136;  7  USC 
136w 

CFR  Citation:  40  CFR  152 

Legai  Deadline:  None 

Abstract:  In  2004,  the  Agency  stated 
that  it  considered  prions  (proteinaceous 
infectious  particles)  to  be  a  “pest” 
under  the  Federal  Insecticide, 
Fungicide,  and  Rodenticide  Act 
(FIFRA).  The  Agency  is  further 
reviewing  the  relationship  of  prions  to 
FIFRA  and  considering  whether  any 
additional  or  different  approaches  to 
prions  or  products  intended  to  prevent, 
destroy,  repel,  or  mitigate  prions  are 
appropriate  or  necessary  under  FIFRA. 
The  Agency  may  issue  an  ANPRM  to 
seek  comment  and  foster  discussion  of 
this  issue. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4985; 

Agency  Contact:  Carlton  Kempter, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7510P,  Washington, 
DC  20460 

Phone:  703  305-5448 

Fax:  703  305-6467 

Email:  kempter.carlton@epa.gov 

RIN:  2070-AJ26 
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Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Federal  Insecticide,  Fungicide,  and  Rodenticide  Act  (FIFRA) 


2904.  PESTICIDES;  DATA 
REQUIREMENTS  FOR 
ANTIMICROBIALS 

Priority:  Other  Significant 

Legal  Authority:  7  USC  136  to  136y 

CFR  Citation:  40  CFR  158 

Legal  Deadline:  None 

Abstract:  EPA  will  update  and  revise 
its  pesticide  data  requirements  for 
antimicrobial  pesticide  products.  The 
revisions  will  codify  data  requirements 
to  reflect  current  regulatory  emd 
scientific  standards.  The  data 
requirements  will  cover  all  scientific 
disciplines  for  antimicrobial  pesticides, 
including  product  chemistry  and 
residue  chemistry,  toxicology,  and 
environmental  fate  and  effects. 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4173; 

Sectors  Affected:  32519  Other  Basic 
Organic  Chemical  Manufacturing; 

32551  Paint  and  Coating 
Manufacturing;  32532  Pesticide  and 
Other  Agricultural  Chemical 
Manufacturing;  32561  Soap  and 
Cleaning  Compound  Manufacturing 

URL  For  More  Information: 

http:/ / www.epa.gov/ pesticides/ 
regulating/data. htm 

Agency  Contact:  Paul  Parsons, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  308-9073 
Fax:  703  305-5884 
Email:  parsons.paul@epa.gov 

Jean  Frane,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  305-5944 

Fax:  703  305-5884 

Email:  frane.jean@epa.gov 

RIN:  2070-AD30 


2905.  PLANT  INCORPORATED 
PROTECTANTS  (PIPS);  EXEMPTION 
FOR  THOSE  BASED  ON  VIRAL  COAT 
PROTEIN  GENES 

Priority:  Other  Significant 

Legal  Authority:  21  USC  346(a)  et  seq; 

7  USC  136  et  seq 

CFR  Citation:  40  CFR  174 
Legal  Deadline:  None 

Abstract:  EPA  is  considering  the 
addition  of  plant-incorporated 
protectants  based  on  viral  coat  protein 
genes  to  its  plant-incorporated 
protectants  exemptions  at  40  CFR  174. 
Substances  which  plants  produce  for 
protection  against  pests,  and  the  genetic 
material  necessary  to  produce  them,  are 
pesticides  under  the  Federal 
Insecticide,  Fungicide  and  Rodenticide 
Act  (FIFRA),  if  humans  intend  these 
substances  to  “prevent,  repel  or 
mitigate  any  pest.”  These  substances 
are  also  “pesticide  chemical  residues” 
under  the  Federal  Food,  Drug,  and 
Cosmetic  Act  (FFDCA).  Therefore,  EPA 
is  concurrently  considering  the 
exemption  of  plant-incorporated 
protectants  based  on  viral  coat  protein 
genes  from  the  requirement  of  a 
tolerance  under  section  408  of  the 
F'FDCA.  Due  to  public  interest  and  new 
scientific  information,  additional  public 
comment  on  this  proposal,  originally 
published  in  1994,  was  requested  in  a 
2001  Supplemental  Proposal  (66  FR 
37855). 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

Supplemental  NPRM 

1 

Supplemental  NPRM 

2 

11/23/94 

07/22/96 

59  FR  60496 
61  FR  37891 

05/16/97 

62  FR  27132 

Supplemental  NPRM 

3 

04/23/99 

64  FR  19958 

Supplemental  NPRM 

4 

07/19/01 

66  FR  37855 

Reproposal 

04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4602; 
This  action  is  a  continuation  of  the 
action  described  in  RIN  2070-AC02. 
Since  several  pieces  of  that  action  are 
now  finalized,  the  Agency  is  splitting 
this  piece  into  a  separate  Agenda  entry 
so  that  it  can  continue  to  be  tracked 
separately. 


Sectors  Affected:  ill  Crop  Production; 
32532  Pesticide  and  Other  Agricultural 
Chemical  Manufacturing;  54171 
Research  and  Development  in  the 
Physical  Sciences  and  Engineering 
Sciences 

URL  For  More  Information: 

http :/ >www. epa.gov/pesticides/ 
biopesticides/pips/index.htm 

Agency  Contact:  Melissa  Kramer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7202M,  Washington, 
DC  20460 

Phone:  202  564-8497 

Fax:  202  564-8502 

Email:  kramer.melissa@epa.gov 

Tom  McClintock,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7202M,  Washington,  DC 
20460 

Phone:  202  564-8488 

Fax:  202  564-8502 

Email:  mcclintock.tom@epa.gov 

RIN:  2070-AD49 


2906.  PESTICIDES;  COMPETENCY 
STANDARDS  FOR  OCCUPATIONAL 
USERS 

Priority:  Other  Significant 

Legal  Authority:  7  USC  136;  7  USC 
136i;  7  use  136w 

CFR  Citation:  40  CFR  171;  40  CFR  156; 
40  CFR  152 

Legal  Deadline:  None 

Abstract:  The  EPA  is  proposing  change 
to  Federal  regulations  guiding  the 
certified  pesticide  applicator  program 
(40  CFR  171).  Change  is  sought  to 
strengthen  the  regulations  so  that  they 
may  better  protect  pesticide  applicators 
and  the  public  from  harm  due  to 
pesticide  exposure.  Changes  would 
include  having  occupational  users  of 
pesticides  demonstrate  competency  by 
meeting  minimum  competency 
requirements,  and  requiring  additional 
competency  determinations  of  those 
who  use  the  most  toxic  pesticides  in 
a  manner  that  could  result  in 
significant  exposure  to  the  public.  The 
need  for  change  arose  from  EPA 
discussions  with  key  stakeholders.  EPA 
has  been  in  extensive  discussions  with 
stakeholders  since  1997  when  the 
Certification  and  Training  Assessment 
Group  (CTAG)  was  established.  CTAG 
is  a  forum  used  by  regulatory  and 
academic  steikehoiders  to  discuss  the 
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current  state  of,  and  the  need  for 
improvements  in,  the  national  certified 
pesticide  applicator  program. 
Throughout  these  extensive  interactions 
with  stakeholders,  EPA  has  learned  of 
the  need  for  changes  to  the  regulation. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Additional  Information:  SAN  No.  5007 

Agency  Contact:  Kathy  Davis, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  308-7002 
Fax:  703  308-2962 
Email:  davis.kathy@epa.gov 

Donald  Eckerman,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7506P,  Washington,  DC 
20460 

Phone:  703  305-5062 

Fax:  703  308-2962 

Email:  eckerman.donald@epa.gov 

RIN:  2070-AJ20 


2907.  PESTICIDES;  AGRICULTURAL 
WORKER  PROTECTION  STANDARD 
REVISIONS 

Priority:  Other  Significant 

Legal  Authority:  7  USC  136;  7  USC 

136w 

CFR  Citation:  40  CFR  156;  40  CFR  170 
Legal  Deadline:  None 

Abstract:  The  EPA  is  developing  a 
proposal  to  revise  the  Federal 
regulations  guiding  agricultural  worker 
protection  (40  CFR  170).  The  changes 
under  consideration  are  intended  to 
help  agricultural  workers  protect 
themselves  from  potential  exposure  to 
pesticides  and  pesticide  residues.  In 
addition,  EPA  is  proposing  to  make 
adjustments  to  improve  and  clarify 
current  requirements  and  facilitate 
enforcement.  Other  changes  sought  are 
to  establish  a  right-to-know  Hazard 
Communication  program  and  make 
improvements  to  pesticide  safety 
training,  with  improved  worker  safety 
the  intended  outcome.  The  need  for 


change  arose  from  EPA  discussions 
with  key  stakeholders  beginning  in 
1996  and  continuing  through  2004. 

EPA  held  nine  public  meetings 
throughout  the  country  during  which 
the  public  submitted  written  and  verbal 
comments  on  issues  of  their  concern. 

In  2000  through  2004,  EPA  held 
meetings  where  invited  stakeholders 
identified  their  issues  and  concerns 
with  the  regulations. 

Timetable: 

Action  Date  FR  Cite  - 

NPRM  12/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Small  Entities  Affected:  Businesses 
Government  Levels  Affected: 
Undetermined 

Additional  Information:  SAN  No.  5006 
Agency  Contact:  Don  Eckerman, 
Environmental  Protection  Agency, 

Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  305-5062 

Fax:  703  308-2962 

Email:  eckerman.donald@epa.gov 

Kathy  Davis,  Environmental  Protection" 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  308-7002 

Fax:  703  308-2962 

Email:  davis.kathy@epa.gov 

RIN:  2070-AJ22 


2908.  PESTICIDES;  DATA 
REQUIREMENTS  FOR 
PLANT-INCORPORATED 
PROTECTANTS  (PIPS) 

Priority:  Substantive,  Nonsignificant 

Legai  Authority:  7  USC  136a:  7  USC 
136w 

CFR  Citation:  40  CFR  174 
Legal  Deadline:  None 

Abstract:  EPA  intends  to  propose 
codifying  data  requirements  for  the 
pesticide  registration  of  plant- 
incorporated  protectants  (PIPs).  These 
data  requirements  are  intended  to 
provide  EPA  with  data  and  other 
information  necessary  for  the 
registration  of  PIPs.  These  requirements 
would  improve  the  Agency’s  ability  to 
make  regulatory  decisions  about  the 
human  health  and  environmental 
effects  of  these  products.  By  codifying 


data  reqOtrements  specific  to  PIPs,  the 
regulated  community  would  have  a 
better  understanding  of  and  could 
better  prepare  for  the  registration 
process.  This  proposed  rule  is  one  in 
a  series  of  proposals  to  update  and 
clarify  pesticide  data  requirements. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  5005 

Agency  Contact:  Kristen  Brush, 
Envirqnmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  308-0308 
Email:  brush.kristen@epa.gov 

William  Schneider,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  751  IP,  Washington,  DC 
20460 

Phone:  703  308-8683 

Fax:  703  308-7026 

Email:  schneider.william@epa.gov 

RIN:  2070-AJ27 


2909.  PESTICIDES;  EXPANSION  OF 
CROP  GROUPING  PROGRAM 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  21  USC  346a 
CFR  Citation:  40  CFR  180 
Legal  Deadline:  None 

Abstract:  EPA  is  revising  the  pesticide 
crop  grouping  regulations  to  create  new 
crop  groupings,  add  new  subgroups, 
and  expand  existing  crop  groups  by 
adding  new  commodities.  EPA  expects 
these  revisions  to  promote  greater  use 
of  crop  grouping  for  tolerance-setting 
purposes  and  to  facilitate  the 
availability  of  pesticides  for  minor  crop 
uses.  This  proposal  is  the  first  one  in 
a  series  of  proposals  for  revisions  to 
crop  grouping  regulations. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5031 

Agency  Contact:  Rame  Cromwell, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  308-9068 

Fax:  703  305-5884 

Email:  cromwell.rame@epa.gov 

Jean  Frane,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  305-5944 

Fax:  703  305-5884 

Email:  frane.jean@epa.gov 

RIN:  2070-AJ28 


2910.  PESTICIDE  AGRICULTURAL 
CONTAINER  RECYCLING  PROGRAM 

Priority:  Other  Significant 
Legal  Authority:  7  USC  136  to  I36y 
CFR  Citation:  40  CFR  165 
Legal  Deadline:  None 
Abstract:  EPA  will  propose  to  require 
that  manufacturers  of  agricultural  and 
professional  specialty  pesticides 
support  (either  by  managing  and 
operating,  or  contracting  with  another 
.organization)  a  container  recycling 
program  that  meets  the  standards  of  the 
American  National  Standards  Institute 
(ANSI).  The  proposed  regulation  will 
ensure  the  continued  operation  of  an 
existing  hut  endangered  nationwide 
infrastructure  for  voluntary  recycling  of 
plastic  pesticide  containers. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/07 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5050 

Agency  Contact:  Jeanne  Kasai, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  308-3240 
Fax:  703  308-2962 
Email:  kasai.jeanne@epa.gov 

Nancy  Fitz,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  305-7385 

Fax:  703  308-2962 

Email:  fitz.nancy@epa.gov 

RIN:  2070-AJ29 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Federal  Insecticide,  Fungjcide,  and  Rodenticide  Act  (FIFRA) 


2911.  PESTICIDES;  DATA 
REQUIREMENTS  FOR 
CONVENTIONAL  CHEMICALS 

Priority:  Other  Significant 
Legal  Authority:  7  USC  136  to  l36y 
CFR  Citation:  40  CFR  158 
Legal  Deadline:  None 

Abstract:  EPA  is  revising  its  data 
requirements  for  the  registration  of 
conventional  pesticide  products.  In  this 
action,  the  Agency  is  revising  data 
requirements  that  pertain  to  product 
chemistry,  toxicology,  residue 
chemistry,  applicator  exposure,  post¬ 
application  exposure,  nontarget 
terrestrial  and  aquatic  organisms, 
nontarget  plant  protection,  and 
environmental  fate.  When  promulgated, 
the  data  requirements  will  reflect 
current  scientific  knowledge  and 
understanding.  These  revisions  will 
improve  the.  Agency’s  ability  to  make 
regulatory  decisions  about  the  human 
health  and  environmental  effects  of 
pesticide  products  to  better  protect 
wildlife,  the  environment,  and  people, 
including  sensitive  subpopulations. 
Coupled  with  revision  of  data 
requirements,  EPA  is  reformatting  the 
requirements  and  revising  its  general 
procedures  and  policies  associated  with 
data  submission.  By  codifying  existing 


data  requirements,  which  are  currently 
applied  on  a  case-by-case  basis,  the 
pesticide  industry,  along  with  other 
partners  in  the  regulated  community, 
would  attain  a  better  understanding 
and  could  better  prepare  for  the 
pesticide  registration  process. 
Timetable: 

Action  Date  FR  Cite 

NPRM  03/11/05  70  FR  12277 

Notice  of  Pubiic  04/01/05  70  FR  16785 

Meeting 

Extension  of  Comment  06/08/05  70  FR  33414 
Period 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  information:  SAN  No.  2687; 
EPA  publication  information:  NPRM  - 
http :// www.epa.gov/fedrgstr/EP  A- 
PEST/2005/March/Day-ll/p4466.htm; 
Individual  Document  id  in  the  EPA 
docket:  http://www.epa.gov/edocket 

Sectors  Affected:  32532  Pesticide  and 
Other  Agricultural  Chemical 
Manufacturing 

URL  For  More  Information: 

http :/ / www.epa.gov/pesticides/ 
regulating/data.htm 


Agency  Contact:  Vera  Au, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703’  308-9069 
Fax:  703  305-5884 
Email:  au.vera@epa.gov 

Jean  Frane,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone;  703  305-5944 

Fax:  703  305-5884 

Email:  frane.jean@epa.gov 

RIN:  2070-AC12 


2912.  PESTICIDES;  DATA 
REQUIREMENTS  FOR  BIOCHEMICAL 
AND  MICROBIAL  PRODUCTS 

Priority:  Other  Significant 
Legal  Authority:  7  USC  136  to  I36y 
CFR  Citation:  40  CFR  158 
Legal  Deadline:  None 

Abstract:  EPA  will  update  the  data 
requirements  necessary  to  register  a 
biochemical  or  microbial  pesticide 
product.  The  revisions  will  codify  data 
requirements  to  reflect  current 
,  regulatory  and  scientific  standards.  The 
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data  requirements  will  cover  all 
scientific  disciplines  for  biochemical 
and  microbial  pesticides,  including 
product  chemistry  and  residue 
chemistry,  toxicology,  and 
environmental  fate  and  effects.  The 
revision  will  not  include  plant- 
incorporated  protectants. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4596; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
PEST/2006/March/Day-08/p2 1 85  .htm; 

Sectors  Affected:  32532  Pesticide  and 
Other  Agricultural  Chemical 
Manufacturing 

URL  For  More  Information: 

http://www.epa.gov/pesticides/ 

regulating/data.htm 

Agency  Contact:  Candace  Brassard, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  305-6598 

Fax:  703  305-5884 

Email:  brassard.candace@epa.gov 

Jean  Frane,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  305-5944 

Fax:  703  305-5884 

Email:  frane.jean@epa.gov 

RIN:  2070-AD51 


2913.  PLANT  INCORPORATED 
PROTECTANTS  (PIPS);  EXEMPTION 
FOR  THOSE  DERIVED  THROUGH 
GENETIC  ENGINEERING  FROM 
SEXUALLY  COMPATIBLE  PLANTS 

Priority:  Other  Significant 

Legal  Authority:  7  USC  136  et  seq;  21 
use  346a  et  seq 

CFR  Citation:  40  CFR  174 
Legal  Deadline:  None 

Abstract:  EPA  is  withdrawing  this 
proposed  action  because  the  original 
proposal  was  issued  in  1994,  and  the 
Agency  has  determined  that  the  record 


does  not  address  the  recent  scientific 
information  developed  since  the 
original  proposal.  Consequently,  the 
record  would  not  provide  adequate,  up- 
to-date  support  for  the  proposed  rule. 

If  EPA  were  to  pursue  such  an 
exemption,  the  Agency  would  issue  a 
new  proposed  rule.  However, 
withdrawing  the  1994  proposal  does 
not  preclude  EPA’s  pursuing  the  same 
approach  in  the  future.  In  addition, 
EPA’s  priorities  have  changed  since 
1994.  At  that  time,  EPA  believed  that 
an  exemption  for  PIPs  derived  through 
genetic  engineering  from  plants 
sexually  compatible  with  the  recipient 
plant  had  the  potential  to  cover  a 
number  of  low-risk  products.  However, 
experience  in  the  last  decade  has 
sho  vn  that  such  PIPs  have  not  been 
developed  in  great  numbers.  In  light  of 
the  e.tpected  limited  utility  of  such  an 
exemption,  EPA  does  not  consider  it 
prudei't  to  expend  resources  for  an 
exemption  that  would  likely  benefit 
only  vei-y  few  entities.  Should  the 
Agency  decide  to  pursue  such  a 
rulemeiking  in  the  future,  EPA  will 
create  a  new  entry  for  that  effort  in  the 
Regulator)'  Agenda. 

Timetable: 


Chemical  Manufacturing:  54171 
Research  and  Development  in  the 
Physical  Sciences  and  Engineering 
Sciences 

URL  For  More  Information: 

http://www.epa.gov/pesticides/ 
biopesticides/pips/ index.htm 

Agency  Contact:  Elizabeth  Milewski, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7202M,  Washington, 
DC  20460 

Phone:  202  564-8492 

Fax:  202  564-8502 

Email:  milewski.elizabeth@epa.gov 

Janet  Andersen,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  751  IP,  Washington,  DC 
20460 

Phone:  703  308-8712 

Fax:  703  308-7026 

Email:  andersen.janet@epa.gov 

RIN:  2070-AD55 


2914.  PLANT  INCORPORATED 
PROTECTANTS  (PIPS);  EXEMPTION 
FOR  PIPS  THAT  ACT  BY  PRIMARILY 
AFFECTING  THE  PLANT 


Action 

Date 

FR  Cite 

NPRM 

11/23/94 

59  FR  60496 

Supplemental  NPRM 

1 

Supplemental  NPRM 

2 

07/22/96 

61  FR  37891 

05/16/97 

62  FR  27132 

Supplemental  NPRM 

3 

04/23/99 

64  FR  19958 

Supplemental  NPRM 

07/19/01 

66  FR  37855 

4 

Supplemental  NPRM 

5 

08/20/01 

66  FR  43552 

Notice:  Withdrawal  of 

05/00/07 

NPRM 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4611; 
EPA  publication  information: 
Supplemental  NPRM  3-Request  for 
Comment  on  Alternate  Name;  This 
action  is  a  continuation  of  the  action 
described  in  RIN  2070-AC02.  Since 
several  pieces  of  that  action  are  now 
finalized,  the  Agency  is  splitting  this 
piece  into  a  separate  Agenda  entry  so 
that  it  can  continue  to  be  tracked 
separately. 

Sectors  Affected:  111  Crop  Production: 
32532  Pesticide  and  Other  Agricultural 


Priority:  Other  Significant 

Legal  Authority:  7  USC  136  et  seq;  21 
USC  346a  et  seq 

CFR  Citation:  40  CFR  174 
Legal  Deadline:  None 

Abstract:  EPA  is  withdrawing  this 
proposed  action  because  the  original 
proposal  was  issued  in  1994,  and  the 
Agency  has  determined  that  the  record 
does  not  address  the  recent  scientific 
information  developed  since  the 
original  proposal.  Consequently,  the 
record  would  not  provide  adequate,  up- 
to-date  support  for  the  proposed  rule. 

If  EPA  were  to  pursue  such  an 
exemption,  the  Agency  would  issue  a 
new  proposed  rule.  However, 
withdrawing  the  1994  proposal  does 
not  preclude  EPA’s  pursuing  the  same 
approach  in  the  future.  At  that  time, 
EPA  will  create  a  new  entry  for  that 
effort  in  the  Regulatory  Agenda. 

Timetable: 

Action  Date  FR  Cite 


NPRM  Original 
Supplemental  NPRM 
Supplemental  NPRM 
2 

Supplemental  NPRM 
3 


11/23/94  59  FR  60496 
07/22/96  61  FR  37891 
05/16/97  62  FR  27132 

04/23/99  64  FR  19958 
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Action  Date  FR  Cite 

Supplemental  NPRM  07/19/01  66  FR  37855 
4 

Notice:  Withdrawal  of  05/00/07 
NPRM 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4612; 
EPA  publication  information:  NPRM 
Original-FIFRA  Exemption;  This  action 
is  a  continuation  of  the  action 
described  in  RIN  2070-AC02.  Since 
several  pieces  of  that  action  are  now 
finalized,  the  Agency  is  splitting  this 
piece  into  a  separate  Agenda  entry  so 
that  it  can  continue  to  be  tracked. 
Sectors  Affected:  ill  Crop  Production; 
32532  Pesticide  and  Other  Agricultural 
Chemical  Manufacturing;  54171 
Research  and  Development  in  the 
Physical  Sciences  and  Engineering 
Sciences 

URL  For  More  Information: 

http://www.epa.gov/pesticides/ 
biopesticides/ pips/iodex.htm 
Agency  Contact:  Elizabeth  Milewski, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7202M,  Washington, 
DC  20460 

Phone:  202  564-8492 

Fax:  202  564-8502 

Email:  milewski.elizabeth@epa.gov 

Janet  Andersen,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  751  IP,  Washington,  DC 
20460 


Phone:  703  308-8712 

Fax:  703  308-7026 

Email:  andersen.janet@epa.gov 

RIN:  2070-AD56 


2915.  GROUNDWATER  AND 
PESTICIDE  MANAGEMENT  PLAN 
RULE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  7  USC  136(a)  “FIFRA 
sec  3”;  7  USC  136(w) 

CFR  Citation:  40  CFR  152.170 
Legal  Deadline:  None 

Abstract:  As  proposed,  this  regulation 
would  have  established  Pesticide 
Management  Plans  (PMPs)  as  a  new 
regulatory  requirement  for  certain 
pesticides.  Unless  a  State  or  tribal 
authority  had  an  EPA-approved  Plan 
specifying  risk-reduction  measures,  use 
of  the  chemical  would  be  prohibited. 
The  rule  would  also  specify  procedures 
and  deadlines  for  development, 
approval,  and  modification  of  plans  by 
States  and  tribal  authorities.  Several 
parameters  of  the  program  described  in 
the  proposed  rule  were  reconsidered  to 
determine  whether  the  program  could 
address  water  quality  issues  rather  than 
groundwater  only,  and  to  determine  the 
best  partnership  approach  to 
implementation.  During  this  period,  the 
risk  level  associated  with  the  named 
pesticides  was  reexamined  and 
reduced.  Moreover,  since  the  proposal 
in  1996,  many  States  have  adopted  the 
original  concept  and  framework  of 
Pesticide  Management  Plans  and  these 
programs  are  operational. today.  This 
experience  and  growth  in  knowledge 
has  exceeded  the  requirements  and 


specifications  of  the  original  proposal. 
Accordingly,  EPA  intends  to  withdraw 
the  proposed  rule  in  the  near  future. 

Timetable: 


Action 

Date 

FR  Cite 

NPRM 

06/26/96 

61  FR  33259 

Notice  of  Availability 
regarding 
Metolachlor 

02/23/00 

65  FR  8925 

Supplemental  NPRM 
Notice:  Withdrawal  of 
NPRM 

03/24/00 

05/00/07 

65  FR  15885 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Tribal 

Additional  Information:  SAN  No.  3222; 
EPA  publication  information:  Notice- 
Notice  of  Availability  regarding 
Metolachlor 

Sectors  Affected:  9241  Administration 
of  Environmental  Quality  Programs 

Agency  Contact:  Charles  Evans, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  305  7199 
Email:  evans.charles@epa.gov 

Jean  Frane,’  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7506P, 

Washington,  DC  20460 

Phone:  703  305-5944 

Fax:  703  305-5884 

Email:  frane.jean@epa.gov 

RIN:  2070-AC46 


Environmental  Protection  Agency  (EPA)  Long-Term  Actions 

Federal  Insecticide,  Fungicide,  and  Rodenticide  Act  (FIFRA) 


2916.  PESTICIDES;  TOLERANCE 
PROCESSING  FEES 

Priority:  Other  Significant 
Legal  Authority:  21  USC  346(a) 

CFR  Citation:  40  CFR  180;  40  CFR  178 
Legal  Deadline:  None 

Abstract:  Section  408(m)  of  the  Federal 
Food,  Drug,  and  Cosmetic  Act  requires 
EPA  to  charge  tolerance  fees  that,  in 
the  aggregate,  will  cover  all  costs 
associated  with  processing  tolerance 
actions,  including  filing  a  tolerance 
petition,  and  establishing,  modifying. 


leaving  in  effect,  or  revoking  a 
tolerance  or  tolerance  exemption.  EPA 
developed  a  final  rule  that  would  have 
adjusted  the  fee  structure  and  fee 
amounts  for  tolerance  actions.  A  final 
rule  completed  OMB  review  on 
December  31,  2003,  but  has  not  been 
issued  because  the  Consolidated 
Appropriations  Act  of  2004,  signed  on 
January  23,  2004,  prohibits  EPA  from 
collecting  any  tolerances  fees  until 
September  30,  2008.  This  prohibition 
was  expanded  in  2005  to  include  a 
prohibition  on  using  Federal  funding  to 


perform  any  work  on  a  final  tolerance 
fee  rulemaking.  As  such,  no  rulemaking 
activities  are  currently  planned. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/09/99  64  FR  31039 

Supplemental  NPRM  07/24/00  65  FR  45569 
Supplemental  NPRM  08/31/00  65  FR  52979 
2 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

•  Small  Entities  Affected:  No 
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Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4027; 
EPA  publication  information:  NPRM- 
L  Pesticides — Tolerance  Processing  Fees 

'  Sectors  Affected:  32532  Pesticide  and 

Other  Agricultural  Chemical 
■  Manufacturing 

URL  For  More  Information: 

I  vvww.epa.gov/pesticides/regulating/ 

1  fees/index. htm 

Agency  Contact:  Lindsay  Moose, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7501P,  Washington, 
DC  20460 

Phone:  703  305-7108 
Fax:  703  305-6244 
Email:  moose.lindsay@epa.gov 

RIN:  2070-AJ23 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4618 

Sectors  Affected:  112  Animal 
Production:  111  Crop  Production: 
32532  Pesticide  and  Other  Agricultural 
Chemical  Manufacturing 

Agency  Contact:  Scott  Garrison, 
Environmental  Protection  Agency, 
2333A,  Washington,  DC  20460 
Phone:  202  564-4047 
Fax:  202  564-5644 

Email:  garrison.scott@epamail.epa.gov 

Related  RIN:  Previously  reported  as 
2020-AA44 

RIN:  2015-AA00 


2917.  REVISION  OF  PROCEDURAL 
RULES  FOR  HEARINGS  ON 
CANCELLATIONS,  SUSPENSIONS, 
CHANGES  IN  CLASSIFICATIONS,  AND 
DENIALS  OF  PESTICIDE 
REGISTRATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  7  USC  I36a(c)  to 
136a(d);  7  USC  136b(d)  to  136b(f);  7 
USC  136d(b)  to  7  USC  136d(e);  7  USC 
136w(a) 

CFR  Citation:  40  CFR  164  (Revision) 

Legal  Deadline:  None 

Abstract:  EPA  is  preparing  a  revision 
of  the  Rules  of  Practice  governing  the 
conduct  of  licensing  adjudications 
under  the  Federal  Insecticide. 
Fungicide,  and  Rodenticide  Act 
(FIFRA).  The  existing  Rules  of  Practice 
were  originally  promulgated  by  EPA  in 
1973.  In  the  subsequent  30  years. 
Congress  has  substantially  amended 
FIFRA,  creating  a  number  of  addit.onal 
types  of  licensing  adjudications  which 
are  not  expressly  provided  for  in  the 
existing  Rules  of  Practice.  In  order  to 
include  provisions  tailored  to  these 
new  types  of  proceedings,  and  to 
incorporate  the  standard  practices 
which  have  evolved  and  the  precedents 
which  have  been  established  since 
these  rules  were  first  promulgated,  EPA 
intends  to  revise  the  FIFRA  Rules  of 
Practice. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Final  Action  To  Be  Determined 


2918.  PESTICIDES;  REGISTRATION 
REQUIREMENTS  FOR 
ANTIMICROBIAL  PESTICIDE 
PRODUCTS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  7  USC  136(a)(h);  7 
USC  136(w) 

CFR  Citation:  40  CFR  152 

Legal  Deadline:  Final,  Statutory, 
September  15,  2000,  The  Final  Rule  is 
due  240  days  after  close  of  comment 
period. 

Abstract:  This  regulation  will  specify 
antimicrobial  registration  reforms  that 
will  reduce  to  the  extent  possible  the 
review  time  for  antimicrobial 
pesticides.  The  regulation  will  clarify 
criteria  for  completeness  of 
applications,  and  will  specify  or  refer 
to  a  definition  of  the  various  classes 
of  antimicrobial  pesticide  use  patterns 
and  the  associated  data  and  labeling 
requirements  that  would  be  consistent 
with  the  degree  and  type  of  risk 
presented  by  each  class.  In  addition, 
the  regulation  will  also  include  labeling 
standards  for  public  health 
antimicrobial  products. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/17/99  64  FR  50671 

Notice  11/16/99  64  FR  62145 

Final  Action  1  12/14/01  66  FR  64759 

Final  Action  2  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 


Long-Term  Actions 


Additional  Information:  SAN  No.  3892; 
EPA  publication  information:  Final 
Action  1  - 

http://frwebgate.access.gpo.gov/  cgi- 
bin/getdoc.cgi?dbriame= 

2001 _ register&docid=frl4de01-9.pdf; 

Sectors  Affected:  32519  Other  Basic 
Organic  Chemical  Manufacturing; 

32551  Paint  and  Coating 
Manufacturing;  32532  Pesticide  and 
Other  Agricultural  Chemical 
Manufacturing;  32561  Soap  and 
Cleaning  Compound  Manufacturing 
URL  For  More  Information: 
http://www.epa.gOv/oppad00l/ 
regpolicy.htm 

Agency  Contact:  Jean  Frane, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7506P,  Washington, 
DC  20460 

Phone:  703  305-5944 
Fax:  703  305-5884 
Email:  frane.jean@epa.gov 

Cleo  Pizana,  Environmental  Protection 
Agency,  Office  of  Prevention,  Pesticides 
and  Toxic  Substances,  7510P, 
Washington,  DC  20460 
Phone:  703  308-6431 
Email:  pizana.cleo@epa.gov 

RIN:  2070-AD14 


2919.  REGULATIONS  TO  FACILITATE 
COMPLIANCE  WITH  THE  FEDERAL 
INSECTICIDE,  FUNGICIDE,  AND 
RODENTICIDE  ACT  BY  PRODUCERS 
OF  PLANT-INCORPORATED  . 
PROTECTANTS  (PIPS) 

Priority:  Other  Significant 
Legal  Authority:  7  USC  136  et  seq 

CFR  Citation:  40  CFR  174;  40  CFR  152; 
40  CFR  156;  40  CFR  167;  40  CFR  168; 
40  CFR  169;  40  CFR  172 
Legal  Deadline:  None 
Abstract:  Plant-Incorporated 
Protectants  (PIPs)  are  pesticidal 
substances  intended  to  be  produced 
and  used  in  living  plants  and  the 
genetic  material  needed  for  their 
production.  EPA  has  been  regulating 
PIPs  under  FIFRA,  including  issuing 
experimental  use  permits  and 
commercial  registrations,  for  over  10 
years,  with  the  first  commercial 
registration  of  a  PIP  under  FIFRA 
issued  in  1995.  On  July  19,  2001,  EPA 
published  rules  establishing  much  of 
the  current  regulatory  structure  for 
PIPs.  This  rulemaking  effort  is  intended 
to  address  the  issues  that  were  not 
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addressed  in  2001,  including  defining 
the  nature  of  regulated  production  of 
PIPs  and  associated  issues  such  as 
reporting,  product  labeling,  and 
recordkeeping.  The  rule  will  affect 
those  persons  who  produce  PIPs  and 
is  expected  to  clarify  the  legal 
requirements  of  their  products  at 
various  production  phases,  improving 
their  ability  to  conduct  business.  It  is 
expected  to  also  improve  the  ability  of 
the  EPA  to  identify  and  respond  to 
instances  where  there  are  potentially 
significant  violations.  EPA  also  intends 
to  address  activities  that  the  Agency 
does  not  believe  warrant  regulation  and 
will  consider  exempting  those 
activities,  as  appropriate,  from  FIFRA 
in  whole  or  in  part. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  5082 

Agency  Contact:  Stephen  Howie, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7202M,  Washington, 
DC  20460 

Phone:  202  564-4146 
Fax:  202  564-8502 


Email:  howie.stephen@epa.gov 

Elizabeth  Milewski,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7202M,  Washington,  DC 
20460 

Phone:  202  564-8492 

Fax:  202  564-8502 

Email:  milewski.elizabeth@epa.gov 

RIN:  2070-AJ32 


2920.  •  PLANT-INCORPORATED 
PROTECTANT— ASSOCIATED  FUSION 
PROTEINS  (PIP-AFPS) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  7  USC  136 
CFR  Citation:  40  CFR  174.3 
Legal  Deadline:  None 
Abstract:  The  Agency  is  determining 
the  regulatory  status  of  a  specific  type 
of  protein  that  may  arise  as  a  result 
of  inserting  genetic  material  into  a 
plant  to  produce  a  plant-incorporated 
protectant  (PIP);  e.g.,  (1) 
transgene/plant-fusion  protein — a 
protein  produced  from  a  fusion  of  PIP 
genetic  material  with  plant  genetic 
material  and  (2)  transgene/transgene- 
fusion  protein — a  protein  produced 
ft-om  an  internal  rearrangement  within 
the  PIP  genetic  material.  This  type  of 
protein  called  a  Plant-Incorporated 
Protectant-Associated  Fusion  Protein 
(PIP-AFP),  and  the  genetic  material 
necessary  to  produce  it,  should  be 


Environmental  Protection  Agency  (EPA) 

Federal  Insecticide,  Fungicide,  and  Rodenticide  Act  (FIFRA) 


2921.  REVISION  OF  PROCEDURAL 
RULES  FOR  HEARINGS  ON 
CANCELLATIONS,  SUSPENSIONS, 
CHANGES  IN  CLASSIFICATIONS,  AND 
DENIALS  OF  PESTICIDE 
REGISTRATIONS 

Timetable: 

Action  '  Date  FR  Cite 


T ransferred  to  RIN  03/1 4/07 

2015-AA00 

RIN:  2020-AA44 


considered  part  of  the  PIP  and  thus 
regulated  by  EPA  under  FIFRA  and 
FFDCA  section  408.  PIP-AFPs  can 
occur  during  the  insertional  event 
when  a  genetic  construct  becomes 
integrated  into  the  genome  in  such  a 
way  that  some  regulatory  control 
regions  are  lost  or  genetic  information 
fused. 

Timetable: 

Action  Date  FR  Cite 

NPRM  08/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  5101 

Agency  Contact:  Kenneth  Haymes, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7202M,  Washington, 
DC  20460 

Phone:  202  564-0306 

Fax:  202  564-8502 

Email:  haymes.kenneth@epa.gov 

Elizabeth  Milewski,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7202M,  Washington,  DC 
20460 

Phone:  202  564-8492 

Fax:  202  5'64-8502 

Email:  milewski.elizabeth@epa.gov 

RIN:  2070-AJ33 


Completed  Actions 
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2922.  NANOSCALE  MATERIALS 
UNDER  TSCA 

Priority:  Other  Significant 

Legai  Authority:  15  USC  2601  et  seq 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  Nanoscale  materials  are 
chemical  substances  containing 
structures  on  the  scale  of  approximately 
1  to  100  nanometers,  and  may  have 
different  molecular  organizations  and 
properties  than  the  same  chemical 
substances  on  a  larger  scale.  Because 
such  materials  may  have  novel 
properties  and  present  novel  issues, 
evaluating  and  managing  health  and 
environmental  risks  of  nanoscale 
materials  poses  a  new  challenge.  Under 
the  Toxic  Substances  Control  Act,  EPA 
has  the  authority  to  require  the 
development  of  data  necessarj'  for  the 
assessment  of  chemical  substances  and 
mixtures  from  persons  that  manufacture 
or  process  them  when  statutory 
findings  concerning  (1)  production 
volume  and  exposure/entry  into  the 
environment  or  (21  potential  hazard  can 


be  made,  and  to  prevent  and  eliminate 
unreasonable  risk  of  injury  to  human 
health  and  environment  from  chemical 
substances  and  mixtures.  The  Office  of 
Pollution  Prevention  and  Toxics 
(OPPT)  is  establishing  a  voluntary 
program  to  assemble  existing  data  and 
information  from  manufacturers  and 
processors  of  certain  nanoscale 
materials.  With  this  assembled  material, 
EPA  will  take  appropriate  steps  to 
protect  human  health  and  the 
environment  from  unreasonable  risk 
from  these  substances.  In  October  2006, 
EPA  announced  a  collaborative  process 
to  design  a  nanoscale  material 
stewardship  program  inviting  500 
organizations  and  agencies  to 
participate.  In  addition  to  the 
development  of  a  document  that 
describes  the  specific  elements  of  the 
voluntary  program,  the  Agency  intends 
to  develop  other  materials  for  which  it 
will  seek  stakeholder  input.  This 
includes  an  updated  document  that 
describes  the  approach  to  nanoscale 
materials  under  TSCA  and  a  paper  that 
describes  determining  the  inventory 
status  of  nanoscale  materials. 


Timetable: 

Action  Date  FR  Cite 

Draft  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  5058 

Agency  Contact:  Jim  Alwood, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8974 
Fax:  202  564-9490 
Emaih  alw’ood. jim@epa.gov 

Jim  Willis,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-0104 

Fax:  202  564-9490 

Email:  willis.jim@epamail.epa.gov 

RIN:  2070-AJ30 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Toxic  Substances  Control  Act  (TSCA) 


2923.  POLYCHLORINATED 
BIPHENYLS  (PCBS);  EXEMPTIONS 
FROM  THE  PROHIBITIONS  AGAINST 
MANUFACTURING.  PROCESSING, 
AND  DISTRIBUTION  IN  COMMERCE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2605  “TSCA 
6(e)(3)(B)” 

CFR  Citation:  40  CFR  761 

Legal  Deadline:  None 

Abstract:  Section  6(e)(3)(B)  of  the 
Toxic  Substances  Control  Act  (TSCA) 
provides  that  the  Administrator  may 
grant,  by  rule,  exemptions  from  the 
prohibitions  against  manufacturing, 
processing,  and  distribution  in 
commerce  of  PCBs  upon  finding  that 
1)  no  unreasonable  risk  to  health  or  the 
environment  will  occur  and  2)  good 
faith  efforts  have  been  made  by  the 
petitioner  to  develop  a  substitute  for 
PCB  which  does  not  pose  an 
unreasonable  risk  of  injury  to  health  or 
the  environment. 


Timetable: 

Action  Date  FR  Cite 

NPRM:  New  DOD  06/00/07 

Petition 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  2150; 

Sectors  Affected:  2211  Electric  Power 
Generation,  Transmission  and 
Distribution:  31-33  Manufacturing;  5133 
Telecommunications 

URL  For  More  Information: 

www.epa.gov/ pcb 

Agency  Contact:  Tom  Simons, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0517 

Fax:  202  566-0473 

Email:  simons.tom@epamail.epa.gov 

RIN:  2070-AB20 


2924.  TEST  RULE;  TESTING  OF 
CERTAIN  HIGH  PRODUCTION 
VOLUME  (HPV)  CHEMICALS 

Priority:  Other  Significant 
Legal  Authority:  15  USC  2603 
CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 

Abstract:  EPA  is  issuing  test  rules 
under  section  4(a)  of  the  Toxic 
Substances  Control  Act  (TSCA)  to 
require  testing  and  recordkeeping 
requirements  for  certain  high 
production  volume  (HPV)  chemicals 
(i.e.,  chemicals  which  are  manufactured 
(including  imported)  in  the  aggregate  at 
more  than  1  million  pounds  on  an 
annual  basis)  that  have  not  been 
sponsored  under  the  voluntary  HPV 
Challenge  Program.  Although  varied 
based  on  specific  data  needs  for  the 
particular  chemical,  the  data  generally 
collected  under  these  rules  may 
include:  Acute  toxicity,  repeat  dose 
toxicity,  developmental  and 
reproductive  toxicity,  mutagenicity, 
ecotoxicity,  and  environmental  fate. 

The  first  rule  proposed  testing  for  37 
HPV  chemicals  with  substantial  worker 
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exposure.  When  finalized  on  March  16, 
2006,  the  number  of  chemicals 
included  in  the  first  final  rule  was 
reduced  to  17  based  on  new 
information  on  annual  production 
volumes,  worker  exposure,  and 
commitments  to  the  voluntary  HPV 
Challenge  Program.  Subsequent  test 
rules,  including  a  proposed  rule 
scheduled  to  be  published  in  spring  of 
2007  will  require  similar  screening 
level  testing  for  other  unsponsored  HPV 
Challenge  Program  chemicals. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/26/00  65  FR  81658 

Final  Rule  03/1 6/06  71  FR  1 3709 

Second  NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  3990; 
EPA  publication  information:  NPRM  - 
http;//www.epa.gov/fedrgstr/EPA- 
TOX/2000/December/Day- 
26/t32497.htm:  EPA  Docket 
information:  EPA-HQ-OPPT-2005-0033 

Sectors  Affected:  325  Chemical 
Manufacturing:  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/opptintr/chemtest 

Agency  Contact:  Paul  Campanella, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8091 

Fax:  202  564-4765 

Email:  campanella.paul@epa.gov 

Greg  Schweer,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AD16 


2925.  SIGNIFICANT  NEW  USE  RULE 
(SNUR);  SELECTED  FLAME 
RETARDANT  CHEMICAL 
SUBSTANCES  FOR  USE  IN 
RESIDENTIAL  UPHOLSTERED 
FURNITURE 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604  “TSCA 
5” 

CFR  Citation:  40  CFR  704;  40  CFR  721; 
40  CFR  707;  40  CFR  710 

Legal  Deadline:  None 

Abstract:  In  support  of  the  residential 
upholstered  furniture  (RUF) 
flammability  standards  under 
consideration  by  the  Consumer  Product 
Safety  Commission  (CPSC),  EPA  would 
propose  a  significant  new  use  rule 
(SNUR)  under  section  5  of  the  Toxic 
Substances  Control  Act  (TSCA) 
covering  certain  flame  retardant 
chemicals  for  use  in  RUF.  The  SNUR 
would  require  companies  intending  to 
import,  manufacture,  or  process  these 
chemicals  for  use  as  a  flame  retardant 
in  RUF  to  submit  a  significant  new  use 
notice  (SNUN)  to  the  Agency  at  least 
90  days  prior  to  beginning  those 
activities.  The  required  notice  will 
provide  EPA  with  the  opportunity  to 
evaluate  their  use  as  flame  retardant 
chemicals  in  RUF,  and  if  necessary  to 
prohibit  or  limit  such  activity  before  it 
occurs  to  prevent  any  unreasonable  risk 
of  injury  to  human  health  or  the 
environment. 

Timetable: 

Actibn  Date  FR  Cite 

NPRM  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4512; 
EPA  Docket  information:  EPA-HQ- 
OPPT-2002-0074 

Sectors  Affected:  325  Chemical 
Manufacturing;  313  Textile  Mills; 
337121  Upholstered  Household 
Furniture  Manufacturing 

Agency  Contact:  John  Bowser, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8082 

Fax:  202  564-4775 

Email:  bowser.john@epamail.epa.gov 


Amy  Breedlove,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-9823 

Fax:  202  564-4775 

Email:  breedlove.amy@epa.gov 

RIN:  2070-AD48 


2926.  LEAD-BASED  PAINT; 
AMENDMENTS  TO  THE 
REQUIREMENTS  FOR  DISCLOSURE 
OF  KNOWN  LEAD-BASED  PAINT  OR 
LEAD-BASED  PAINT  HAZARDS  IN 
TARGET  HOUSING 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  4852d 

CFR  Citation:  40  CFR  745.100;  40  CFR 
745.101;  40  CFR  745.102;  40  CFR 
745.103;  40  CFR  745.107;  40  CFR 
745.110;  40  CFR  745.113;  40  CFR 
745.115;  40  CFR  745.118;  40  CFR 
745.119 

Legal  Deadline:  None 

Abstract:  EPA  intends  to  amend 
existing  requirements  to  clarify  to 
which  target  housing  transactions  the 
rule  applies;  add  or  clarify  definitions 
of  important  terms;  clarify  the 
disclosure  responsibilities  of  agents; 
clarify  whaj  information  must  be 
disclosed;  clarify  recordkeeping 
requirements  to  support  enforcement; 
and  amend  existing-regulatory  text  to 
resolve  some  inconsistent 
interpretations  and  to  incorporate 
interpretations  that  have  been  issued 
through  guidance.  Small  businesses  and 
State/local/tribal  governments  that  sell 
or  lease  target  housing  will  be  affected 
in  that  they  will  need  to  become 
familiar  with  new/revised  requirements 
that  apply  to  these  transactions.  Overall 
burden  is  not  expected  to  increase 
significantly. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Smail  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4777 

Sectors  Affected:  92511 
‘Administration  of  Housing  Programs: 


Federal  Register/ Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23253 


EPA — Toxic  Substances  Control  Act  (TSCA) 


Proposed  Rule  Stage 


53111  Lessors  of  Residential  Buildings 
and  Dwellings;  53121  Offices  of  Real 
Estate  Agents  and  Brokers;  522292  Real 
Estate  Credit;  531311  Residential 
Property  Managers 

URL  For  More  Information: 

http://www.epa.gov/oppt/lead/ 

Agency  Contact:  Cindy  Wheeler, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0484 

Fax:  202  566-0471 

Email:  wheeler.cindy@epa.gov 

John  Wilkins,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7404T, 

Washington,  DC  20460 

Phone:  202  566-0477 

Fax:  202  566-0471 

Email:  wilkins.john@epa.gov 

RIN:  2070-AD64 


2927.  TSCA  INVENTORY 
NOMENCLATURE  FOR  ENZYMES  AND 
PROTEINS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2607 
CFR  Citation:  40  CFR  720.45 
Legal  Deadline:  None 

Abstract:  In  an  Advance  Notice  of 
Proposed  Rulemaking  (ANPRM)  issued 
in  November  2004,  EPA  announced  and 
sought  comment  on  whether  it  should 
establish  new  procedures  and 
regulations  for  naming  enzymes  and 
proteins  when  listing  such  substances 
on  the  Toxic  Substances  Control  Act 
(TSCA)  Chemical  Substances  Inventory 
(TSCA  Inventory).  The  ANPRM 
outlined  four  identification  elements 
that  EPA  currently  believes  are 
appropriate  for  use  in  developing 
unique  TSCA  Inventory  nomenclature 
for  proteinaceous  enzymes.  The  Agency 
also  solicited  public  comment  on 
several  specific  questions  relating  to 
this  topic.  EPA  is  currently  evaluating 
the  comments  received  and  is 
developing  a  proposed  rulemaking. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  1 1/1 5/04  69  FR  65565 

NPRM  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Government  Leveis  Affected:  None 
Additional  Information:  SAN  No.  4878; 
EPA  publication  information:  ANPRM 
-  http  ://www  .epa.gov/fedrgstr/EPA- 
TOX/2004/November/Day- 
15/t25307.htm:  EPA  Docket 
information:  EPA-HQ-OPPT-2003-0058 

Agency  Contact:  Greg  Fritz, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8583 
Fax:  202  564-9490 
Email:  fritz.greg@epa.gov 

Loraine  Passe,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7406M,  Washington,  DC 
20460 

Phone:  202  564-9064 
Email:  passe.loraine@epa.gov 

RIN:  2070-AJ04 


2928.  EFFECTS  OF  TRANSFERS  OF 
OWNERSHIP  ON  OBLIGATIONS 
UNDER  SECTION  5  OF  TSCA 

Priority:  Substantive,  Non^nificant 

Legal  Authority:  15  USC  2604 
CFR  Citation:  40  CFR  720 
Legal  Deadline:  None 

Abstract:  Companies  frequently 
transfer  ownership  or  other  rights  with 
respect  to  a  chemical  substance  to  a 
different  company  or  person.  These 
transfers  may  have  regulatory 
implications  because  of  the  transferor’s 
earlier  submittal  under  the  Toxic 
Substances  Control  Act  (the  Act)  of  a 
premanufacture  notice,  a  significant 
new  use  notice  or  an  exemption  notice 
to  EPA  for  the  chemical  substance. 
Either  prior  to  or  after  commencing  the 
manufacture  of  the  chemical  substance, 
the  company  may  want  to  transfer  the 
right  to  manufacture  the  chemical 
substance  to  a  new  company  as  part 
of  a  merger,  corporate  reorganization, 
or  other  business  transaction.  The  Act 
can  be  interpreted  as  requiring  the 
transferee  of  a  right  to  manufacture  to 
submit  a  new  premanufacture  notice  to 
the  Agency,  because  the  transferee  is 
a  new  person.  However,  the  Agency  has 
not  always  required  the  transferee  to 
submit  a  new  notice  and  has  allowed 
the  transferee  to  manufacture  the 
chemical  substance  under  the  original 
company’s  authorization.  Because  there 
are  no  rules  or  formal  guidance 


concerning  the  procedure  for 
transferring  rights  to  manufacture,  this 
issue  has  not  been  addressed  in  a  clear 
and  consistent  manner.  Furthermore,  it 
is  not  clear  if  a  transferee  of  a  right 
to  manufacture  is  liable  under  the  Act 
to  the  same  extent  as  the  transferor. 
Therefore,  to  clarify  these  issues,  EPA 
proposes  to  adopt  a  rule  to  accomplish 
several  purposes:  (1)  To  provide  a  clear 
procedural  mechanism  to  facilitate  the 
transfer  of  rights  to  manufacture  to  new 
persons;  (2)  to  require  the  transferee  to 
specifically  assume  all  of  the  legal 
obligations  associated  with  the 
transferred  right  to  manufacture;  and 
(3)  to  provide  notice  to  the  Agency  of 
a  proposed  transfer  of  a  right  to 
manufacture,  thereby  allowing  the 
Agency  to  engage  in  more  meaningful 
compliance  monitoring. 

Timetable: 

Action  Date  FR  Cite 

NPRM.  02/00/08 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4975 

Agency  Contact:  James  Vinch, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-1256 
Fax:  202  564-1256 
Email:  vinch.james@epa.gov 

RIN:  2070-AJ15 


2929.  CLARIFICATION  ON  GUIDANCE 
FOR  ACTIVATED  PHOSPHORS 

Priority:  Info./Admin./Other 

Legal  Authority:  15  USC  2604 
CFR  Citation:  40  CFR  720 
Legal  Deadline:  None 

Abstract:  EPA  is  developing  guidance 
to  clarify  the  chemical  identification  of 
activated  phosphors  for  purposes  of  the 
Toxic  Substances  Control  Act  (TSCA) 
Chemical  Substance  Inventory  (TSCA 
Inventory).  Specifically,  the  Agency  is 
developing  guidance  to  clarify  that  an 
activated  phosphors  not  currently  listed 
on  the  TSCA  Inimntory  is  considered 
a  new  chemical  under  TSCA.  Prior  to 
initiating  the  manufacture  or  import  of 
a  new  chemical,  TSCA  section  5 
requires  a  company  to  submit  a 
premanufacture  notice  (PMN)  to  EPA. 
Apparently  this  has  not  been  clear  and 
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several  firms  have  initiated  the 
manufacture  of  activated  phosphor 
materials  that  are  not  listed  on  the 
TSCA  Inventory  without  having 
submitted  the  required  PMN.  EPA 
intends  to  seek  public  comment  on 
draft  guidance  in  this  area  to  ensure 
that  the  necessary  clarity  is  provided. 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  4984 

Agency  Contact:  David  Schutz, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-9262 


Fax:  202  564-9262 
Email:  schutz.david@epa.gov 

Miriam  Wigganslewis,  Environment^ 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-9373 
Fax:  202  564-9262 

Email :  wigganslewis  .miriam@epa.gov 
RIN:  2070-AJ21 


Timetable: 

Action  Date  FR  Cite 

Notice  07/00/07 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Toxic  Substances  Control  Act  (TSCA) 


Action  Date  FR  Cite 


2930.  LEAD  FISHING  SINKERS; 
RESPONSE  TO  CITIZENS  PETITION 
AND  PROPOSED  BAN 

Priority:  Other  Significant 
Legal  Authority:  15  USC  2605  “TSCA 
6” 

CFR  Citation:  40  CFR  745 
Legal  Deadline:  None 

Abstract:  On  October  20,  1992,  the , 
Environmental  Defense  Fund  (EDF), 
Federation  of  Fly  Fishers,  Trumpeter 
Swan  Society,  and  North  American 
Loon  Fund  petitioned  EPA  under 
section  21  of  the  Toxic  Substances 
Control  Act  (TSCA),  and  the 
Administrative  Procedure  Act  (APA),  to 
initiate  rulemaking  proceedings  under 
section  6  of  TSCA  to  require  that  the 
sale  of  lead  fishing  sinkers  be 
accompanied  by  an  appropriate  label  or 
notice  warning  that  such  products  are 
toxic  to  wildlife.  EPA  granted  the 
petition;  however,  the  Agency  believes 
that  a  labeling  provision  would  not 
adequately  address  the  risk  of  injury  to 
waterfowl  and  other  birds  (waterbirds) 
from  ingestion  of  lead  fishing  sinkers. 

In  addition,  EPA  also  believes  that  zinc 
fishing  sinkers  adversely  affect 
waterbirds  and  can  cause  mortality. 
Therefore,  EPA  has  proposed  a  rule 
under  section  6(a)  of  TSCA  to  prohibit 
the  manufacturing,  processing,  and 
distribution  in  commerce  in  die  United 
States  of  certain  smaller  size  fishing 
sinkers  containing  lead  and  zinc  and 
mixed  with  other  substances,  including 
those  made  of  brass.  EPA  intends  to 
publish  a  notice  withdrawing  the 
proposal. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  -05/13/91  56  FR  22096 


NPRM  03/09/94  59  FR  11122 

Notice:  Withdrawal  of  05/00/07 
NPRM 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  3252; 
EPA  publication  information:  NPRM — 
Proposed  Ban  of  Fishing  Sinkers 

URL  For  More  Information: 

http://www.epa.gov/oppt/lead/ 

Agency  Contact:  Doreen  Cantor, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0486 

Fax:  202  566-0471 

Email:  cantor.doreen@epa.gov 

Julie  Simpson,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460' 

Phone:  202  566-1980 

Fax:  202  566-0471 

Email:  simpson.julie@epa.gov 

RIN:  2070-AC21 


2931.  AMENDMENT  TO  THE 
PREMANUFACTURE  NOTIFICATION 
EXEMPTIONS;  REVISIONS  OF 
EXEMPTIONS  FOR  POLYMERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  15  USC  2604 
CFR  Citation:  40  CFR  723 
Legal  Deadline:  None 


Abstract:  In  September  2005,  EPA 
proposed  an  amendment  to  the  Polymer 
Exemption  Rule,  which  provides  an 
exemption  ft-om  the  premanufacture 
notification  (PMN)  requirements  of  the 
Toxic  Substances  Control  Act  (TSCA). 
The  proposed  amendment  would 
exclude  from  eligibility  polymers 
containing  as  an  integral  part  of  their 
composition,  except  as  impurities, 
certain  perfluoroalkyl  moieties 
consisting  of  a  CF3-  or  longer  chain 
length.  This  proposed  exclusion 
includes  polymers  that  contain  any  one 
or  more  of  the  following:  Perfluoroalkyl 
sulfonates  (PFAS);  perfluoroalkyl 
carboxylates'(PFAC);  fluorotelomers;  or 
perfluoroalkyl  moieties  that  are 
covalently  bound  to  either  a  carbon  or 
sulfur  atom  where  the  carbon  or  sulfur 
atom  is  an  integral  part  of  the  polymer 
molecule.  If  finalized  as  proposed,  any 
person  who  intends  to  manufacture  (or 
import)  any  of  these  polymers  not 
already  on  the  TSCA  Inventory  would 
have  to  complete  the  TSCA 
premanufacture  review  process  prior  to 
commencing  the  manufacture  or  import 
of  such  polymers.  EPA  believes  this 
proposed  change  to  the  current 
regulation  is  necessary  because,  based 
on  recent  information,  EPA  can  no 
longer  conclude  that  these  polymers 
“will  not  present  an  unreasonable  risk 
to  human  health  or  the  environment,” 
which  is  the  determination  necessary 
to  support  an  exemption  under  TSCA, 
such  as  the  Polymer  Exemption  Rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/07/06  71  FR  11485 

Final  Action  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4635; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
TOX/2006/March/Day-07/t2 1 5  2  .pdf; 

Sectors  Affected:  325  Chemical 
Manufacturing;  327  Nonmetallic 
Mineral  Product  Manufacturing;  326 
Plastics  and  Rubber  Products 
Manufacturing 

Agency  Contact:  Geraldine  Hilton, 
Environmental  Protection  Agency, 

Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8986 

Fax:  202  564-9490 

Email:  hilton.geraldine@epa.gov 

Rebecca  Cool,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-9138 

Fax:  202  564-9490 

Email :  cool.rebecca@epamail  .epa.gov 

PIN:  2070-AD58 


2932.  SIGNIFICANT  NEW  USE  RULES 
(SNURS);  FOLLOW-UP  RULES  ON 
NON-5<E)  NEW  CHEMICAL 
SUBSTANCES 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604  “TSCA 
5” 

CFR  Citation:  40  CFR  721 
Legal  Deadline:  None 

Abstract:  EPA  regulates  the  commercial 
development  of  new  chemicals  that 
have  completed  premanufacture  notice 
(PMN)  review.  In  a  PMN  review,  the 
Agency  assesses  whether  or  not  a 
chemical’s  manufacture,  import, 
process,  distribution,  use,  or  disposal 
outside  the  activities  described  in  the 
PMN  may  present  an  unreasonable  risk. 
EPA  will  issue  Significant  New  Use 
Rules  (SNURs)  requiring  90-day 
notification  to  EPA  from  any 
manufacturer,  importer,  or  processor 
who  would  engage  in  activities  that  are 
designated  as  significant  new  uses. 
Under  the  Expedited  Follow-up  Rule 
(EFUR)  which  became  effective  on 
October  12,  1989,  EPA  will  identify 
such  new  chemicals  and  publish  them 
in  a  batch  SNUR  3  to  4  times  per  year. 
Chemicals  that  were  subject  to  a 
proposed  SNUR  before  the  effective 


date  of  the  EFUR,  or  do  not  qualify 
under  the  EFUR,  may  be  regulated 
individually  by  notice  and  comment 
rulemaking  and  are  listed  below. 

Timetable: 


Action  . 

Date 

FR  Cite 

NPRM;  84-1056 

06/11/86 

51  FR21199 

NPRM:  86-566 

12/08/87 

52  FR  46496 

NPRM:  Aluminum 
Cross-Linked 
Sodium  Carboxy 
methylceliulose 

06/11/93 

58  FR  32628 

Final  Action:  84-1056 

12/00/07 

Final  Action:  86-566 

12/00/07 

Final  Action: 

Aluminum 
Cross-Linked 
Sodium  Carboxy 
methylceliulose 

12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  1976; 
EPA  publication  information:  NPRM: 
84-1056-Alkyl  &  Sulfonic  Acid  & 
Ammonium  Salt  (84-1056); 

Sectors  Affected:  325  Chemical 
Manufacturing;  324  Petroleum  and  Coal 
Products  Manufacturing 

URL  For  More  Information: 

http://www.epa.gov/opptintr/ 
newchem  s/ cnosnurs  .htm 

Agency  Contact:  Karen  Chu, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8773 
Fax:  202  564-9490 
Email:  chu.karen@epa.gov 

Rebecca  Cool,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-9138 

Fax:  202  564-9490 

Email:  cool.rebecca@epamail.epa.gov 

RIN:  2070-AA59 


2933.  SIGNIFICANT  NEW  USE  RULE 
(SNUR);  CHEMICAL-SPECIFIC  SNURS  ‘ 
TO  EXTEND  PROVISIONS  OF 
SECTION  5(E)  ORDERS 

Priority:  Routine  and  Frequent 
Legal  Authority:  15  USC  2604 


Abstract:  When  the  Agency  determines 
that  uncontrolled  manufacture,  import, 
processing,  distribution,  use,  or 
disposal  of  a  premanufacture 
notification  (PMN)  substance  may 
present  an  unreasonable  risk,  it  may 
issue  a  section  5(e)  consent  order  to 
limit  these  activities.  However,  such 
orders  apply  only  to  the  PMN 
submitter.  Once  the  new  substance  is 
entered  on  the  Toxic  Substances 
Control  Act  (TSCA)  chemical  inventory, 
others  can  manufacture,  import,  or 
process  the  substance  without  controls. 
Therefore,  EPA  extends  the  controls  to 
apply  to  others  by  designating 
manufacture,  import,  or  processing  of 
the  substances  for  uses  without  the 
specified  controls  as  significant  new 
uses.  Under  the  Expedited  Follow-Up 
Rule,  which  became  effective  on 
October  10,  1989  (54  FR  31314),  EPA 
routinely  publishes  batch  SNURs 
containing  routine  section  5(e)  and 
non-5(e)  SNURs.  However,  certain 
activities,  such  as  modifications, 
withdrawals,  revocations,  and  SNURs 
upon  which  comments  are  received  in 
the  direct  final  publication  process,  are 
subject  to  full  notice  and  comment 
procedures  and  are  listed  below. 

Timetable: 

Action  Date  FR  Cite 


NPRM:  Aromatic 
Amino  Ether 
(P90-1840) 

NPRM;  Aikenyl  Ether 
of  Alkanetriol 
Poiymer  (93-458) 
NPRM;  Certain 
Chemical 
Substances 
(91-1299/95-1667 
91-129891-1297) 
Direct  Final  Rule; 
Certain  Chemical 
Substances  Batch 
FY06-1 

Direct  Final  Rule; 
Certain  Chemical 
Substances,  Batch 
FY07-1 

Direct  Final  Rule; 
Certain  Chemical 
Substances,  Batch 
FY07-2 

Final  Action;  Alkenyl 
Ether  of  Alkanetriol 
Polymer  (93-458) 
Final  Action;  Aromatic 
Amino  Ether 
(P90-1840) 


06/06/94  59  FR  29255 

12/19/94  59  FR  65289 

06/26/97  62  FR  34421 

10/06/06  71  FR59066 

03/29/07  72  FR  14681 

05/00/07 

12/00/07 

12/00/07 


CFR  Citation:  40  CFR  721  Regulatory  Flexibility  Analysis 

Legai  Deadiine:  None  Required:  No 
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Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  3495; 
EPA  publication  information:  Direct 
Final  Action:  SNUR  Revocation  - 
http://www.epa.gov/fedrgstr/EPA- 
TOX/2006/October/Day-06/tl6574.htm: 

Sectors  Affected:  325  Chemical 
Manufacturing;  324  Petroleum  and  Coal 
Products  Manufacturing 

URL  For  More  Information; 

http  ://www.epa.gov/opptintr/ 
newchems/cnosnurs.htm 

Agency  Contact:  Karen  Chu, 
Environmental  Protection  Agency, 

Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8773 
Fax:  202  564-9490 
Email:  chu.karen@epa.gov 

Rebecca  Cool,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-9138 

Fax:  202  564-9490 

Email:  cool.rebecca@epamail.epa.gov 

RIN:  2070-AB27 


2934.  SIGNIFICANT  NEW  USE  RULE 
(SNUR);  MERCURY  SWITCHES  IN 
MOTOR  VEHICLES 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604 
CFR  Citation:  40  CFR  721 
Legal  Deadline:  None 

Abstract:  EPA  proposed  a  significant 
new  use  rule  (SNUR)  under  section 
5(a)(2)  of  the  Toxic  Substaiices  Control 
Act  (TSCA)  for  mercury  used  in 
convenience  light  switches,  anti-lock 
braking  system  (ABS)  sensors,  and 
active  ride  control  sensors  in  motor 
vehicles.  This  action  would  require 
persons  who  intend  to  manufacture, 
import,  or  process  mercury  for  these 
uses,  including  when  mercury  is 
imported  or  processed  as  part  of  an 
article,  to  notify  EPA  at  least  90  days 
before  commencing  such  activity.  The 
required  notice  would  provide  EPA 
with  the  opportunity  to  evaluate  the 
use  of  mercury  in  these  switches,  and, 
if  necessary,  to  prohibit  or  limit  such 
activity  before  it  occurs  to  prevent 
unreasonable  risk  of  injury  to  human 
health  or  the  environment. 


Timetable: 

Action  Date  FR  Cite 

NPRM  07/11/06  71  FR  39035 

Final  Action  05/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4983; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
TOX/2006/July/Day-ll/tl0858.pdf; 

Sectors  Affected:  335931  Current- 
Carrying  Wiring  Device  Manufacturing; 
3363  Motor  Vehicle  Parts 
Manufacturing 

Agency  Contact:  Benjamin  Lim, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0482 
Fax:  202  566-0469 

Email:  lim.benjamin@epamail.epa.gov 

Nancy  Wilson,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  W'ashington,  DC 
20460 

Phone:  202  566-0492 
Email:  wilson.nancy@epa.gov 
RIN:  2070-AJ19 


2935.  TSCA  SECTION  8(A) 
PRELIMINARY  ASSESSMENT 
INFORMATION  RULES 

Priority:  Routine  and  Frequent 
Legal  Authority:  15  USC  2607(a) 
“TSCA  8(a)” 

CFR  Citation:  40  CFR  712 
Legal  Deadline:  None 
Abstract:  These  rules  add  chemicals  to 
the  list  of  chemicals  and  designated 
mixtures  subject  to  the  requirements  of 
the  Toxic  Substances  Control  Act 
section  8(a)  Preliminary  Assessment 
Information  Rule  (40  CFR  part  712). 
These  chemicals  have  been  identified 
by  the  Office  of  Pollution  Prevention 
and  Toxics,  other  EPA  offices,  and 
other  Federal  agencies,  as  well  as 
recommended  for  testing  consideration 
by  the  Interagency  Testing  Committee. 
Manufacturers  and  importers  are 
required  to  submit  exposure-related 
data  (EPA  Form  No.  7710-35)  on  the 
chemicals.  These  data  will  be  used  to 
monitor  the  levels  of  production. 


Final  Rule  Stage 


import,  and/or  processing  of  these 
substances  and  the  avenues  of  human 
and  environmental  exposure  to  these 
substances. 

Timetable: 

Action  Date  FR  Cite 

Final  Action:  51st  ITC  06/11/03  68  FR  34832 
List 

Final  Action:  53rd  ITC  12/07/04  69  FR  70552 
List 

Final  Action:  55th,  08/16/06  71  FR  47122 

56th,  and  58th  ITC 
Lists 

Final  Action:  60th  ITC  09/00/07 
List 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  2178; 
EPA  publication  information:  Final  51st 
ITC  List-5 1st  ITC  List; 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/ oppt/chemtest 

Agency  Contact:  Joseph  Nash, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460  . 

Phone;  202  564-8886 
Fax:  202  564-4765 
Email:  nash.joseph@epa.gov 

Gerry  Brown,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-8086 

Fax:  202  564-4765 

Email:  brown.jerry@epa.gov 

RIN:  2070-AB08 


2936.  TSCA  SECTION  8(D)  HEALTH 
AND  SAFETY  DATA  REPORTING 
RULES 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2607(d) 
“TSCA  8(d)” 

CFR  Citation:  40  CFR  716 
Legal  Deadline:  None 

Abstract;  These  rules  require  chemical 
manufacturers,  importers,  and 
processors  to  submit  unpublished 
health  and  safety  data  on  chemicals 
added  to  the  Toxic  Substances  Control 
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Act  (TSCA)  section  8(d)  Health  and 
Safety  Data  Reporting  Rule  (40  CFR 
part  716).  These  chemicals  have  been 
identified  by  the  Office  of  Pollution 
Prevention  and  Toxics,  other  EPA 
offices,  and  other  Federal  agencies,  as 
well  as  recommended  for  testing 
consideration  by  the  Interagency 
Testing  Committee  (ITC).  The 
Regulatory  Agenda  identifies  the  most 
recent  rules  and  any  anticipated  rules. 
Timetable: 

Action  Date  '  FR  Cite 

Final  Action:  51st  ITC  05/04/04  69  FR  24517 
List  (has  actions 
from  lists  43, 47, 
and  50) 

Final  Action:  55th,  08/16/06  71  FR  47130 

56th,  and  58th  ITC 
Lists 

Final  Action:  60th  ITC  09/00/07 
List 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  1139; 
EPA  publication  information:  Final: 
55th  and  56th  ITC  Lists  - 
http://www.epa.gov/fedrgstr/EPA- 
TOX/20i06/August/Day-16/tl3489.htm 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/oppt/ chemtest 

Agency  Contact:  Joe  Nash, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8886 
Fax:  202  564-4765 
Email:  nash.joseph@epa.gov 

Gerry  Brown,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone;  202  564-8086 

Fax:  202  564-4765 

Email:  broWn.jerry@epa.gov 

RIN:  2070-ABll 


2937.  VOLUNTARY  HIGH 
PRODUCTION  VOLUME  (HPV) 
CHEMICAL  CHALLENGE  PROGRAM 

Priority;  Other  Significant 

Legal  Authority:  15  USC  2601  et  seq 

(TSCA) 


CFR  Citation:  None 
Legal  Deadline:  None 

Abstract;  One  of  the  key  components 
of  the  Chemical  Right-to-Know 
(ChemRTK)  Initiative  is  the  HPV 
Challenge  Program.  The  goal  of  this 
program  is  to  ensure  that  a  baseline  set 
of  health  and  environmental  effects 
data  on  approximately  2,800  high 
production  volume  (HPV)  chemicals  is 
made  available  to  EPA  and  the  public. 
U.S.  HPV  chemicals  are  industrial 
chemicals  that  are  manufactured  or 
imported  into  the  United  States  in 
volumes  of  1  million  pounds  or  more 
per  year.  U.S.  Manufacturers  and 
importers  of  HPV  chemicals  were 
invited  to  voluntarily  sponsor 
chemicals  in  the  HPV  Challenge 
Program.  Sponsorship  entails  the 
identification  and  initial  assessment  of 
the  adequacy  of  existing  information, 
the  conduct  of  new  testing  only  if 
adequate  information  does  not  exist, 
and  making  the  new  and  existing  test 
results  available  to  the  public.  The 
Agency  is  considering  specific 
chemicals  which  are  not  voluntarily 
sponsored  in  the  HPV  Challenge 
Program  as  candidates  for  rules  under 
section  4  and  8  of  the  Toxic  Substances 
Control  Act  (TSCA).  Although  this 
Initiative  is  not  a  rulemaking,  EPA  has 
included  it  in  the  Regulatory  Agenda 
to  inform  the  public. 

Timetable:  ■ 

Action  Date  FR  Cite 

Notice  12/26/00  65  FR  81 686 

Notice;  Status  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4176; 
EPA  publication  information:  Notice- 
Data  Collection  and  Development  on 
HPV  Chemicals;  See  also  items 
identified  under  the  following  RINs 
2070-AD09:  2070-AD38:  RIN  2070- 
AD16:  RIN  2070-AC27. 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/chemrtk/volchall.htm 

Agency  Contact:  Diane  Sheridan, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 


Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8176 
Fax:  202  564-4775 

Email:  sheridan.diane@epamail.epa.gov 

Abeer  Hashem,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-3128 
Fax:  202  564-4775 
Email:  hashen.abeer@epa.gov 
RIN:  2070-AD25 


2938.  TESTING  AGREEMENT  FOR 
DIETHANOLAMINE 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2603  “TSCA 
4” 

CFR  Citation:  40  CFR  790  to  799 

Legal  Deadline:  None 

Abstract:  Section  4  of  TSCA  gives  EPA 
the  authority  to  require  chemical 
manufacturers  and  processors  to  test 
existing  chemicals.  Under  section  4, 
EPA  can  by  rule  require  testing  after 
finding  that  (1)  a  chemical  may  present 
an  unreasonable  risk  of  injury  to 
human  health  or  the  environment, 
and/or  the  chemical  is  produced  in 
substantial  quantities  and  enters  the 
environment  in  substantial  quantities  or 
there  is  or  may  be  significant  or 
substantial  human  exposure  to  the 
chemical:  (2)  the  available  data  to 
evaluate  the  chemical  are  inadequate; 
and  (3)  testing  is  necessary  to  develop 
the  needed  data.  The  Chemical  Testing 
Program  in  EPA’s  Office  of  Pollution 
Prevention  and  Toxics  (OPPT)  also 
works  with  members  of  the  U.S. 
chemical  industry  to  develop  needed 
data  via  TSCA  section  4  Enforceable 
Consent  Agreements  (ECAs)  and 
Voluntary  Testing  Agreements  (VTAs). 
ECAs  and  VTAs  are  usually  less 
resource  intensive  than  formal  TSCA 
rulemaking  and  allow  EPA  to  consider 
agreed-upon  pollution  prevention  and 
other  types  of  product  stewardship 
initiatives  by  the  chemical  industry  as 
a  possible  substitute  for  or  adjunct  to 
certain  types  of  needed  testing.  EPA 
proposed  health  effects  testing  under 
TSCA  section  4(a)  for  a  number  of 
hazardous  air  pollutants  (HAPs), 
including  diethanolamine  (61  FR 
33178,  June  26,  1996  (FRL-4869-1),  as 
amended  by  62  FR  67466,  December 
24,  1997  (FRL-5742-2).  In  the  proposed 
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HAPs  test  rule,  as  amended,  EPA 
invited  the  submission  of  proposals  for 
developing  needed  HAPs  data  via 
EGAs,  including  developing 
pharmacokinetics  studies  that  would 
permit  extrapolation  from  oral  data  to 
predict  risk  from  inhalation  exposure. 

In  response  to  EPA’s  request  for 
proposals  for  EGAs,  the  Alkanolamines 
Panel  submitted  a  proposal  on 
November  25,  1996,  for  alternative 
testing  involving  PK  studies. 
ORD/NGEA  performed  a  technical 
analysis  of  the  proposal  in  November 
of  1997.  A  public  meeting  was  held  on 
February  24,  1998.  The  Alkanolamines 
Panel  of  AGG  has  submitted  three 
update  letters,  one  in  April  1999,  one 
in  May  of  2003  and  one  in  January  of 
2005.  Under  this  action,  EPA  will 
continue  negotiations  to  develop  an 
EGA  that  will  provide  health  effects 
testing  sufficient  to  meet  the  data  needs 
specified  in  the  proposed  HAPs  section 
4  test  rule,  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Final  Action:  EC  A  and  1 2/00/07 
Consent  Order 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

3493.4 

URL  For  More  Information: 

www.epa.gov/ oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DG  20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 

Richard  Leukroth,  Environmental 
PBotection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DG 
20460 

Phone:  202  564-8167 
Fax:  202  564-8167 
Email:  leukroth.rich@epa.gov 

RIN:  2070-AJ09 


2939.  TESTING  AGREEMENT  FOR 
HYDROGEN  FLUORIDE 

Priority:  Substantive,  Nonsignificemt 

Legal  Authority:  15  USG  2603  “TSGA 
4” 

CFR  Citation:  40  GFR  790  to  799  • 
Legal  Deadline:  None 
Abstract:  Section  4  of  TSGA  gives  EPA 
the  authority  to  require  chemical 
manufacturers  and  processors  to  test 
existing  chemicals.  Under  section  4, 

EPA  can  by  rule  require  testing  after 
frnding  that  (1)  a  chemical  may  present 
an  unreasonable  risk  of  injury  to 
human  health  or  the  environment, 
and/or  the  chemical  is  produced  in 
substantial  quantities  and  enters  the 
environment  in  substantial  quantities  or 
there  is  or  may  be  significant  or 
substantial  human  exposure  to  the 
chemical;  (2)  the  available  data  to 
evaluate  the  chemical  are  inadequate; 
and  (3)  testing  is  necessary  to  develop 
the  needed  data.  The  Ghemical  Testing 
Program  in  EPA’s  Office  of  Pollution 
Prevention  and  Toxics  (OPPT)  also 
works  with  members  of  the  U.S. 
chemical  industry  to  develop  needed 
data  via  TSGA  section  4  Enforceable 
Gonsent  Agreements  (EGAs)  and 
Voluntary  Testing  Agreements  (VTAs). 
EGAs  and  VTAs  are  usually  less 
resource  intensive  than  formal  TSGA 
rulemaking  and  allow  EPA  to  consider 
agreed-upon  pollution  prevention  and 
other  types  of  product  stewardship 
initiatives  by  the  chemical  industry  as 
a  possible  substitute  for  or  adjunct  to 
certain  types  of  needed  testing.  EPA 
proposed  health  effects  testing  under 
TSGA  section  4{a)  for  a  number  of 
hazardous  air  pollutants  (HAPs), 
including  hydrogen  fluoride  (61  FR 
33178,  June  26,  1996  (FRL-4869-1),  as 
amended  by  62  FR  67466,  December 
24,  1997  (FRL-5742-2).  In  the  proposed 
HAPs  test  rule,  as  amended,  EPA 
invited  the  submission  of  proposals  for 
developing  needed  HAPs  data  via 
EGAs,  including  developing 
pharmacokinetics  studies  that  would 
permit  extrapolation  from  oral  data  to 
predict  risk  from  inhalation  exposure. 

In  response  to  EPA’s  request  for 
proposals  for  EGAs,  the  Hydrogen 
Fluoride  (HF)  Panel  submitted  a 
proposal  for  alternative  testing 
involving  PK  studies  for  HF  on 
November  27,  1996.  EPA  responded  to 
this  proposal  by  letter  on  June  26,  1997, 
incficating  that  this  approach  could 
offer  sufficient  merit  to  proceed  with 
EGA  negotiations.  Under  this  action. 


EPA  will  continue  negotiations  to 
develop  an  EGA  for  health  effects 
testing  sufficient  to  meet  the  data  needs 
specified  in  the  proposed  HAPs  section 
4  test  rule,  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Final  Action:  EGA  and  12/00/07 
Consent  Order 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No. 

3493.5 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DG  20460 

Phone:  202  564-8469 
Fax:'202  564-4765 

Email:  schweer.greg@epamail.epa.gov 

Richard  Leukroth.  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DG 
20460 

Phone:  202  564-8167 
Fax: 202  564-8167 
Email:  leukroth.rich@epa.gov 

RIN:  2070-AJ10 


2940.  TESTING  AGREEMENT  FOR 
PHTHALIC  ANHYDRIDE 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  15  USG  2603  “TSGA 
4” 

CFR  Citation:  40  GFR  790  to  799 
Legal  Deadline:  None 

Abstract:  Section  4  of  TSGA  gives  EPA 
the  authority  to  require  chemical 
manufacturers  and  processors  to  test 
existing  chemicals.  Under  section  4, 
EPA  can  by  rule  require  testing  after 
finding  that  (1)  a  chemical  may  present 
an  unreasonable  risk  of  injury  to 
human  health  or  the  environment, 
and/or  the  chemical  is  produced  in 
substantial  quantities  and  enters  the 
environment  in  substantial  quantities  or 
there  is  or  may  be  significant  or 
substantial  human  exposure  to  the 
chemical;  (2)  the  available  data  to 
evaluate  the  chemical  are  inadequate; 
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and  (3)  testing  is  necessary  to  develop 
the  needed  data.  The  Chemical  Testing 
Program  in  EPA’s  Office  of  Pollution 
Prevention  and  Toxics  (OPPT)  also 
works  with  members  of  the  U.S. 
chemical  industry  to  develop  needed 
data  via  TSCA  section  4  Enforceable 
Consent  Agreements  (ECAs)  and 
Voluntary  Testing  Agreements  (VTAs). 
ECAs  and  VTAs  are  usually  less 
resource  intensive  than  formal  TSCA 
rulemaking  and  allow  EPA  to  consider 
agreed-upon  pollution  prevention  and 
other  types  of  product  stewardship 
initiatives  by  the  chemical  industry  as 
a  possible  substitute  for  or  adjunct  to 
certain  types  of  needed  testing.  EPA 
proposed  health  effects  testing  under 
TSCA  section  4(a)  for  a  number  of 
hazardous  air  pollutants  (HAPs), 
including  phthalic  anhydride  (61  FR 
33178,  June  26,  1996  (FRL-4869-1),  as 
amended  by  62  FR  67466,  December 
24,  1997  (FRL-5742-2).  In  the  proposed 
HAPs  test  rule,  as  amended,  EPA 
invited  the  submission  of  proposals  for 
developing  needed  HAPs  data  via 
ECAs,  including  developing 
pharmacokinetics  studies  that  would 
permit  extrapolation  from  oral  data  to 
predict  risk  from  inhalation  exposure. 

In  response  to  EPA’s  request  for 
proposals  for  ECAs,  the  Phthalic 
Anhydride  (PA)  Panel  submitted  a 
proposal  for  alternative  testing 
involving  PK  studies  for  PA  on 
November  22,  1996.  EPA  responded  to 
this  proposal  by  letter  on  July  10,  1997, 
indicating  that  this  approach  could 
offer  sufficient  merit  to  proceed  with 
ECA  negotiations.  Under  this  action, 
EPA  will  continue  negotiations  to 
develop  an  ECA  for  health  effects 
testing  sufficient  to  meet  the  data  needs 
specified  in  the  proposed  HAPs  section 
4  test  rule,  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Finai  Action:  ECA  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

3493.7 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 


Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 

Richard  Leukroth,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8167 

Fax:  202  564-8167 

Email:  leukroth.rich@epa.gov 

RIN:  2070-AJll 


2941.  TESTING  AGREEMENT  FOR 
MALEIC  ANHYDRIDE 
Priority:  Other  Significant 

Legal  Authority:  15  USC  2603  “TSCA 
4” 

CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 
Abstract:  Section  4  of  TSCA  gives  EPA 
the  authority  to  require  chemical 
manufacturers  and  processors  to  test 
existing  chemicals.  Under  section  4, 
EPA  can  by  rule  require  testing  after 
finding  that  (1)  a  chemical  may  present 
an  unreasonable  risk  of  injury  to 
human  health  or  the  environment, 
and/or  the  chemical  is  produced  in 
substantial  quantities  and  enters  the 
environment  in  substantial  quantities  or 
there  is  or  may  be  significant  or 
substantial  human  exposure  to  the 
chemical:  (2)  the  available  data  to 
evaluate  the  chemical  are  inadequate: 
and  (3)  testing  is  necessary  to  develop 
the  needed  data.  The  Chemical  Testing 
Program  in  EPA’s  Office  of  Pollution 
Prevention  and  Toxics  (OPPT)  also 
works  with  members  of  the  U.S. 
chemical  industry  to  develop  needed 
data  via  TSCA  section  4  Enforceable 
Consent  Agreements  (ECAs)  and 
Voluntary  Testing  Agreements  (VTAs). 
ECAs  and  VTAs  are  usually  less 
resource  intensive  than  formal  TSCA 
rulemaking  and  allow  EPA  to  consider 
agreed-upon  pollution  prevention  and 
other  types  of  product  stewardship 
initiatives  by  the  chemical  indust^  as 
a  possible  substitute  for  or  adjunct  to 
certain  types  of  needed  testing.  EPA 
proposed  health  effects  testing  under 
TSCA  section  4(a)  for  a  number  of 
hazardous  air  pollutants  (HAPs), 
including  maleic  anhydride  (61  FR 
33178,  June  26,  1996  (FRL-4869-1),  as 
amended  by  62  FR  67466,  December 
24,  1997  (FRL-5742-2).  In  the  proposed 


Final  Rule  Stage 


HAPs  test  rule,  as  amended,  EPA 
invited  the  submission  of  proposals  for 
developing  needed  HAPs  data  via 
ECAs,  including  developing 
pharmacokinetics  studies  that  would 
permit  extrapolation  from  oral  data  to 
predict  risk  from  inhalation  exposure. 

In  response  to  EPA’s  request  for 
proposals  for  ECAs,  the  Maleic 
Anhydride  (MA)  Panel  submitted  a 
proposal  for  alternative  testing 
involving  PK  studies  for  MA  on 
November  8,  1996.  EPA  responded  to 
the  Panel’s  proposal  by  letter  on  July 
10,  1997,  indicating  that  this  approach 
could  offer  sufficient  merit  to  proceed 
with  ECA  negotiations.  Under  this 
action,  EPA  will  continue  negotiations 
to  develop  an  ECA  for  health  effects 
testing  sufficient  to  meet  the  data  needs 
specified  in  the  proposed  HAPs  section 
4  test  rule,  as  amended. 

Timetable: 

Action  Date  FR  Cite 

Final  Action:  ECA  and  1 2/00/07 
Consent  Order 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

3493.6 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8469 
Fax: 202  564-4765 

Email:  schweer.gieg@epamail.epa.gov 

Richard  Leukroth,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8167 

Fax:  202  564-8167 

Email:  leukroth.rich@epa.gov 

RIN:  2070-AJ13 


2942.  SIGNIFICANT  NEW  USE  RULE; 
PERFLUOROALKYL  SULFONATES 
(PFAS) 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604:  15  USC 
2607:  15  USC  2625 
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CFR  Citation:  40  CFR  721.9582 
(Amended) 

Legal  Deadline:  None 
Abstract:  EPA  is  proposing  to  amend 
a  significant  new  use  rule  (SNUR) 
under  section  5(a)(2)  of  the  Toxic 
Substances  Control  Act  (TSCA)  for 
certain  perfluoroalkyl  sulfonates  (PFAS) 
substances  that  were  not  addressed  by 
the  previous  PFAS  SNURs  (67  FR 
11008,  March  11.  2002;  67  FR  72854, 
December  9,  2002),  codified  at  40  CFR 
721.9582.  EPA  is  proposing  to  amend 
the  PFAS  SNUR  at  40  CFR  721.9582 
by  adding  a  new  table  3  containing  all 
PFAS  chemicals  currently  on  the  TSCA 
Inventory  but  not  already  subject  to  the 
PFAS  SNUR.  This  proposed  rule  would 
require  manufacturers,  including 
importers,  to  notify  EPA  at  least  90 
days  before  commencing  the 
manufacture  or  import  of  these 
chemical  substances  for  the  significant 
new  uses  described  in  this  document. 
EPA  believes  that  this  action  is 
necessary  because  the  PFAS  component 
of  these  chemical  substances  may  be 
hazardous  to  human  health  and  the 
environment.  The  required  notice  will 
provide  EPA  the  opportunity  to 
'  evaluate  intended  significant  new  uses 
and  associated  activities  before  they 
occur  and,  if  necessary,  to  prohibit  or 
limit  those  activities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/10/06  71  FR  12311 

Final  Action  08/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4974; 

EPA  publication  information:  NPRM  - 

http://www.epa.gov/EPA- 

TOX/2006/March/Day-10/t3444.htm: 

EPA  Docket  information:  EPA-HQ- 

OPPT-2005-0015 

URL  For  More  Information: 

www.epa.gov/opptintr/newchems/ 

cnosnurs.htm 

Agency  Contact:  Amy  Breedlove, 
Environmental  Protection  Agency, 


Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-9823 

Fax:  202  564-4775 

Email:  breedlove.amy@epa.gov 

Jim  Alwood,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-8974 

Fax:  202  564-9490 

Email:  alwood.jim@epa.gov 

RIN:  2070-AJ18 


2943.  SIGNIFICANT  NEW  USE  RULE 
FOR  CHLORANIL 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604  “TSCA 
5”;  15  USC  2607  “TSCA  8” 

CFR  Citation:  40  CFR  704;  40  CFR  707; 
40  CFR  710;  40  CFR  721 

Legal  Deadline:  None 

Abstract:  Chloranil  is  used  as  a  basic 
feedstock  for  certain  dyes  and  pigments 
and  in  the  production  of  rubber  tires. 
Chloranil  was  one  of  the  chemicals 
identified  for  testing  in  the 
Dioxin/Furan  (D/F)  test  rule.  Early 
testing  results  revealed  that  dioxin 
levels  in  Chloranil  could  vary  by  more 
than  two  orders  of  magnitude 
depending  on  the  chemical 
manufacturing  process  involved.  It 
appeared  that  the  “low  dioxin” 
manufacturing  process  could  produce 
Chloranil  with  dioxin  contamination 
levels  below  20  ppb  TEQ.  Based  on  this 
information,  EPA  entered  into  a  formal 
agreement  with  Chloranil  importers 
(there  was  no  domestic  production  of 
“high  dioxin”  Chloranil)  to  only  import 
Chloranil  made  through  the  “low 
dioxin”  process.  As  a  followup  to  this 
agreement,  a  Chloranil  Significant  New 
Use  Rule  (SNUR)  was  proposed  in 
1993.  Under  the  provisions  of  the  draft 
SNUR,  any  Chloranil  imported  or 
domestically  produced  with  dioxin 
contamination  levels  greater  than  20 
ppb  TEQ  would  be  considered  a  new 
use  and  require  reporting  under  section 
5(a)(1)(A)  of  the  Toxic  Substances 


Control  Act.  In  the  SNUR  proposal, 

EPA  stated  that  it  would  not 
promulgate  a  final  rule  until  it  had  all 
of  the  D/F  test  rule  data.  EPA  accepted 
the  final  test  rule  data  in  June  of  2001. 
The  test  rule  requirements  continue  to 
apply  to  any  new  manufacturer  or 
importer  of  Chloranil.  No  new  importer 
or  manufacturer  has  identified 
themselves,  although  EPA  has  received 
inquiries  from  time  to  time  about  the 
applicability  of  the  test  rule  to  new 
imports.  OPPT  therefore  believes  that 
all  importation  of  Chloranil  is  still 
covered  under  the  formal  agreements 
and  that  there  is  no  current  import  or 
domestic  manufacture  of  high  dioxin 
Chloranil.  Because  a  significemt  time 
has  passed  since  the  proposal  OPPT  is 
considering  the  options  of  reproposing 
the  rule,  reopening  the  comment 
period,  and  proceeding  directly  to 
developing  a  final  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/12/93  58  FR  28000 

Final  Action  10/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No. 

1923.1;  Split  from  RIN  2070-AA58. 

Agency  Contact:  Dwain  Winters, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-1977 

Fax:  202  566-0470 

Email:  winters.dwain@epa.gov 

Brian  Symmes,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460 

Phone:  202  566-1983 

Fax:  202  566-0470 

Email:  symmes.brian@epa.gov 

RIN:  2070-AJ31 
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2944.  ASBESTOS  MODEL 
ACCREDITATION  PLAN  REVISIONS 

Priority:  Sub.stantive,  Nonsignificant 

Legal  Authority:  15  USC  2646  “TSCA 
206” 

CFR  Citation:  40  CFR  763 

Legal  Deadline:  Final,  Statutory, 
November  28,  1992. 

Abstract:  The  Asbestos  School  Hazard 
Abatement  Reauthorization  Act 
(ASMARA)  amended  TSCA  to  require 
that  EPA  revise  its  asbestos  model 
accreditation  plan  (MAP)  to  extend 
training  and  accreditation  requirements 
to  include  persons  performing  certain 
asbestos-related  work  in  public  or 
commercial  buildings,  to  increase  the 
minimum  number  of  training  hours 
required  for  accreditation  purposes,  and 
to  effect  other  changes  necesseuy  to 
implement  the  amendments.  On 
February  3,  1994,  EPA  issued  an 
interim  final  rule  to  revise  the  asbestos 
MAP  to  clarify  the  types  of  persons 
who  must  be  accredited  to  work  with 
asbestos  in  schools  and  public  or 
commercial  buildings;  to  increase  the 
minimum  number  of  hours  of  training 
for  asbestos  abatement  workers  and 
contractor/supervisors,  including 
additional  hours  of  hands-on  health 
and  safety  training:  and  to  effect  a 
variety  of  other  necessary  changes  as 
mandated  by  section  15(a)(3)  of  the 
ASMARA.  This  interim  final  rule 
satisfied  the  statutory  deadline.  EPA 
will  continue  to  consider  finalizing  the 
MAP  rule  and/or  promulgating 
regulatory  revisions  to  sunset  current 
EPA  MAP  accreditations  granted  to 
training  providers. 

Timetable: 

Action  Date  FR  Cite 

Model  Plan  05/13/92  57  FR  20438 

Interim  Final  Action  02/03/94  59  FR  5236 

Final  Action  05/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  Undetermined 
Additional  Information:  SAN  No.  3148 

Sectors  Affected:  611519  Other 
Technical  and  Trade  Schools 

URL  For  More  Information: 

http://www.epa.gov/asbestos/  . 


Agency  Contact:  Robert  Courtnage, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-1081 
Fax: 202  566-0473 
Email: 

courtnage.robert@epamail.epa.gov 

Shiela  Canavan,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460 

Phone:  202  566-1980 
Email:  canavan.shiela@epa.gov 

RIN:  2070-AC51 


2945.  LEAD-BASED  PAINT 
ACTIVITIES;  BRIDGES  AND 
STRUCTURES;  TRAINING, 
ACCREDITATION,  AND 
CERTIFICATION  RULE  AND  MODEL 
STATE  PLAN  RULE 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  This  action  may 
affect  State,  local  or  tribal  governments 
and  the  private  sector. 

Legal  Authority:  15  USC  2682;  15  USC 
2684;  PL  102-550  sec  402;  PL  102-550 
sec  404 

CFR  Citation:  40  CFR  745 

Legal  Deadline:  Final,  Statutory,  April 
28,  1994. 

Abstract:  The  Residential  Lead-Based 
Paint  Hazard  Reduction  Act  of  1992 
mandates  EPA  promulgate  regulations 
governing  lead-based  paint  (LBP) 
activities  to  ensure  that  individuals 
engaged  in  such  activities  are  properly 
trained,  that  LBP  training  programs  are 
accredited,  and  that  contractors 
engaged  in  such  activities  are  certified. 
In  addition,  EPA  must  promulgate  a 
Model  State  program,  which  may  be 
adopted  by  any  State  that  seeks  to 
administer  and  enforce  a  State  Program. 
EPA  promulgated  regulations  for  LBP 
activities  in  target  housing  and  child- 
occupied  facilities  as  well  as  training 
and  certification  of  training  programs 
for  LBP  activities  in  1996  (see  40  CFR 
745).  Regulations  for  LBP  activities  in  • 
public  and  commercial  buildings  and 
bridges  and  other  structures  are  still 
under  development. 

Timetable: 

Action  Date  FR  Cite 

NPR^  05/00/09 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4376 

Sectors  Affected:  23411  Highway  and 
Street  Construction:  611519  Other 
Technical  and  Trade  Schools 

URL  For  More  Information: 

http://www.epa.gov/oppt/lead/ 

Agency  Contact:  Cindy  Wheeler, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0484 

Fax:  202  566-0471 

Email:  wheeler.cindy@epa.gov 

Julie  Simpson,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460 

Phone:  202  566-1980 

Fax:  202  566-0471 

Email:  simpson.julie@epa.gov 

RIN:  2070-AC64 


2946.  LEAD-BASED  PAINT 
ACTIVITIES;  AMENDMENTS  FOR 
RENOVATION,  REPAIR,  AND 
PAINTING 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  the  private  sector  under  PL  104- 
4. 

Legal  Authority:  15  USC  2682  and 
2684  (TSCA  sec  402  and  404) 

CFR  Citation:  40  CFR  745. 

Legai  Deadiine:  Final,  Statutory, 
October  28,  1996. 

Abstract:  The  Environmental 
Protection  Agency  is  developing  a 
comprehensive  program  for  the 
management  of  renovation,  repair,  and 
painting  activities  involving  lead-based 
paint  hazards.  The  program  will  be 
comprised  of  a  combination  of 
approaches  including  an  extensive 
education  and  outreach  campaign  for 
lead-safe  work  practices,  and  training 
for  industry,  an  outreach  campaign 
designed  to  expand  consumer 
awareness  and  create  demand  for  the 
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use  of  lead-safe  work  practices  and  the 
proposal  of  regulator^'  requirements.  On 
January  10,  2006,  the  EPA  proposed 
regulatory  requirements  for  renovation, 
repair,  and  painting  contractors 
involved  in  activities  where,  as  a  result 
of  their  work,  lead  hazards  are  created. 
[Modifications  to  the  abatement 
requirements  will  also  be  considered  to 
ensure  compatibility  between  the 
existing  requirements  and  any  future 
renovation  requirements.] 

Timetable: 

Action  Date  FR  Cite 

NPRM  01/10/06 

Notice  of  Availability;  03/02/06 
Supplemental 
Economic  Analysis 
Notice  of  Availability;  03/08/06 
Draft  Pamphlet 

Request  for  Comment;  03/1 6/06 
Lead  Paint  Test  Kit 
Development 

NPRM:  Extension  of  04/06/06 
Comment  Period 
Notice  of  Availability;  03/12/07 
Study  Results 

Final  Action  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  3557; 
EPA  publication  information;  NPRM  - 
http:/ / www.epa.gov/fedrgstr/EPA- 
TOX/2006/January/Day-10/t071.htm: 
EPA  Docket  information:  EPA-HQ- 
OPPT-2005-0049:  Individual  Document 
id  in  the  EPA  docket: 
www.regulations.gov 

Sectors  Affected:  23599  All  Other 
Special  Trade  Contractors:  23551 
Carpentry  Contractors:  53111  Lessors  of 
Re'sidential  Buildings  and  Dwellings; 
23322  Multifamily  Housing 
Construction:  23521  Painting  and  Wall 
Covering.  Contractors ;  531311 
Residential  Property  Managers:  23321 
Single  Family  Housing  Construction; 
54138  Testing  Laboratories 

URL  For  More  Information: 

www.epa.gov/oppt/lead/pubs/ 

renovation.htm 

Agency  Contact:  Mike  Wilson, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 


Phone:  202  566-0521 
Fax:  202  566-0471 
Email:  wilson.mike@epa.gov 

Julie  Simpson,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460 

Phone:  202  566-1980 

Fax:  202  566-0471 

Email:  simpson.julie@epa.gov 

RIN:  2070-AC83 


2947.  POLYCHLORINATED 
BIPHENYLS  (PCBS);  DISPOSAL  OF 
PCBS;  IMPLEMENTATION  ISSUES 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

*  Legal  Authority:  15  USC  2605(e) 

“TSCA  6” 

CFR  Citation:  40  CFR  761  (Revision) 

Legal  Deadline:  None 

Abstract:  This  proposed  regulation  will 
clarify  and  expand  on  implementation 
issues  that  have  arisen  as  a  result  of 
the  publication  of  the  1998  PCB 
Disposal  Amendments  (63  FR  35384). 
Topics  will  include  but  not  be  limited 
to.  Use  Authorizations,  Public 
Participation  Process,  Appeals  Process, 
Natural  Gas  Pipelines,  Testing  and 
Analysis,  Manifesting  of  PCB  Waste, 
Publication  Process  for  Validated 
Alternate  Decontamination  Solvents, 
and  PCB  Analytical  Methods  and 
Storage  of  Dedicated  PCB  Equipment. 
The  action  to  authorize  certain  non¬ 
liquid  PCB  applications  is  also 
included  in  this  action. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4597 

Sectors  Affected:  31-33  Manufacturing; 
81  Other  Services  (except  Public 
Administration);  54  Professional, 
Scientific  and  Technical  Services:  92 
Public  Administration:  53  Real  Estate 
and  Rental  and  Leasing;  48-49 


71  FR1588 
71  FR  10628 

71  FR11570 
71  FR  13561 

71  FR  17409 

72  FR  12582 


Long-Term  Actions 


Transportation;  22  Utilities;  562  Waste 
Management  and  Remediation  Services 

URL  For  More  Information: 

www.epa.gov/pcb 

Agency  Contact:  Sara  McGurk, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0480 

Fax:  202  566-0473 

Email:  mcgurk.sara@epamail.epa.gov 

Peter  Gimlin,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7404T, 

Washington,  DC  20460 

Phone:  202  566-0515 

Fax:  202  566-0473 

Email:  gimlin.peter@epamail.epa.gov 

RIN:  2070-AD52 


2948.  TEST  RULE;  CERTAIN 
CHEMICALS  ON  THE  ATSDR 
PRIORITY  LIST  OF  HAZARDOUS 
SUBSTANCES 

Priority:  Other  Significant 

Legal  Authority:  15  UvSC  2603  “TSCA 

4” 

CFR  Citation:  40  CFR  790-799 
Legal  Deadline:  None 

Abstract:  EPA  is  developing  a  test  rule 
under  section  4(a)  of  the  Toxic 
Substances  Control  Act  (TSCA) 
requiring  manufacturers  and  processors 
of  four  chemicals  to  fulfill  data  needs 
identified  by  the  Agency  for  Toxic 
Substances  and  Disease  Registry 
(ATSDR)  and  EPA  pursuant  to  the 
Comprehensive  Environmental 
Response,  Compensation,  and  Liability 
Act  (CERCLA)  section  104(i).  Under 
CERCLA,  ATSDR  is  to  establish  a  list 
of  priority  hazardous  substances  found 
at  superfund  sites,  develop 
toxicological  profiles  for  the  hazardous 
substances,  identify  priority  data  needs, 
and  establish  a  research  program 
obtaining  the  neces.sary  data.  This 
action  is  a  cdmponent  of  ATSDR’s 
research  program.  Data  from  this  action 
would  provide  specific  information 
about  the  substances  for  the  public  and 
.scientific  community.  The  information 
would  be  used  in  conducting 
comprehensive  public  health 
assessments  of  populations  living  near 
hazardous  waste  sites.  Scientific  data 
improves  the  quality  of  risk 
Assessments  used  by  EPA,  other  Federal 
agencies,  and  State  and  local 
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governments.  The  risk  assessments 
affect  standards,  guidelines, 
listing/delisting,  and  other  decisions 
affecting  public  health  and  the 
environment.  In  addition,  this  action 
would  require  manufacturers  and 
processors  to  develop  data  for  these 
chemicals  that  will  be  used  by  EPA 
under  the  Clean  Air  Act  (CAA)  to 
evaluate  residual  risks  from  hazardous 
air  pollutants  (HAPs)  on  the  list  of 
HAPs  in  the  CAA  under  section  112(f), 
42  U.S.C.  7412(f)  and  sections  112(d 
and  e).  Data  from  this  action  would 
also  be  used  to  support  implementation 
of  several  provisions  of  section  112  of 
the  CAA,  including  determining  risks 
remaining  after  the  application  of 
technology-based  standards  under 
section  112(d)  of  the  CAA,  estimating  - 
the  risks  associated  with  accidental 
releases,  and  determining  whether  or 
not  substances  should  be  removed 
(delisted)  from  section  (b)(1)  of  the 
CAA  list  of  HAPS. 

Timetable: 

Action  Date  FR  Cite 

NPRM  10/20/06  71  FR  61 926 

NPRM  Comment  12/19/06 

Period  End 

Extension  of  Comment  1 2/1 8/06  71  FR  75704 
Period 

Final  Action  05/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  256?; 
EPA  publication  information:  NPRM  - 
http.7/www.epa.gov/fedrgstr/EPA- 
AlR/2006/October/Day-20/al7569.htm 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/ oppt/chemtest 

Agency  Contact:  Robert  Jones, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8161 

Fax:  202  564-4765 

Email:  jones.robert@epamail.epa.gov 

Greg  Schweer,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8469 


Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AB79 


2949.  FUTURE  TESTING  FOR 
EXISTING  CHEMICALS  (OVERVIEW 
ENTRY) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  15  USC  2603  “TSCA 
4”;  15  USC  2611  “TSCA  12” 

CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 

Abstract:  Section  4  of  TSCA  gives  EPA 
the  authority  to  require  chemical 
manufacturers  and  processors  to  test 
existing  chemicals.  Under  section  4, 
EPA  can  by  rule  require  testing  after 
finding  that  (1)  a  chemical  may  present 
an  unreasonable  risk  of  injury  to 
human  health  or  the  environment, 
and/or  the  chemical  is  produced  and 
enters  the  environment  in  substantial 
quantities,  or  there  is  or  may  be 
significant  or  substantial  human 
exposure  to  the  chemical:  (2)  the 
available  data  to  evaluate  the  chemical 
are  inadequate;  and  (3)  testing  is 
needed  to  develop  the  needed  data.  The 
Chemical  Testing  Program  in  EPA’s 
Office  of  Pollution  Prevention  and 
Toxics  (OPPT)  also  works  with 
members  of  the  U.S.  chemical  industry 
to  develop  needed  data  via  TSCA 
section  4  Enforceable  Consent 
Agreements  (ECAs)  and  Voluntary 
Testing  Agreements  (VTAs).  ECAs  and 
VTAs  are  usually  less  resource 
intensive  than  formal  TSCA  rule- 
making  and  allow  EPA  to  consider 
agreed-upon  pollution  prevention  and 
other  types  of  product  stewardship 
initiatives  by  the  chemical  industry  as 
a  possible  substitute  for  or  adjunct  to 
certain  types  of  needed  testing.  For 
chemicals  that  have  been  designated  for 
priority  testing  consideration  by  the 
Interagency  Testing  Committee  (ITC) 
the  Agency  will  consider  whether  to 
require  testing  of  the  chemical  through 
rulemaking  or  ECA  or  will  publish  a 
notice  which  provides  the  reasons  for 
not  doing  so  in  the  case  of  a  particular 
chemical  (such  reasons  may  involve  the 
existence  of  a  VTA).  The  Agency  may 
also  consider  test  rules,  ECAs,  or  VTAs 
for  chemicals  or  categories  of  chemicals 
which  have  been  identified  for  testing 
consideration  by  other  Federal  or  other 
EPA  offices  through  EPA  review 
processes.  This  regulatory  agenda  entry 
is  considered  a  “generic  entry”  because 
it  is  intended  to  alert  the  public  that 


within  the  next  6  months  the  Agency 
may  consider  other  chemicals  for  test 
rules,  ECAs,  or  VTAs  that  are  not  yet 
identified.  A  separate  activity-specific 
entry'  will  be  included  in  the  regulatory 
agenda  once  the  Agency  decides  to 
develop  a  test  rule,  ECA,  or  VTA. 

Timetable: 

Action  Date  FR  Cite 

ANPRM  08/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  3493; 
EPA'publication  information:  ANPRM- 
Placeholder  for  potential  new  action  in 
next  6  months. 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/oppt/ chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AB94 


2950.  VOLUNTARY  CHILDREN’S 
CHEMICAL  EVALUATION  PROGRAM 
(VCCEP) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2601  et  seq 
(TSCA) 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  This  is  a  voluntary  program 
to  evaluate  commercial  chemicals  to 
which  children  may  have  a  high 
likelihood  of  exposure.  Designed  with 
extensive  stakeholder  participation,  the 
purpose  of  this  voluntary  program  is 
to  obtain  toxicity  and  exposure  data 
needed  to  assess  the  risk  of  childhood 
exposure  to  commercial  chemicals.  EPA 
launched  a  pilot  of  this  program  on 
December  26,  2000.  Manufacturers  of 
20  of  the  23  pilot  chemicals  have 
volunteered  to  sponsor  their  chemicals 
in  tier  1  in  the  pilot.  A  workshop  was 
held  in  December  2001  to  provide 
sponsors  with  additional  guidance  on 
the  scope  and  content  of  the  exposure 
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assessments  they  will  prepare.  A  peer 
consultation  process  is  being  used  to 
evaluate  the  scientific  merits  of  the 
hazard,  exposure,  and  risk  assessments 
submitted  by  sponsors.  Assessments  for 
nine  chemicals  have  been  evaluated  in 
the  peer  consultation  process. 
Information  on  VCCEP  and  the 
chemical  assessments  submitted  to  date 
are  available  to  the  public  at 
www.epa.gov/chemrtk/vccepl. 

Although  not  currently  involving  a 
rulemaking,  EPA  has  included  this 
pilot  program  in  the  Regulatory  Agenda 
to  inform  the  public  about  activities 
like  this  related  to  its  chemical  testing 
program. 

Timetable: 

Action  Date  FR  Cite 

Notice;  Initiation  of  08/26/99  64  FR  46673 

Stakeholder 
Process  and  Public 
Meeting 

Notice;  Stakeholder  03/29/00  65  FR  16590 
Involvement 
Process  and  Public 
Meeting 

Notice  Announcing  1 2/26/00  65  FR  81 700 
VCCEP  and  Pilot 

Notice;  Pilot  1 1/20/06  71  FR  67121 

Evaluation  Request 
for  Feedback 

Notice  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4876 

Sectors  Affected:  325  Chemical 
Manufacturing;  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/chemrtk/vccep 

Agency  Contact:  Ward  Penberthy, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8171 

Fax:  202  564-4765 

Email:  penberthy.ward@epa.gov 

Catherine  Roman,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8172 
Fax:  202  564-4765 
Email: 

roman .  catherine@epama  i  1  .epa.gov 
RIN:  2070-AC27 


2951.  TEST  RULE;  HAZARDOUS  AIR 
POLLUTANTS  (HAPS) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2603  “TSCA 
4” 

CFR  Citation:  40  CFR  790  to  799 

Legal  Deadline:  None 

Abstract:  EPA  is  proposing  health 
effects  testing  under  TSCA  section  4  in 
support  of  programs  and  activities 
required  under  section  1 1 2  of  the  Clean 
Air  Act  (CAA),  governing  Hazardous 
Air  Pollutants  (HAPs).  Section  112  of 
the  CAA  directs  EPA  to  determine  the 
risk  to  health  and  the  environment 
remaining  after  application  of 
technology-based  emissions  standards 
to  major  and  area  sources.  Section  112 
also  sets  forth  a  mechanism  for  revising 
and  modifying  the  statutory  list  of  189 
HAPs  under  section  112(b),  and 
requirements  for  an  accidental  release 
control  program.  These  data  will  also 
be  important  for  the  Right-To-Know 
program,  given  the  large  release  of 
these  chemicals  to  the  atmosphere.  In 
order  to  implement  these  and  other 
programs  and  requirements  under 
section  112,  EPA  must  identify  the 
health  and  environmental  effects  of 
potential  concern  from  exposure  to 
HAPs,  ascertain  the  minimum  data 
needed  to  adequately  characterize  those 
health  and  environmental  effects,  and 
assess  the  risks  posed  by  HAPs.  In 
addition,  under  section  103(d),  EPA  is 
required  to  conduct  a  research  program 
on  the  short-  and  long-term  effects  of 
air  pollutants  on  human  health, 
ascertain  the  minimum  data  needed  to 
adequately  characterize  those  health 
and  environmental  effects,  and  assess 
the  risks  posed  by  HAPs. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/26/96  61  FR  331 78 

Supplemental  NPRM  12/24/97  62  FR  67466 
Supplemental  NPRM  04/21/98  63  FR  19694 
2 

NPRM — Reproposal  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  3487 

Sectors  Affected:  325  Chemical 
Manufacturing:  32411  Petroleum 
Refineries 

URL  For  More  Information: 


wu’w.epa.gov/oppt/chemtest 

Agency  Contact:  Rich  Leukroth, 
Environmental  Protection  Agency, 

Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8167 

Fax:  202  564-4765 

Email:  leukroth.rich@epa.gov 

Greg  Schweer,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8469 
Fax:  202  564^765 

Email;  schweer.greg@epamail.epa.gov 
RIN:  2070-AC76 

2952.  TEST  RULE;  CERTAIN  METALS 
Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2603  “TSCA 
4”:  15  USC  2625  “TSCA  26” 

CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 

Abstract:  EPA  is  coordinating  an 
evaluation  of  the  data  needs  for 
assessing  potential  adverse  affects  that 
exposures  to  metals  pose  for  health  and 
the  environment  with  the  Agency’s 
efforts  to  develop  a  framework  for 
assessing  potential  risks  from  exposures 
to  metals.  This  activity  is  intended  to 
lead  to  EPA  proposing  a  test  rule  under 
section  4(a)  of  the  Toxic  Substances 
C?)ntrol  Act  (TSCA).  A  test  rule  would 
require  manufacturers  and  processors  of 
certain  metals  (beryllium,  chromium, 
manganese,  mercury,  nickel,  and 
selenium)  to  fulfill  data  needs 
identified  by  the  Agency  for  Toxic 
Substances  and  Disease  Registry 
(ATSDR)  and  EPA  pursuant  to  the 
Comprehensive  Environmental 
Response,  Compensation,  and  Liability 
Act  (CERCLA)  section  104(1)  and  the 
Clean  Air  Act  (CAA)  section  112. 

Under  CERCLA,  ATSDR  is  to  establish 
a  list  of  priority  hazardous  substances 
found  at  superfund  sites,  develop 
toxicological  profiles  for  the  hazardous 
substances,  identify  priority  data  needs, 
and  establish  a  research  program 
obtaining  the  necessary  data.  This 
action  is  a  component  of  ATSDR’s 
research  program.  Data  from  this  action 
would  provide  specific  information 
about  the  substances  for  the  public  and 
scientific  communities.  Data  from  this 
action  would  also  be  used  to 
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implement  several  provisions  of  section 
112  of  the  CAA,  including  determining 
risks  remaining  after  the  application  of 
technology  based  on  standards  under 
section  112{d)  of  the  CAA,  estimating 
the  risks  associated  with  accidental 
releases,  and  determining  whether  or 
not  substances  should  be  removed  from 
the  CAA  section  (b)(1)  list  of  HAPs 
(delisting). 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  3882 

Sectors  Affected:  325  Chemical 
Manufacturing:  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Robert  Jones, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8161 

Fax: 202  564-4765 

Email:  jones.robert@epamail.epa.gov 

Greg  Schweer,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AD10 


2953.  TESTING  AGREEMENT  FOR 
CERTAIN  OXYGENATED  FUEL 
ADDITIVES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2603  “TSCA 
4”:  15  USC  2625  “TSCA  26” 

CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 

Abstract:  EPA’s  Office  of  Air  and 
Radiation  (OAR),  in  the  administration 
of  section  211  of  the  Clean  Air  Act 
(CAA),  has  requested  that  OPPT  use  its 
TSCA  section  4  testing  authority  to 
obtain  health  effects  data  on  a  number 
of  Oxygenated  Fuel  Additives  (OFAs). 
These  data  are  needed  by  EPA  and 


others  to  increase  understanding  of  the 
toxicity  of  these  substances 
individually  and  in  comparison  to  each 
other  as  well  as  to  other  OFAs  such 
as  methyl  t-butyl  ether  (MTBE).  EPA 
will  be  soliciting  interested  parties  to 
work  on  an  Enforceable  Consent 
Agreement  (ECA)  under  TSCA  section 
4,  through  which  responsible  parties 
can  agree  to  provide  data  to  EPA. 
Although  not  currently  a  rulemaking, 
EPA  is  including  this  in  the  Regulatory 
Agenda  to  inform  the  public  of  this 
activity,  which  will  have  a  regulatory 
impact  once  an  ECA  or  other  testing 
action  is  proposed. 

Timetable: 

Action  Date  FR  Cite 

Notice  Soiiciting  To  Be  Determined 

Participation 

Finai:ECAand  To  Be  Determined 

Consent  Order 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4174: 
EPA  publication  information:  Notice 
Soliciting  Participation-Solicit 
Interested  Parties 

Sectors  Affected:  325  Chemical 
Manufactunng:  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/ oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AD28 


2954.  TEST  RULE;  MULTIPLE 
SUBSTANCE  RULE  FOR  THE 
TESTING  OF  DEVELOPMENTAL  AND 
REPRODUCTIVE  TOXICITY 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2603  “TSCA 
4”:  15  USC  2625  “TSCA  26” 

CFR  Citation:  40  CFR  790  to  799:  40 
CFR  704 

Legal  Deadline:  None 

Abstract:  On  March  4,  1991,  EPA 
issued  a  proposed  TSCA  section  4  Test 
Rule  to  require  testing  of  12  chemicals 


for  developmental  and/or  reproductive 
effects.  Since  issuing  that  proposed 
rule,  11  of  the  subject  chemical 
substances  have  been  sponsored  under 
the  international  OECD  HPV  Screening 
Information  Data  Set  (SIDS)  Program, 
EPA’s  voluntary  HPV  Chemical 
Challenge  Program,  and/or  the 
International  Council  of  Chemical 
Associations  (ICCA).  Information 
obtained  under  these  various  data 
collection/development  programs  will 
be  used  to  inform  EPA’s  decision 
regarding  the  need  to  re-propose  and 
ultimately  finalize  this  TSCA  section  4 
Test  Rule  for  some  or  all  of  the  subject 
chemicals  and  for  which  endpoints 
they  should  be  tested. 

Timetable: 

Action  Date  FR  Cite 

NPRM— Original  03/04/91  56  FR  9092 
NPRM — Reproposal  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4395 
Sectors  Affected:  325  Chemical 
Manufacturing:  32411  Petroleum 
Refineries 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Catherine  Roman, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8172 
Fax:  202  564-4765 
Email: 

roman.catherine@epamail.epa.gov 

Greg  Schweer,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8469 
Fax: 202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AD44 


2955.  FOLLOW-UP  RULES  ON 
EXISTING  CHEMICALS 

Priority:  Routine  and  Frequent 
Legal  Authority:  15  USC  2604  “TSCA 
5”:  15  USC  2607  “TSCA  8” 

CFR  Citation:  40  CFR  704:  40  CFR  707: 
40  CFR  710:  40  CFR  721 
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Legal  Deadline;  None 

Abstract:  EPA  monitors  the  commercial 
development  of  existing  chemicals  of 
concern  and/or  gathers  information  to 
support  planned  or  ongoing  risk 
assessments  on  such  chemicals.  As 
these  chemicals  are  identified,  EPA  will 
initiate  rulemakings  under  the  Toxic 
Substances  Control  Act  (TSCA)  sections 
5  and/or  8  to  require  reporting  of 
appropriate  needed  information  by  the 
manufacturers,  importers,  and/or 
processors  of  these  chemicals. 
Individual  proposed  or  final  rules  will 
be  published  on  at  least  the  chemicals 
listed  below. 

Timetable: 

Action  Date  FR  Cite 


NPRM; 

2,4-Pentanedione 
NPRM:  Heavy  Metals 
Final  Action: 

2,4-Pentanedione 
Final  Action:  Heavy 
Metals 


09/27/89  54  FR  39548 

01/15/02  67  FR  1937 
12/00/08 

12/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal 


Additional  Information:  SAN  No.  1923 

Sectors  Affected:  325  Chemical 
Manufacturing:  32411  Petroleum 
Refineries 


Agency  Contact:  Diane  Sheridan, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460  • 

Phone:  202  564-8176 
Fax:  202  564-4775 

Email:  sheridan.diane@epamail.epa.gov 


Amy  Breedlove,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-9823 

Fax:  202  564-4775 

Email:  breedlove.amy@epa.gov 

RIN:  2070-AA58 


2956.  SIGNIRCANT  NEW  USE  RULE 
(SNUR);  REFRACTORY  CERAMIC 
FIBERS  (RCFS) 

Priority:  Routine  and  Frequent 

Legal  Authority:  15  USC  2604  “TSCA 
5”:  15  USC  2605  “TSCA  6” 


CFR  Citation:  40  CFR  704:  40  CFR  721 

Legal  Deadline:  None 

Abstract:  EPA  has  instituted  a  program 
to  monitor  the  commercial 
development  of  existing  chemicals  of 
concern  and/or  to  gather  information  to 
support  risk  assessments  on  such 
chemicals.  As  these  chemicals  are 
identified,  EPA  will  initiate 
rulemakings  under  the  Toxic 
Substances  Control  Act  (TSCA)  sections 
5  and/or  6  to  require  reporting  by  the 
manufacturers,  importers,  and/or 
processors  of  these  chemicals. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/21/94  59  FR  13294 

Final  Action  09/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Smell  Entities  Affected:  Businesses 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  3528 

Sectors  Affected:  327999  All  Other 
Miscellaneous  Nonmetallic  Mineral 
Product  Manufacturing 

Agency  Contact:  Robert  Courtnage, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-1081 
Fax:  202  566-0473 
Email: 

courtnage.robert@epamail.epa.gov 

Peter  Gimlin,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7404T, 

Washington,  DC  20460 

Phone:  202  566-0515 

Fax:  202  566-0473 

Email:  gimlin.peter@epamail.epa.gov 

RIN:  207Q-AC37 


2957.  TSCA  POLICY  STATEMENT  ON 
OVERSIGHT  OF  TRANSGENIC 
ORGANISMS  (INCLUDING  PLANTS) 

Priority:  Other  Significant 

Legal  Authority:  15  USC  2604 
CFR  Citation;  40  CFR  720 
Legal  Deadline:  None 

Abstract:  As  a  follow  up  to  the  final 
Biotechnology  Rule  under  the  Toxic 
Substances  Control  Act  (TSCA)  EPA 
intends  to  address  TSCA  oversight  of 
transgenic  plants  and  other  organisms. 


Recent  information  indicates  that 
transgenic  plants  and  other  organisms 
are  being  developed  for  uses  which 
appear  to  be  subject  to  TSCA 
jurisdiction.  For  example,  plants  are 
being  genetically  modified  to  produce 
industrial  grade,  rather  than  food  grade, 
oils.  Many  of  these  plants  are  subject 
to  oversight  by  the  Animal  and  Plant 
Health  Inspection  Service  (APHIS)  of 
the  U.S.  Department  of  Agriculture 
while  being  tested  in  the  environment. 
Following  APHIS  approval  of  a  petition 
for  non-regulated  status  filed  pursuant 
to  APHIS’  regulations  implementing  the 
Federal  Plant  Pest  Act  at  7  CFR  part 
340,  however,  these  plants  cease  to  be 
subject  to  regulation  by  USDA. 
Additionally,  transgenic  animals  that 
are  not  under  the  jurisdiction  of  FDA 
appear  to  be  subject  to  TSCA.  Such 
animals  may  be  genetically  improved 
livestock  for  commercial  purposes.  The 
policy  statement  wpuld  address 
whether  EPA  should  exercise 
jurisdiction  under  TSCA  over  such 
transgenic  organisms  prior  to  their 
commercial  use. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Organizations 

Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No.  4598 

Agency  Contact:  Flora  Chow, 
Environmental  Protection  Agency, 

Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8983 

Fax:  202  564-9062 

Email:  chow.flora@epamail.epa.gov 

Rebecca  Cool,  Environmental  Protection 

Agency,  Office  of  Prevention,  Pesticides 

and  Toxic  Substances,  7405M, 

Washington,  DC  20460 

Phone:  202  564-9138 

Fax:  202  564-9490 

Emai  1 :  cool .rebecca@epamail .epa.gov 

RIN:  2070-AD53 
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2958.  POLYCHLORINATED 
BIPHENYLS  (PCBS);  EXEMPTION 
REQUEST  FROM  U.S.  MARITIME 
ADMINISTRATION  (MARAD) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  15  USC  2605  “TSCA 
6(e)(3)(B)” 

CFR  Citation:  40  CFR  761 
Legal  Deadline:  None 

Abstract:  The  U.S.  Maritime 
Administration  (MARAD)  is  responsible 
for  disposing  of  surplus  Navy  non- 
combatant  ships;  many  of  these  ships 
contain  polychlorinated  biphenyls 
(PCBs)  in  electrical  equipment,  and  are 
contaminated  with  greater  than  50  ppm 
PCBs  in  paint,  gaskets,  and  cable  that 
cannot  be  easily  removed.  In  2003, 
MARAD  exported  four  surplus  ships  to 
a  shipyard  in  the  United  Kingdom, 

Able  UK,  for  scrapping:  however,  the 
planned  export  of  an  additional  nine 
ships  had  been  prevented  by  a 
temporary  restraining  order  issued  by 
the  U.S.  District  Court  for  DC.  Although 
EPA  issued  a  letter  of  enforcement 
discretion  in  May  2003,  on  July  29, 
2004,  MARAD  submitted  a  partial 
petition  for  an  export  ban  exemption 
under  TSCA  6(e)(3)  (B).  Upon  receipt 
of  a  completed  petition,  perhaps 
sometime  in  2008,  the  Agency  will 
conclude  its  review.  EPA  can  grant 
these  petitions  through  notice-and- 
comment  rulemaking  for  a  period  of  up 
to  1  year,  provided  it  can  make  a 
finding  of  no  unreasonable  risk  and 
good  faith  efforts  to  find  substitutes. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

2150.1;  Split  from  RIN  2070-AB20.  EPA 
Docket  information:  EPA-HQ-OPPT- 
2004-0107 

URL  For  More  Information: 

www.epa.gov/pcb/ 

Agency  Contact:  Peter  Gimlin, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7404T,  Washington, 
DC  20460 

Phone:  202  566-0515 

Fax:  202  566-0473 

Email:  gimlin.peter@epamail.epa.gov 


Lynn  Vendinello,  Environmental 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7404T,  Washington,  DC 
20460 

Phone:  202  566-0514 
Fax:  202  566-0473 
Email: 

vendinello.lynn@epamail.epa.gov 
RIN:  2070-AJ05 

2959.  TESTING  AGREEMENT  FOR 
PERFLUOROOCTANOIC  ACID  (PFOA) 

Priority:  Other  Significant 

Legal  Authority:  15  USC  2603  “TSCA 
4” 

CFR  Citation:  40  CFR  790  to  799 

Legal  Deadline:  None 

Abstract:  PFOA  is  a  synthetic  (man¬ 
made)  chemical  that  does  not  occur 
naturally  in  the  environmeiit.  EPA 
identified  data  gaps  regarding  the 
sources  and  exposure  pathways  of 
PFOA  and  is  seeking  additional  data 
concerning  the  potential  relationship 
between  fluoropolymer  and 
fluorotelomer  based  polymer  chemicals 
and  PFOA.  EPA  has  invited  interested 
parties  to  monitor  and  participate  in 
negotiation?  for  developing  several 
industry  sponsored  testing  programs 
concerning  fluoropolymers  and 
fluorotelomer  based  polymers  which 
may  metabolize  or  degrade  to  PFOA. 
These  testing  programs  would  be  set  in 
place  preferably  as  publicly  negotiated 
enforceable  consent  agreements  (ECAs) 
under  section  4  of  the  Toxic  Substances 
Control  Act  (TSCA)  among  EPA, 
industry,  and  interested  parties  under 
section  4  of  TSCA,  but  may  also  be 
established  as  negotiated  memoranda  of 
understanding  (MOUs)  where 
circumstances  preclude  moving  forward 
under  ECAs.  The  goal  of  the  PFOA  ECA 
process  is  to  better  understand  the 
sources  and  exposure  pathways  leading 
to  the  presence  of  PFOA  in  humans 
and  the  environment. 

Timetable: 

Action  Date  ■  FR  Cite 

Finai  Action;  ECA  and  07/08/05  70  FR  39630 
color 

Fluoropolymer 

Chemicals 

Incineration 


Action  Date  FR  Cite 

Final  Action:  ECA  and  07/08/05  70  FR  39624 
color 

Fluorotelomer- 
based  Polymer 
Chemicals 
Incineration 

Notice:  Telomer  08/00/08 
Report 

Notice:  Fluoropolymer  10/00/09 
Report 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

3493. J;  EPA  publication  information: 
Final:  ECA  and  CO  for  Fluorotelomer- 
based  Polymer  Chemicals  Incineration 
-  http://www.epa.gov/fedrgstr/EPA- 
TOX/2005/July/Day-08/tl3492.htm: 
EPA  Docket  information;  OPPT-2003- 
0012 

URL  For  More  Information: 

http://www.epa.gov/oppt/pfoa/ 

index.htm 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone;  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 

Rich  Leukroth,  Environmental: 
Protection  Agency,  Office  of 
Prevention,  Pesticides  and  Toxic 
Substances,  7405M,  Washington,  DC 
20460 

Phone:  202  564-8167 

Fax:  202  564-4765 

Email:  leukroth.rich@epa.gov 

RIN:  2070-AJ06 


2960.  TESTING  AGREEMENT  FOR 
ARYL  PHOSPHATES  (ITC  LIST  2) 

Priority:  Substantive,  Nons-ignificant 
Legal  Authority:  15  USC  2603  TSCA 
4 

CFR  Citation:  40  CFR  790  to  799 

Legal  Deadline:  None 

Abstract:  On  January,  17,  1972  (57  FR 
2138),  EPA  published  a  proposed  TSCA 
section  4  test  rule  covering  a  number 
of  aryl  phosphate  base  stocks.  On 
March  30,  1993,  EPA  announced 
initiation  of  negotiations  with  the  Aryl 
Phosphates  Panel  of  the  Chemical 
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Manufacturers  Association  (now  the 
American  Chemistry  Council  or  ACC) 
to  develop  a  TSCA  section  4 
Enforceable  Consent  Agreement  (ECA) 
for  aryl  phosphate  base  stocks  as  an 
alternative  approach  to  testing  under 
the  proposed  rule  (58  FR  16669).  On 
October  9,  1998,  EPA  sent  letters  to  the 
Chief  Executive  Officers  of  companies, 
including  those  who  were  participating 
in  the  development  of  this  ECA,  to 
announce  EPA’s  High  Production 
Volume  (HPV)  Chemical  Challenge 
Program.  Consistent  with  the 
international  OECD  Screening 
Information  Data  Set  (SIDS)  Program, 
EPA’s  HPV  Challenge  Program 
encourages  U.S.  chemical  producers 
and  importers  to  voluntarily  provide 
existing  screening  level  data,  or,  if  none 
exist,  to  develop  such  data  on  U.S.  HPV 
chemicals.  Because  some  overlap  of 
testing  requirements  in  the  HPV 
Challenge  and  this  ECA  initiative  were 
identified,  the  industry  committed  to 
develop  the  screening  level  data  for  the 
HPV  Challenge  Program  before 
continuing  with  further  development  of 
the  ECA.  In  this  way,  results  from  the 
HPV  Challenge  program  would  feed 
back  into  consideration  of  needs  for  the 
ECA  testing  and,  where  possible,  could 
avert  some  or  all  of  the  overlap  testing 
requirements.  After  completion  of  the 
industry’s  commitments  under  the  HPV 
Challenge  Program,  EPA  will  evaluate 
the  need  for  any  additional  testing  of 
the  subject  AP  base  stocks  under  an 
ECA. 


Timetable; 

Action  Date  FR  Cite 

ANPRM  12/29/83  48  FR  57452 

NPRM  01/17/92  57  FR  2138 

Final  Action;  ECA  and  To  Be  Determined 

Consent  Order 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected:  Federal 

Additional  Information:  SAN  No. 

3493.2 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 
Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone;  202  564-8469 
Fax: 202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AJ07 


2961.  TEST  RULE;  BROMINATED 
FLAME  RETARDANTS  (BFRS) 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  15  USC  2603  “TSCA 
4” 

CFR  Citation:  40  CFR  790  to  799 
Legal  Deadline:  None 
Abstract:  On  June  25,  1991  (56  FR 
29140),  EPA  issued  a  proposed  TSCA 
section  4  Test  Rule  for  health  and 
environmental  effects  and  chemical  fate 
testing  of  five  brominated  flame 
retardants.  Since  issuing  that  proposed 


rule,  all  of  the  subject  chemical 
substances  have  been  sponsored  under 
the  international  OECD  HPV  Screening 
Information  Data  Set  (SIDS)  Program, 
EPA’s  voluntary  US  HPV  Chemical 
Challenge  Program,  and/or  EPA’s 
Voluntary  Children’s  Chemical 
Evaluation  Program  (VCCEP). 
Information  obtained  under  these 
various  data  collection/development 
programs  will  be  used  to  inform  EPA’s 
decision  regarding  the  need  to  re¬ 
propose  and  ultimately  finalize  this 
TSCA  section  4  Test  Rule  for  some  or 
all  of  the  subject  chemicals  and  for 
which  endpoints  they  should  be  tested. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/25/91  56  FR  29140 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 
Government  Levels  Affected;  Federal 

Additional  Information:  SAN  No. 

3493.3 

URL  For  More  Information: 

www.epa.gov/oppt/chemtest 

Agency  Contact:  Greg  Schweer, 
Environmental  Protection  Agency, 
Office  of  Prevention,  Pesticides  and 
Toxic  Substances,  7405M,  Washington, 
DC  20460 

Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
RIN:  2070-AJ08 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Toxic  Substances  Control  Act  (TSCA) 


2962.  NOTIFICATION  OF  CHEMICAL 
EXPORTS  UNDER  TSCA  SECTION 
12(B) 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  707 
Completed: 

Reason  Date  FR  Cite 

NPRM  02/09/06  71  FR  6733 


Reason  .  Date  FR  Cite 

Final  Action  1 1 /1 4/06  71  FR  66234 

Technical  Correction  11/28/06  71  FR  68750 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Agency  Contact:  Greg  Schweer 


Phone:  202  564-8469 
Fax:  202  564-4765 

Email:  schweer.greg@epamail.epa.gov 
Ken  Moss 

Phone:  202  564-8179 

Fax:  202  564-4765 

Email:  moss.kenneth@epa.gov 

RIN:  2070-AJ01 
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2963.  EMERGENCY  PLANNING  AND 
COMMUNITY  RIGHT-TO-KNOW  ACT: 
MODIFICATION  TO  THE  THRESHOLD 
PLANNING  QUANTITY 
METHODOLOGY  FOR  THE 
EXTREMELY  HAZARDOUS 
SUBSTANCES  THAT  ARE  SOLIDS  IN 
SOLUTION 

Priority:  Other  Significant 
Legal  Authority:  42  USC  iiool 
CFR  Citation:  40  CFR  355 
Legal  Deadline:  None 
Abstract:  EPA  is  considering  an 
alternative  approach  for  the  threshold 
planning  quantity  (TPQ)  for  chemicals 
on  the  Extremely  Hazardous  Substances 
(EHS)  List  that  are  handled  as  solids 
in  solution.  The  current  TPQ  for  solids 
in  solution  is  based  on  the  assumption 
that  the  entire  quantity  of  the  solid 
chemical  at  a  facility  could  potentially 
be  released  to  air  in  event  of  an 
accident.  EPA  will  propose  a  rule  that 
would  revise  the  TPQ  for  solids  in 
solution  and  seek  comment  on  an 


alternative  approach.  EPA  is  pursuing 
this  proposal  in  part  based  on 
industry’s  request  to  revisit  the  TPQ 
rationale  for  the  chemical  paraquat 
dichloride  (handled  as  a  solid  in 
aqueous  solution).  If  the  TPQ  for  solids 
in  solution  is  raised,  it  would  result 
in  relieving  some  facilities  (number  and 
type  unknown  at  this  time)  from  the 
regulatory  emergency  planning  and 
notification  requirements  under  section 
302-304  of  the  Emergency  Planning  and 
Community  Right-to-Know  Act 
(EPCRA).  EPA  intends  to  evaluate 
various  experimental  data  for 
accidental  air  releases  of  solutions 
containing  solid  chemicals  when 
developing  revised  TPQs.  EPA  would 
also  seek  public  comment  on  the 
appropriateness  of  considering  aerosol 
size  as  a  factor  for  potential  off-site 
exposure  to  communities. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/00/08 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4753; 

Agency  Contact:  Kathy  Franklin, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-7987 
Fax:  202  564-2625 
Email:  franklin.kathy@epa.gov  . 

Sicy  Jacob,  Environmental  Protection 
Agency,  Solid  Waste  and  Emergency 
Response,  5104A,  Washington,  DC 
20460 

Phone:  202  564-8019 
Fax:  202  564-2625 
Email:  jacob.sicy@epa.gov 

RIN:  2050-AF08 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Emergency  Planning  and  Community  Right — to — Know  Act  (EPCRA) 


2964.  EMERGENCY  PLANNING  AND 
COMMUNITY  RIGHT-TO-KNOW  ACT: 
AMENDMENTS  TO  PARTS  355  AND 
370 

Priority:  Other  Significant 

Legal  Authority:  42  USC  11002;  42 
USC  11004;  42  USC  11048;  42  USC 
11021;  42  USC  11022 

CFR  Citation:  40  CFR  355;  40  CFR  370 

Legal  Deadline:  None  . 

Abstract:  This  rule  will  address  some 
of  the  remaining  issues  from  the 
proposed  rule  of  June  8,  1998. 
Reporting  thresholds  for  gasoline  and 
diesel  fuel  at  retail  gas  stations  were 
finalized  on  February  11,  1999  (64  FR 
7031).  This  rule  will  address  those 
reporting  changes  in  section  B  of  the 
preamble  to  the  proposed  rule  under 
the  heading  “Other  Regulatory 
Changes.”  The  revisions  in  this  rule 
will  have  only  minimal  impact  on  the 
regulated  community.  Most  of  the 
changes  are  minor  revisions  and 
clarifications  of  interpretation  that  EPA 
has  been  providing  the  regulated 
communities.  In  addition,  as  stated  in 
the  proposed  rule,  40  CFR  parts  355 
and  370  will  be  reorganized  and 


rewritten  in  Plain  English  format  to 
make  them  clearer  and  easier  to  use. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/08/98  63  FR  31268 

Final  Action  1 2/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  3215; 

Agency  Contact:  Sicy  Jacob, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone;  202  564-8019 
Fax;  202  564-2625 
Email:  jacob.sicy@epa.gov 

RIN:  2050-AE17 


2965.  ADDITION  OF  TOXICITY 
EQUIVALENCY  (TEQ)  REPORTING 
AND  QUANTITY  DATA  FOR 
INDIVIDUAL  MEMBERS  OF  THE 
DIOXIN  AND  DIOXIN-LIKE 
COMPOUNDS  CATEGORY  UNDER 
EPCRA,  SECTION  313 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  llOOl  et  seq 
CFR  Citation:  40  CFR  372 
Legal  Deadline:  None 

Abstract:  Under  section  313  of  the 
Emergency  Planning  and  Community 
Right-to-Know  Act  (EPCRA)  (i.e.,  the 
Toxics  Release  Inventory  (TRI)),  dioxin 
and  dioxin-like  compounds  are 
reported  in  units  of  grams  for  the 
category.  This  project  will  add  toxic 
equivalency  (TEQ)  reporting  for  the 
category  and  quantity  data  for 
individual  members  of  the  category  to 
the  grams  only  reporting  currently 
required  for  the  category  under  EPCRA 
section  313.  TEQs  are  a  weighted 
quantity  measure  based  on  the  toxicity 
of  each  dioxin  congener  relative  to  the 
most  toxic  dioxin  congeners,  2, 3,7,8- 
tetrachlorodibenzo-p-dioxin  and 
1,2,3,7,8-pentachlorodibenzo-p-dioxin. 
The  addition  of  TEQ  reporting  will 
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allow  better  understanding  of  the 
releases  and  waste  management 
quantities  currently  reported  to  the  TRI 
for  dioxin  and  dioxin-like  compounds. 
TEQ  reporting  will  also  make  it  easier 
to  compare  TRI  data  on  dioxin  and 
dioxin-like  compounds  with  other  EPA 
activities  that  present  data  on  dioxin 
and  dioxin-like  compounds  in  terms  of 
TEQs.  Several  industry  groups  have 
written  OMB  supporting  the  addition 
of  TEQ  reporting  to  TRI. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/07/05  70  FR  10919 

Final  Action  05/00/07 

I  Regulatory  Flexibility  Analysis 

Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 


Additional  Information:  SAN  No.  4692; 
EPA  publication  information:  NPRM  - 
http  ://www.epa.gov/fedrgstr/EP  A- 
TOX/2005/March/Day-07/t4339.htm: 
TRI  has  not  converted  to  NAICS  so  the 
Standard  Industrial  Classification  (SIC) 
Codes  are  listed:  SIC  Code  10  Metal 
Mining  (except  SIC  codes  1011,  1081, 
and  1094),  SIC  Code  12  Coal  Mining 
(except  SIC  code  1241),  SIC  Code  20- 
39  Manufacturing,  SIC  Codes  4911, 
4931,  and  4939  Electric  Utilities 
(limited  to  facilities  that  combust  coal 
and/or  oil  for  the  purpose  of  generating 
power  for  distribution  in  commerce), 
SIC  Code  4953  Commercial  Hazardous 
Waste  Treatment  (limited  to  facilities 
regulated  under  the  RCRA,  subtitle  C, 
42  U.S.C.  sec.  6921  et  seq.),  SIC  Code 
5169  Chemicals  and  Allied  Products- 
Wholesale,  SIC  Code  5171  Petroleum 
Bulk  Terminals  and  Plants,  SIC  Code 
7389  Solvent  Recovery  Serx'ices 


(limited  to  facilities  primarily  engaged 
in  solvent  recovery  services  on  a 
contract  or  fee  basis). 

URL  For  More  Information: 

www.epa.gov/tri 

Agency  Contact:  Daniel  Bushman, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2844T,  Washington,  DC  20460 
Phone:  202  566-0743 
Fax:  202  566-0741 
Email: 

bushman.daniel@epamail.epa.gov 

Ben  Smith,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2844T,  Washington,  DC 
20460 

Phone:  202  566-0816 

Fax:  202  566-0741 

Email:  smith.ben@epamail.epa.gov 

RIN:  2025-AA12 


Environmental  Protection  Agency  (EPA)  Long-Term  Actions 

Emergency  Planning  and  Community  Right — ^to — Know  Act  (EPCRA) 


2966.  CLARIFY  TRI  REPORTING 
OBLIGATIONS  UNDER  EPCRA 
SECTION  313  FOR  THE  METAL 
MINING  ACTIVITIES  OF  EXTRACTION 
AND  BENEFICIATION 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  llOOl  et  seq 

CFR  Citation:  40  CFR  372 

Legal  Deadline:  None 

Abstract:  The  Toxics  Release  Inventory 
(TRI)  currently  requires  reporting  from 
metal  mining  facilities  if  they 
manufacture  or  process  25,000  pounds 
or  more  of  a  listed  chemical  or 
otherwise  use  10,000  pounds  or  more 
of  a  listed  chemical.  These  mining 
facilities  engage  in  the  removal  of 
naturally  occurring  materials  from  the 
earth.  EPA  had  considered  naturally 
occurring  materials  to  be  manufactured 
by  natural  processes.  A  recent  court 
♦order  set  aside  EPA’s  interpretation  of 
manufacture  stating  that  naturally 
occurring  ores  cannot  be  manufactured 
within  the  meaning  of  EPCRA  section 
313.  EPA  is  considering  clarifying  how 
the  definitions  of  manufacturing  and 
processing  under  EPCRA  section  313 
apply  to  the  mining  sector  processes  of 
extraction  and  beneficiation.  This 


action  will  not  affect  the  coal  extraction 
activities  exemption. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/09 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  SAN  No.  4616; 

URL  For  More  Information: 

www.epa.gov/tri 

Agency  Contact:  Marc  Edmonds, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2844T,  Washington,  DC  20460 
Phone:  202  566-0758 
Fax:  202  566-0741 

Email:  edmonds.marc@epamail.epa.gov 

Ben  Smith,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2844T,  Washington,  DC 
20460 

Phone:  202  566-0816 

Fax:  202  566-0741 

Email:  smith.ben@epamail.epa.gov 

RIN:  2025-AAll 


2967.  TRI;  RESPONSE  TO  PETITION 
TO  DELETE  CHROMIUM,  ANTIMONY, 
AND  TITANATE  FROM  THE  METAL 
COMPOUND  CATEGORIES  LISTED  ON 
THE  TOXICS  RELEASE  INVENTORY 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  11013 
“EPCRA  313” 

CFR  Citation:  40  CFR  372 

Legal  Deadline:  None 

Abstract:  This  action  will  respond  to 
a  petition  received  by  EPA  to  delete 
chromium,  antimony,  and  titanate  from 
the  list  of  toxic  chemicals  reportable 
under  section  313  of  the  Emergency 
Planning  and  Community  Right-to- 
Know  Act  (EPCRA).  EPA  will  respond 
to  the  petition  by  either  granting  or 
denying  the  petition.  If  EPA  grants  the 
petition,  a  notice  of  proposed 
rulemaking  will  be  published  in  the 
Federal  Register;  if  EPA  denies  the 
petition,  a  notice  of  petition  denial  will 
be  published.  Chromium,  antimony, 
and  titantate  is  reportable  under  the 
chromium  and  antimony  compound 
categories;  the  deletion  of  this  chemical 
would  eliminate  all  the  reporting 
requirements  under  the  Toxic  Chemical 
Release  Reporting  Rule. 
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Timetable: 

Action  Date  FR  Cite 

Response  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No. 

2425.4;  EPA  publication  information: 
Response-Chromium,  Antimony,  and 
Titanate  {Request  to  Delete);  Split  from 
RIN  2025-AA00.  Formerly  listed  as  RIN 
2070-AC00.  Statutory  deadline;  Within 
180  days  of  receipt  the  Agency  must 
either  initiate  rulemaking  or  explain 
why  not  in  the  Federal  Register. 
Manufacturing  industries  in  SIC  codes 
20-39  plus  the  following  industries  and 
SIC  codes;  Metal  Mining  (SIC  code  10 
except  SIC  codes  1011,  1081,  and 
1094);  Coal  Mining  (SIC  code  12  except 
SIC  code  1241);  Electric  Utilities  (SIC 
codes  4911,  4931,  4939);  Commercial 
Hazardous  Waste  Treatment  (SIC  code 
4953);  Chemicals  and  Allied  Products- 
Wholesale  (SIC  code  5169);  Petroleum 
Bulk  Terminals  and  Plants  (SIC  code 
5171);  and  Solvent  Recovery  Services 
(SIC  code  7389). 

URL  For  More  Information: 

www.epa.gov/tri 

Agency  Contact:  Daniel  Bushman, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2844T,  Washington,  DC  20460 
Phone:  202  566-0743 
Fax;  202  566-0741 
Email: 

bushman.daniel@epamail.epa.gov 

Ben  Smith,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2844T,  Washington,  DC 
20460 

Phone:  202  566-0816 

Fax:  202  566-0741 

Email:  smith.ben@epamail.epa.gov 

RIN:  2025-AAl6^ 


2968.  TRI;  RESPONSE  TO  PETITION 
TO  ADD  DIISONONYL  PHTHALATE  TO 
THE  TOXICS  RELEASE  INVENTORY 
LIST  OF  TOXIC  CHEMICALS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  11013 
“EPCRA  313” 

CFR  Citation:  40  CFR  372 


Legal  Deadline:  None 

Abstract  This  action  will  respond  to 
a  petition  received  by  EPA  to  add 
diisononyl  phthalate  to  the  list  of  toxic 
chemicals  reportable  under  section  313 
of  the  Emergency  Planning  and 
Community  Right  to  Know  Act 
(EPCRA).  EPA  will  respond  to  the 
petition  by  either  granting  or  denying 
the  petition.  If  EPA  grants  the  petition, 
a  notice  of  proposed  rulemaking  will 
be  published  in  the  Federal  Register; 
if  EPA  denies  the  petition,  a  notice  of 
petition  denial  will  be  published.  The 
addition  of  this  chemical  would  make 
it  subject  to  all  the  reporting 
requirements  under  the  Toxic  Chemical 
Release  Reporting  Rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  09/0^00  65  FR  53681 

Notice  of  Data  06/14/05  70  FR  34437 

Availability 

Final  Action  02/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  information:  SAN  No. 

2425.1;  EPA  publication  information: 
Notice  of  Data  Availability  - 
http :// www.epa.gov/fedrgstr/EPA- 
WASTE/2005/June/Day-14/fll664.htm: 
Split  from  RIN  2025-AA00.  Formerly 
listed  as  RIN  2070-AC00.  Statutory 
deadline:  Within  180  days  of  receipt  . 
the  Agency  must  either  initiate 
rulemaking  or  explain  why  not  in  the 
Federal  Register.  Manufacturing 
industries  in  SIC  codes  20-39  plus  the 
following  industries  and  SIC  codes: 
Metal  Mining  (SIC  code  10  except  SIC 
codes  1011,  1081,  and  1094);  Coal 
Mining  (SIC  code  12  except  SIC  code 
1241);  Electric  Utilities  (SIC  codes 
4911,  4931,  4939);  Commercial 
Hazardous  Waste  Treatment  (SIC  code 
4953);  Chemicals  and  Allied  Products- 
Wholesale  (SIC  code  5169);  Petroleum 
Bulk  Terminals  and  Plants  (SIC  code 
5171);  and  Solvent  Recovery  Services 
(SIC  code  7389). 

URL  For  More  Information: 
www.epa.gov/tri 

Agency  Contact:  Daniel  Bushman, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2844T,  Washington,  DC  20460 
Phone:  202  566-0743 
Fax:  202  566-0741 


Email: 

bushman.daniel@epamail.epa.gov 

Ben  Smith,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2844T,  Washington,  DC 
20460 

Phone:  202  566-0816 

Fax:  202  566-0741 

Email:  smith.ben@epamail.epa.gov 

RIN:  2025-AA17 


2969.  TRI;  RESPONSE  TO  PETITION 
TO  DELETE  ACETONITRILE  FROM 
THE  TOXICS  RELEASE  INVENTORY 
LIST  OF  TOXIC  CHEMICALS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  11013 
“EPCRA  313” 

CFR  Citation:  40  CFR  372 
Legal  Deadline:  None 

Abstract:  This  action  will  respond  to 
a  petition  received  by  EPA  to  delete 
acetonitrile  from  the  list  of  toxic 
chemicals  reportable  under  section  313 
of  the  Emergency  Planning  and 
Community  Right  to  Know  Act 
(EPCRA).  EPA  will  respond  to  the 
petition  by  either  granting  or  denying 
the  petition.  If  EPA  grants  the  petition, 
a  notice  of  proposed  rulemaking  will 
be  published  in  the  Federal  Register; 
if  EPA  denies  the  petition,  a  notice  of 
petition  denial  will  be  published.  The 
deletion  of  this  chemical  would 
eliminate  all  the  reporting  requirements 
under  the  Toxic  Chemical  Release 
Reporting  Rule. 

Timetable: 

Action  Date  FR  Cite 

Response  05/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No. 

2425.3;  EPA  publication  information; 
Response-Acetonitrile  (Request  to 
Delete);  Split  from  RIN  2025-AA00. 
Formerly  listed  as  RIN  2070-AC00. 
Statutory  deadline:  Within  180  days  of 
receipt  the  Agency  must  either  initiate 
rulemaking  or  explain  why  not  in  the 
Federal  Register.  Manufacturing 
industries  in  SIC  codes  20-39  plus  the 
following  industries  and  SIC  codes: 
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Metal  Mining  {SIC  code  10  except  SIC 
codes  1011,  1081,  and  1094);  Coal 
Mining  (SIC  code  12  except  SIC  code 
1241);  Electric  Utilities  (SIC  codes 
4911,  4931,  4939);  Commercial 
Hazardous  Waste  Treatment  (SIC  code 
4953);  Chemicals  and  Allied  Products- 
Wholesale  (SIC  code  5169);  Petroleum 
Bulk  Terminals  and  Plants  (SIC  code 
5171);  and  Solvent  Recovery  Services 
(SIC  code  7389). 

URL  For  More  Information; 

www.epa.gov/tri 

Agency  Contact;  Daniel  Bushman, 
Environmental  Protection  Agency, 
Office  of  Environmental  Information, 
2844T,  Washington,  DC  20460 
Phone:  202  566-0743 
Fax:  202  566-0741 
Email: 

bushman.daniel@epamail.epa.gov 

Ben  Smith,  Environmental  Protection 
Agency,  Office  of  Environmental 
Information,  2844T,  Washington,  DC 
20460 

Phone:  202  566-0816 

Fax:  202  566-0741 

Email:  smith.ben@epamail.epa.gov 

RIN:  2025-AA19 


2970.  •  EMERGENCY  PLANNING  AND 
COMMUNITY  RIGHT-TO-KNOW  ACT: 
AMENDMENTS  AND  STREAMLINING 
RULE 

Priority:  Other  Significant 

Legal  Authority:  42  USC  11002;  42 
use  11004;  42  USC  11048;  42  USC 
11021;  42  USC  11022 

CFR  Citation:  40  CFR  370 
Legal  Deadline:  None 

Abstract:  This  supplemental  proposal 
will  address  reporting  thresholds  for 
rock  salt,  sand,  gravel  and  other 
chemicals  those  pose  minimal  risk.  The 
proposed  rule  was  published  on  June 
8,  1998  (63  FR  31268).  This 
supplemental  rule,  when  finalized,  will 
minimize  burden  for  those  facilities 
that  are  currently  reporting  chemicals 
that  pose  minimal  risk  under  sections 
311  and  312  of  the  Emergency  Planning 
and  Community  Right-To-Know  Act. 
This  rule,  when  finalized,  may  also 
reduce  the  number  of  facilities  subject 
to  these  reporting  requirements.  The 
reporting  requirements  under  sections 
311  and  312  are  intended  to  enhance 
communities’  and  emergency  response 
officials’  awareness  of  chemical 
hazards;  to  facilitate  the  development 
of  State  and  local  emergency  response 


plans;  and  to  aid  communities  and 
emergency  response  officials  in 
preparing  for  and  responding  to 
emergencies  safely  and  effectively.  By 
proposing  to  provide  relief  from  routine 
reporting  of  substances  with  minimal 
hazards  and  minimal  risk.  State  and 
local  officials  can  focus  on  chemicals 
that  may  pose  more  significant  hazard 
or  may  present  greater  risks  to  the 
community. 

Timetable: 

Action  Date  FR  Cite 

Supplemental  NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information;  SAN  No. 

3215.1;  Split  from  RIN  2050-AE17. 

Agency  Contact:  Sicy  Jacob, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-8019 
Fax:  202  564-2625 
Email:  jacob.sicy@epa.gov 

RIN:  2050-AG40 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Emergency  Planning  and  Community  Right — ^to — Know  Act  (EPCRA) 


2971.  TOXICS  RELEASE  INVENTORY 
REPORTING  BURDEN  REDUCTION 
RULE 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  372 
Completed: 

Reason  Date  FR  Cite 

NPRM  10/04/05  70  FR  57822 

Final  Action  12/22/06  71  FR  76932 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Marc  Edmonds 
Phone:  202  566-0758 
Fax:  202  566-0741 

Email:  edmonds.marc@epamail.epa.gov 


Larry  Reisman 
Phone:  202  566-0751 
Fax:  202  566-0727 

Email:  reisman.larry@epamail.epa.gov 
RIN:  2025-AA14 
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Environmental  Protection  Agency  (EPA)  Prerule  Stage 

Resource  Conservation  and  Recovery  Act  (RCRA) 


2972.  STANDARDS  FOR  THE 
MANAGEMENT  OF  COAL . 
COMBUSTION  WASTES  GENERATED 
BY  COMMERCIAL  ELECTRIC  POWER 
PRODUCERS 

Priority:  Economically  Significant. 

Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  Undetermined 
Legal  Authority:  42  USC  6907(a)(3);  42 
USC  6944(a) 

CFR  Citation:  40  CFR  257 
Legal  Deadline:  None 

Abstract:  This  action  is  for  the 
development  of  non-hazardous  waste 
regulations  imder  subtitle  D  of  the 
RCRA  statute.  The  regulations  will 
apply  to  landfill  and  surface 
impoundment  facilities  that  manage 
coal  combustion  wastes  generated  by 
steam  electric  power  generators,  i.e., 
electric  utilities  and  independent 
power  producers.  This  action  results 
from  EPA’s  regulatory  determination  for 
fossil  fuel  combustion  wastes  (65  FR 
32214,  May  22,  2000),  which  concluded 
that  waste  management  regulations 
under  RCRA  are  appropriate  for  certain 
coal  combustion  wastes.  The  intended 
benefits  of  this  action  will  be  to  prevent 
contamination  or  damage  to  ground 
waters  and  siurface  waters,  thereby 


avoiding  risk  to  human  health  and  the 
environment,  including  ecological  risks. 
The  Agency  is  currently  analyzing  the 
human  health  and  eco  risks,  costs,  and 
economic  impact  of  this  action  as  it 
develops  the  proposed  regulation.  The 
Agency  has  considered  alternatives  to 
this  action,  including  regulating  these 
wastes  as  hazardous  wastes  under 
subtitle  C  of  RCRA,  but  has  rejected 
this  approach  as  discussed  in  the 
regulatory  determination  (65  FR  32214, 
May  22,  2000).  EPA  has  also  considered 
issuing  guidance  instead  of  regulations 
to  industry  and  State  and  local 
governments  to  focus  on  these 
remaining  waste  management  issues, 
particularly  since  the  industry  has 
improved  its  waste  management 
practices  and  most  State  regulatory 
programs  are  eimilarly  improving.  To 
this  end,  the  Agency  will  be  issuing 
a  Notice  of  Data  Availability  (NODA) 
announcing  the  availability  for  public 
inspection  and  comment  of  new 
information  and  data  on  the 
management  of  coal  combustion  wastes 
that  the  Agency  will  consider  in 
deciding  next  steps  in  this  effort. 

Timetable: 

Action  Date  FR  Cite 

NOTA  05/00/07 

NPRM  To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  4470; 
This  effort  may  also  impact  Federal, 
State,  local  or  tribal  governments  that 
own  coal-buming  commercial  electric 
power  generating  facilities. 

Sectors  Affected:  221112  Fossil  Fuel 
Electric  Power  Generation 

Agency  Contact:  Alexander  Livnat, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5306P,  Washington,  DC  20460 
Phone;  703  308-7251 
Fax:  703  605-0595 
Email:  livnat.alexander@epa.gov 

Steve  Souders,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5306P, 

Washington,  DC  20460 

Phone:  703  308-8431 

Fax:  703  605-0595 

Email:  souders.steve@epa.gov 

RIN:  2050-AE81 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Resource  Conservation  and  Recovery  Act  (RCRA) 


2973.  EXPANDING  THE  COMPARABLE 
FUELS  EXCLUSION  UNDER  RCRA 

Priority:  Other  Significant 

Legal  Authority:  RCRA  4004 
CFR  Citation:  40  CFR  261.38 
Legal  Deadline:  None 

Abstract:  EPA  currently  excludes 
specific  industrial  wastes,  also  known 
as  comparable  fuels,  fi’om  most 
Resource  Conservation  and  Recovery 
Act  (RCRA)  hazardous  waste 
management  requirements  when  the 
wastes  are  used  for  energy  production 
and  do  not  contain  hazardous 
constituent  levels  that  exceed  those 
found  in  a  typical  benchmark  fuel  that 
facilities  would  otherwise  use.  Using 
such  wastes  as  fuel  saves  energy  by 
reducing  the  amoimt  of  hazardous 
waste  that  would  otherwise  be  treated 
and  disposed;  promotes  energy 
production  from  a  domestic,  renewable 
source;  and  reduces  use  of  fossil  fuels. 


With  an  interest  in  supplementing  the 
Nation’s  energy  supplies  and  to  ensure 
that  energy  sources  are  managed  only 
to  the  degree  necessary  to  protect 
hxunan  hesdth  and  the  environment, 
EPA,  as  part  of  the  Resource 
Conservation  Challenge,  is*  examining 
the  effectiveness  of  the  current 
comparable  fuel  program  and 
considering  whether  other  industrial 
wastes  could  be  safely  used  as  fuel  as 
well. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4977; 


Agency  Contact:  Mary  Jackson, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5302P,  Washington,  DC  20460 
Phone:  703  308-8453 
Fax:  703  308-8433 
Email:  jackson.mary@epa.gov 

Hugh  Davis,  Environmental  Protection 
Agency,  Solid  Waste  and  Emergency 
Response,  5302P,  Washington,  DC 
20460 

Phone:  703  306-0206 
Fax:  703  308-8433 
Email:  davis.hugh@epa.gov 

RIN:  2050-AG24 
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EPA — Resource  Conservation  and  Recovery  Act  (RCRA) 

Proposed  Rule  Stage 

Office  of  the  Administrator,  1807T, 
Washington,  DC  20460 

Phone:  202  566-2884 

TDD  Phone:  202  566-2884 

Fax:  202  566-0966 

Email:  sachs.robert@epamail.epa.gov 

Andy  Teplitzky,  Environmental 
Protection  Agency,  Office  of  the 
Administrator,  1807T,  Washington,  DC 
20460 

Phone:  202  566-2947 

TDD  Phone:  202  56&-2872 

Fax:  202  566-0966 

Email:  teplitzky.andy@epa.gov 

RIN:  2090-AA34 

Environmental  Protection  Agency  (EPA) 

Resource  Conservation  and  Recovery  Act  (RCRA) 

Final  Rule  Stage 

2976.  REVISIONS  TO  THE 
COMPREHENSIVE  GUIDELINE  FOR 
PROCUREMENT  OF  PRODUCTS 
CONTAINING  RECOVERED 
MATERIALS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  6912(a) 

CFR  Citation:  40  CFR  247 
Legal  Deadline:  None 

Abstract:  RCRA  section  6002  and  E.O. 
13101  require  EPA  to  prepare 
guidelines  in  the  Federal  Register  that 
designate  items  that  are  or  can  be  made 
with  recovered  materials  and  to  issue 
recommendations  for  government 
procurement  of  these  items.  Once 
designated,  procuring  agencies  are  , 
required  to  purchase  these  items  with 
the  highest  percentage  of  recovered 
materials  practicable.  Government 
procurement  of  EPA-designated  items 
containing  recovered  materials  fosters 
markets  for  recovered  materials  and, 
thereby,  closes  the  recycling  loop.  To 
date,  EPA  has  designated  61  items 
under  four  Comprehensive  Procurement 
Guidelines  (CPGl,  CPG2,  CPG3,  and 
CPG4).  EPA  has  also  issued  a 
Recovered  Materials  Advisory  Notice 
(RMAN)  with  each  CPG,  that  provides 
recommendations  on  buying  the 
designated  items.  The  E.O.  requires 
EPA  to  update  the  CPG  every  2  years. 
EPA  has  proposed  one  new  and  one 
revised  item  designation  in  CPG5.  In 
addition  CPG  Nylon  Carpet  was 
originally  proposed  with  CPG  4  but  was 
not  included  in  the  final  designation 
because  more  information  was  needed. 
A  Notice  of  Data  Availability  was 
issued  asking  for  that  information.  EPA 
is  now  considering  finalizing  the  CPG 
for  Nylon  Carpet  separately  from  CPG 
4  and  5. 

Timetable: 

Action  Date  FR  Cite 

NPRM^PGI  04/^94  59  FR  18892 

FinaiCPGI  05/01/95  60  FR  21370 

NPRMCPG2  11/07/96  61  FR  57748 

Final  CPG2  1 1/1 3/97  62  FR  60962 


Action 


Date  FR  Cite 


NPRM-CPG3 
Final-CPG3-RMAN3 
NPRM  CPG4 
NODA  on  Nylon 
Carpet 

NPRM-CPG5 
Final-CPG4-RMAN4 
Final  CPG  5 
Final  CPG  for  Nylon 
Carpet 


08/26/98  63  FR  45558 
01/19/00  65  FR  3069 
08/28/01  66  FR  45256 
07/16/03  68  FR  42040 

12/10/03  68  FR  68813 
04/30/04  69  FR  24028 
09/00/07 

To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 


Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  3545; 
EPA  publication  information:  NPRM- 
CPG3-(CPG3  and  RMAN  3);  Marlene 
Reddoor  is  the  contact  for  the  nylon 
carpet  rule;  EPA  Docket  information: 
For  CPG  V  rule;  EPA-HQ-RCRA-2003- 
0005 

Sectors  Affected:  92119  All  Other 
General  Government;  92111  Executive 
Offices 


URL  For  More  Information: 

www.epa.gov/cpg 

Agency  Contact:  Susan  Nogas, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5306P,  Washington,  DC  20460 
Phone:  703  308-0199 
Fax:  703  308-8686 
Email:  nogas.sue@epa.gov 


Marlene  Reddoor,  Environmental 
Protection  Agency,  Solid  Waste  and 
Emergency  Response,  5306P, 
Washington,  DC  20460 
Phone:  703  308-7276 
Fax:  703  308-8686 
Email:  regelski- 
reddoor.marlene@epa.gov 

RIN:  2050-AE23 


2977.  CRITERIA  FOR  SAFE  AND 
ENVIRONMENTALLY  PROTECTIVE 
USE  OF  GRANULAR  MINE  TAILINGS 

Priority:  Other  Significant 

Legal  Authority:  PL  109-59 
CFR  Citation:  40  CFR  278 

Legal  Deadline:  Final,  Statutory, 
February  6,  2006,  The  2005 
Transportation  Equity  Act  requires  the 
Agency  to  establish  criteria  within  180 
days  of  enactment. 

Abstract:  The  2005  Transportation 
Equity  Act  requires  EPA  to  establish 
criteria  for  the  safe  and 
environmentally  protective  use  of 
granular  mine  tailings  (chat)  from  the 
Tar  Creek,  Oklahoma  Mining  District  in 
cement  and  concrete  products  and  in 
transportation  construction  projects. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/04/06  71  FR  16729 

Final  Action  06/00/07 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Leveis  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  5019; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
WASTE/2006/ April/Day-04/f3 1 04  .htm; 
EPA  Docket  information:  EPA-HQ- 
RCRA-2006-0097 

Agency  Contact:  Stephen  Hoffman, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5307P,  Washington,  DC  20460 
Phone:  703  308-8413 
Fax:  703  605-0595 
Email:  hoffman.stephen@epa.gov 

Richard  Kinch,  Environmental 
Protection  Agency,  Solid  Waste  and 
Emergency  Response,  5307P, 
Washington,  DC  20460 
Phone:  703  308-8214 
Fax:  703  308-8686 
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Fi.nal  Rule  Stage 


Email:  kinch.richard@epa.gov 
RIN:  2050-AG27 


2978.  •  WASTE  MANAGEMENT 
SYSTEM;  TESTING  AND  MONITORING 
ACTIVITIES;  METHODS  INNOVATION 
RULE;  CORRECTION 

Priority:  Info./Admin./Other 

Legal  Authority:  33  USC  1345(d):  33 
use  1345  (e);  42  USC  6902(a):  42  USC 
6907:  42  USC  6912(1):  42  USC  6944: 

42  USC  6945(c):  42  USC  6949(c) 

CFR  Citation:  40  CFR  258 
Legai  Deadiine:  None 

Abstract:  This  rule  is  necessary 
because  it  amends  and  corrects  the 
table  in  Appendix  II  to  part  258  of  40 
CFR  by  (1)  removing  three  chemical 
entries  and  (2)  adding  two  chemical 
entries.  The  chemical  entry  errors  being 
corrected  by  these  amendments 
inadvertently  occurred  as  a  result  of 


publication  of  the  final  MIR  on  June 
14,  2006  (70  FR  34538).  The  first 
chemical  entry  being  removed  from  the 
table  in  Appendix  II,  part  258,  is  as 
follows  (written  here  exactly  as  the 
entry  incorrectly  appears  in  the 
appendix):  “1,1-Dichloroethylene:  1,1- 
Dichoroethene:  Vinylidene  chloride  cis- 
1,2-Dichlorethylene:  cis-1,2- 
Dichloroethene.”  This  entry  is  being 
removed  because  it  incorrectly 
addresses  two  different  chemicals  and 
their  synonyms  under  one  entry.  To 
correct  and  replace  this  entry,  we  are 
adding  the  following  two  chemical 
entries:  “1,1-Dichloroethylene:  1,1- 
Dichloroethene:  Vinylidene  chloride” 
and  “cis-l,l-dichloroethylene:  cis-1,2- 
Dichloroethene.”  The  other  two 
chemical  entries  being  deleted  are: 
“alpha,  alpha- 

Dimethylphenethylamine,"  and 
”2,3,7,8-TCDD:  2, 3,7,8- 
Tetrachlorodibenzo-p-dioxin.“  These 


chemical  entries  are  being  removed 
because  those  chemicals  did- not  appear 
in  the  table  prior  to  publication  of  the 
MIR  and  were  inadvertently  added 
during  development  and  publication  of 
the  MIR. 

Timetable: 

Action  Date  FR  Cite 

Final  Action  07/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Smali  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  Information:  SAN  No.  5128 

Agency  Contact:  Kim  Kirkland, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5397P,  Washington,  DC  20460 
Phone:  703  308-0490 
Email:  kirkland.kim@epa.gov 

RIN:  2050-AC38 


Environmental  Protection  Agency  (EPA)  Long-Term  Actions 

Resource  Conservation  and  Recovery  Act  (RCRA) 


2979.  MANAGEMENT  OF  CEMENT 
KILN  DUST  (CKD) 

Priority:  Other  Significant 
Legal  Authority:  42  USC  6912(a) 

“RCRA  2002(a)”:  42  USC  6921(a) 

“RCRA  3001(a)” 

CFR  Citation:  40  CFR  256:  40  CFR  259: 
40  CFR  261:  40  CFR  264 

Legal  Deadline:  None 

Abstract:  In  December  1993,  EPA 
submitted  a  Report  to  Congress  with  its 
findings  on  the  nature  and  management 
practices  associated  with  cement  kiln 
dust  (CKD).  In  1995,  EPA  determined 
that  some  additional  control  of  CKD 
was  needed  and  published  a  regulatory 
determination  (60  FR  7366:  February  7, 
1995).  On  August  20,  1999,  EPA  issued 
a  proposed  rule  (64  FR  45632)  outlining 
the  Agency’s  preferred  regulatory 
approach  (i.e.,  an  exemption  from 
hazardous  waste  listing  for  properly 
managed  CKD)  and  several  optional 
approaches  including  requirements 
solely  under  RCRA  subtitle  D.  On  July 
25,  2002,  the  Agency  published  a 
notice  (67  FR  48648)  to  announce  the 
availability  for  public  inspection  and 
comment  of  recently  acquired  data  on 
CKD.  The  Agency  is  now  considering 
an  approach  whereby  it  would  finalize 
the  proposed  option  of  issuing  the 


protective  CKD  management  standards 
as  described  in  the  August  20,  1999, 
proposal  as  a  RCRA  subtitle  D  rule.  The 
Agency  would  temporarily  suspend  its 
active  consideration  of  the  proposed 
listing  of  mismanaged  CKD  as  a 
hazardous  waste,  and  assess  how  CKD 
management  practices  and  State 
regulatory  programs  evolve  over  the 
next  3  to  5  years.  Based  on  this 
assessment,  EPA  will  then  proceed  to 
either  formally  withdraw  or  promulgate 
the  portion  of  the  1999  proposal  that 
classifies  as  a  RCRA  hazardous  waste 
CKD  that  has  been  egregiously 
mismanaged.  EPA  will  be  promoting 
pollution  prevention,  recycling,  and 
safer^disposal  of  CKD  by  considering 
finalization  of  protective  management 
standards  for  this  waste.  The  Agency 
believes  that  these  management 
standards  are  a  creative,  affordable,  and 
common  sense  approach  that  can 
protect  human  health  and  the 
environment  without  imposing 
unnecessary  regulatory  burdens  on  the 
cement  industry.  These  standards 
provide  a  new,  tailored  framework  that 
safeguards  ground  water  and  limits  risk 
from  releases  of  dust  to  air.  A  Notice 
of  Data  Availability  is  being  developed 
to  seek  comment  on  new  data  regarding 
the  management  of  cement  kiln  dust. 


Timetable: 

Action 

Date 

FR  Cite 

Regulatory 

02/07/95 

60  FR  7366 

Determination 

NPRM 

08/20/99 

64  FR  45632 

Notice — Extend 

10/28/99 

64  FR  58022 

Comment  Period 

NoDA  1 

07/25/02 

67  FR  48648 

Notice — Extend 

11/08/02 

67  FR  68130 

Comment  Period 

Notice  of  Data 

05/00/08 

Availability 

Final  Action 

04/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  3856: 
EPA  publication  information: 
Regulatory  Determination-  Regulatory 
Determination: 

Sectors  Affected:  32731  Cement 
Manufacturing 

Agency  Contact:  Jana  Englander, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5306P,  Washington,  DC  20460 
Phone:  703  308-8711 
Fax:  703  605-0595 

'  Email:  englander.jana@epamail.epa.gov 
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Long-Term  Actions 


Steve  Souders,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5306P, 

Washington,  DC  20460 

Phone:  703  308-8431 

Fax:  703  605-0595 

Email:  souders.steve@epa.gov 

RIN:  2050-AE34 


2980.  REGULATION  OF  OIL-BEARING 
HAZARDOUS  SECONDARY 
MATERIALS  FROM  THE  PETROLEUM 
REFINING  INDUSTRY  PROCESSED  IN 
A  GASIFICATION  SYSTEM  TO 
PRODUCE  SYNTHESIS  GAS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  6905;  42  USC 
6912(a):  42  USC  6921;  42  USC  6922; 

42  USC  6923;  42  USC  6924;  42  USC 
6925;  42  USC  6926;  42  USC  6927;  42 
use  6930;  42  USC  6934;  42  USC  6935; 
42  USC  6937;  42  USC  6938;  42  USC 
6939;  42  USC  6974 

CFR  Citation:  40  CFR  260;  40  CFR  261 

Legal  Deadline:  None 

Abstract:  The  U.S.  Environmental 
Protection  Agency  (EPA)  is  considering 
finalizing  revisions  to  the  RCRA 
hazardous  regulations  to  exclude  oil- 
bearing  secondary  materials,  generated 
by  the  petroleum  refining  industry, 
from  the  definition  of  solid  waste  if  the 
materials  are  destined  to  be  processed 
in  a  gasification  device  manufacturing 
synthesis  gas  fuel.  We  are  considering 
this  exclusion  in  order  to  clarify  and 
simplify  RCRA  jurisdiction,  and  to  be 
consistent  with  other  comparable 
existing  exclusions  in  the  petroleum 
refining  industry. 

Timetable: 

Action  Date  FR  Cite 

NPRM  03/25/02  67  FR  13684 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

Additional  Information:  SAN  No.  4411; 
This  is  an  extension  of  a  previous 
notice  that  contained  the  following 
RIN:  2050-AD88. 

Sectors  Affected:  32411  Petroleum 
Refineries 

Agency  Contact:  Elaine  Eby, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5302P,  Washington,  DC  20460 


Phone:  703  308-8449 
Fax:  703  308-8433 
Email:  eby.elaine@epa.gov 

Larry  Gonzalez,  Environmental 
Protection  Agency,  Solid  Waste  and 
Emergency  Response,  5302P, 
Washington,  DC  20460 
Phone:  703  308-8805 
Fax:  703  308-8433 
Email:  gonzalez.larry@epa.gov 
RIN:  2050-AE78 


2981.  RCRA  SMARTER  WASTE 
REPORTING 

Priority:  Other  Significant 

Legal  Authority:  42  USC  6907;  42  USC 
6912(a);  42  USC  6921  to  6927;  42  USC 
6930;  42  USC  6934;  42  USC  6935;  42 
USC  6937  to  6939;  42  USC  6944;  42 
USC  6949(a):  42  USC  6974;  PL  104-13 
CFR  Citation:  40  CFR  260.31;  40  CFR 
261.4;  40  CFR  261.38;  40  CFR  262.40; 
40  CFR  262.41;  40  CFR  264.16;  40  CFR 
264.52;  40  CFR  264.56;  40  CFR  264.73; 
40  CFR  264.75;  40  CFR  264.98  et  seq; 
40  CFR  265.16;  40  CFR  265.52;  40  CFR 
265.56;  40  CFR  265.73;  40  CFR  265.98 
et  seq:  40  CFR  266.103;  40  CFR  268.7; 
40  CFR  268.9;  40  CFR  270.16;  40  CFR 
270.17;  40  CFR  270.30 

Legal  Deadline:  None 

Abstract:  As  part  of  its  response  to  the 
Paperwork  Reduction  Act,  EPA  formed 
the  RCRA  Burden  Reduction  Initiative. 
The  Agency  is  reviewing  additional 
burden  reduction  opportunities,  some 
of  which  were  proposed  but  not 
included  in  the  Burden'  Reduction 
Initiative  final  rule.  Additionally,  EPA 
will  look  for  opportunities  for  burden 
reduction  within  the  Biennial  Report. 
Moving  from  a  paper  system  to  an 
electronic  system  focused  on 
information  gathered  and  generated  by 
Treatment,  Storage,  and  Disposal 
Facilities  may  provide  for  significant 
burden  reduction  savings. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  4735; 
Agency  Contact:  Peggy  Vyas, 
Environmental  Protection  Agency, 


Solid  Waste  and  Emergency  Response, 
5302P,  Washington,  DC  20460 
Phone:  703  308-5477 
Fax:  703  308-8433- 
Email:  vyas.peggy@epa.gov 

RIN:  2050-AF01 


2982.  E-CYCLING  PILOT  PROJECT 
FOR  REGION  3  STATES  (ECOS); 
STREAMLINING  RCRA  REGULATIONS 
TO  ENCOURAGE  REUSE, 

RECYCLING,  AND  RECOVERY  OF 
ELECTRONIC  EQUIPMENT 
Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  6905;  42  USC 
6912(a):  42  USC  6921;  42  USC  6922; 

42  USC  6924(y);  42  USC  6938 

CFR  Citation:  40  CFR  261.4(a)(24):  40 
CFR  261.40 

Legal  Deadline:  None 

Abstract:  This  project  is  the  result  of 
an  Environmental  Council  of  States 
(ECOS)  partnership  agreement  that  EPA 
Region  3  entered  into  with  the  six  State 
environmental  agencies.  As  part  of  the 
partnership  agreement,  the  Region 
agreed  to  prepare  a  regional  rule  and 
to  expedite  its  promulgation  by  using 
the  direct  final  rulemaking  process.  The 
direct  final  was  withdrawn  because 
there  were  adverse  comments  on  the 
rule.  Originally,  this  regional  rule  was 
to  be  used  as  a  model  for  electronic 
recycling  nationwide.  By  using  this 
innovative  approach  to  have  a  regional 
e-Cycling  Pilot  Project,  EPA  Region  3 
and  the  Mid-Atlantic  States  (DE,  DC, 
MD,  PA,  VA,  WV)  will  be  able  to 
provide  additional  information  about 
encouraging  recycling  activities  for 
electronic  materials  that  are  collected 
and  dismantled  for  recovery  of  useful 
elements.  However,  the  usefulness  of 
this  rule  as  a  pilot  project  will  likely 
be  overtaken  upon  promulgation  of 
EPA’s  national  proposed  cathode  ray 
tube  (CRT)  exclusion  from  the 
definition  of  solid  waste  (e.g.,  CRTs  are 
the  video  display  components  of 
televisions  and  computer  monitors). 

The  national  rule  is  currently  being 
reviewed  within  the  Agency. 

Timetable: 

Action  Date  FR  Cite 

NPRM~  12/26/02  S7FR  78761 

Direct  Final  12/26/02  67  FR  78718 

Direct  Final  Withdrawn  02/24/03  68  FR  8553 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 
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Small  Entitles  Affected:  No 

Government  Levels  Affected:  Federal, 
Local, 'State 

Additional  Information:  SAN  No.  4701; 
EPA  publication  information:  NPRM  - 
http : / /frwebgate . access .gpo .gov/  cgi- 
bin/getdoc.cgi?dbname= 

2002 _ tegister&docid=fr26de02-26.pdf; 

Agency  Contact:  Marie  Holman, 
Environmental  Protection  Agency, 
Regional  Office  Philadelphia,  3EI00, 
Philadelphia,  PA  19130 
Phone:  215  814-5463 
Email:  holman.marie@epamail.epa.gov 

Sandra  Panetta,  Environmental 
Protection  Agency,  Regional  Office 
Philadelphia,  1807T,  Washington,  DC 
20460 

Phone:  202  566-2184 

Email:  panetta.sandra@epamail.epa.gov 

RIN:  2003-AA00 


2983.  MODIFICATIONS  TO  RCRA 
RULES  ASSOCIATED  WITH 
SOLVENT-CONTAMINATED 
INDUSTRIAL  WIPES 

Priority:  Other  Significant 

Legal  Authority:  42  DSC  6921 
CFR  Citation:  40  CFR  261 
Legal  Deadline:  None 

Abstract:  EPA  proposed  to  modify  the 
RCRA  regulations  for  management  of 
solvent-contaminated  industrial  wipes 
in  response  to  stakeholder  concerns 
that  industrial  wipes  are  over-regulated 
because  they  pose  little  threat  to  human 
health  and  the  environment.  Industrial 
wipes  are  used  with  solvents  across 
industry  in  various  ways;  EPA 
estimates  that  there  are  approximately 
471,000  users  of  industrial  wipes  in  13 
economic  sub-sectors,  but  many  users 
use  small  numbers  of  wipes  with  small 
amounts  of  solvents  on  them. 

If  finalized,  this  regulation  would 
provide  regulatory  relief  for  two  types 
of  solvent-contaminated  industrial 
wipes:  (1)  Disposable  wipes,  which  are 
disposed  of  in  a  landfill  or  by 
combustion  after  use,  and  (2)  reusable 
tvipes,  which  are  laundered  after  use 
to  remove  the  solvent  and  then  are 
used  again.  EPA  proposed  to 
conditionally  exclude  disposable 
industrial  wipes  from  the  definition  of 
hazardous  waste  and  to  conditionally 
exclude  reusable  industrial  wipes  from 
the  definition  of  solid  waste.  The 
regulation,  if  finalized,  is  estimated  to 


result  in  $34  million  of  savings 
throughout  the  economy  and  has  been 
developed  with  conditions  to  ensure 
that  management  of  these  solvents 
remains  protective  of  human  health  and 
the  environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/20/03  68  FR  65586 

Final  Action  06/00/08 

Notice  of  Data  To  Be  Determined 

Availability 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4091; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
WASTE/2003/November/Day- 
20/f28652.htm;  EPA  Docket 
information:  EPA-HQ-RCRA-2003-0004 

Sectors  Affected:  325 -Chemical 
Manufacturing:  334  Computer  and 
Electronic  Product  Manufacturing;  332 
Fabricated  Metal  Product 
Manufacturing;  337  Furniture  and 
Related  Product  Manufacturing:  333 
Machinery  Manufacturing;  441  Motor 
Vehicle  and  Parts  Dealers;  812  Personal 
and  Laundry  Services:  323  Printing  and 
Related  Support  Activities;  811  Repair 
and  Maintenance;  336  Transportation 
Equipment  Manufacturing 

URL  For  More  Information: 

www.epa.gov/epaoswer/hazwaste/id/ 
solvents/wipes. htm 

Agency  Contact:  Teena  Wooten, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-8751 
Fax:  703  308-0514 
Email:  wooten.teena@epa.gov 

RIN:  2050-AE51 


2984.  REVISIONS  TO  THE  EXPORT 
REQUIREMENTS  FOR  WASTES 
DESTINED  FOR  THE  OECD 
COUNTRIES  AND  FOR  SPENT  LEAD 
ACID  BATTERIES 

Priority:  Other  Significant 

Legal  Authority:  42  USCl  6901  et  seq 

CFR  Citation:  40  CFR  262,  subpart  H 
(Revision):  40  CFR  262.58;  40  CFR 
264.12(a)(2):  40  CFR  265.12(a)(2) 

Legal  Deadline:  None 


Abstract:  The  Agency  is  considering 
amending  the  existing  regulation  under 
the  Resource  Conservation  and 
Recovery  Act  (RCRA)  regarding  the 
transboundary  movement  of  hazardous 
waste  among  countries  belonging  to  the 
Organization  for  Economic  Cooperation 
and  Development  (OECD),  as  specified 
in  40  CFR  262  subpart  H.  Proposed 
regulatory  changes  under  consideration 
include,  but  are  not  limited  to, 
reducing  the  number  of  control  levels, 
exempting  qualifying  shipments  sent 
for  laboratory  analysis  from  certain 
paperwork  requirements,  requiring 
recovery  facilities  to  submit  a  certificate 
of  recovery,  and  adding  provisions  for 
the  return  or  re-export  of  wastes  subject 
to  Amber  control  procedures  under  the 
OECD  framework.  These  amendments 
would  implement  revisions  that  the 
OECD  made  to  both  its  framework  for 
hazardous  waste  transboundary 
movements  between  member' countries 
and  to  its  waste  lists.  The  revisions 
were  adopted  by  the  OECD  to  create 
a  more  streamlined,  uniform  system  for 
exports  and  imports,  resulting  in  a 
more  efficient  international  recycling 
market  and  increased  recycling  among 
the  member  countries.  Since  the  United 
States  supported  the  2001  Decision  and 
is  a  party  to  the  OECD,  the  United 
States  is  legally  obligated  to  implement 
these  changes  within  its  domestic 
regulations.  Besides  addressing  the 
amendments  adopted  by  the  OECD  in 
2001  and  2004,  the  Agency  may  also 
seek  to  clarify  certain  existing 
provisions  in  subpart  H  that  were 
identified  as  potentially  ambiguous  to 
the  regulated  community.  In  addition 
to  the  OECD  amendments,  the  Agency 
is  considering  amending  the  regulations 
under  RCRA  regarding  the 
transboundary  movements  of  spent 
lead-acid  batteries  being  reclaimed,  as 
specified  in  40  CFR  part  266  subpart 
G.  Currently,  spent  lead-acid  batteries 
destined  for  export/reclamation  are  not 
subject  to  the  export  notification  and 
consent  requirements  specified  in  40 
CFR  part  262.  Allowing  the  export  of 
spent  lead-acid  batteries  without  prior 
notice  and  consent  of  the  receiving 
country  is  not  consistent  with  widely- 
accepted  international  practices.  These 
proposed  amendments  would  require 
appropriate  notice  and  consent  for 
those  batteries  intended  for 
export/reclamation.  EPA  is  considering 
amending  the  current  regulations  in  the 
,  interest  of  harmonizing  them  with  both 
the  amendments  adopted  by  the  OECD 
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in  2001  and  EPA’s  existing  export 
requirements  for  RCRA  Universal 
Waste. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Additional  Information:  SAN  No.  4606; 
EPA  Docket  information:  EPA-HQ- 
RCRA-2005-0018:  Merged  with  RIN 
2050-AF06 

Agency  Contact:  Laura  Goughian, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-0005 
Fax:  703  308-0514 
Email:  coughlan.laura@epa.gov 

Frank  McAlister,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5304P, 

Washington,  DC  20460 

Phone:  703  308-8196 

Fax:  703  308-0514 

Email:  mcalister.frank@epa.gov 

RIN:  2050-AE93 


2985.  RCRA  SUBTITLE  C  FINANCIAL 
TEST  CRITERIA  (REVISION) 

Priority:  Other  Significant 

Legal  Authority:  42  USC  6912(a);  42 
use  6924;  42  USC  6925;  42  USC  6926 

CFR  Citation:  40  CFR  264;  40  CFR  265; 
40  CFR  280;  40  CFR  761 

Legal  Deadline:  None 

Abstract:  EPA’s  regulations  require 
companies  to  provide  financial 
assurance  for  environmental 
obligations,  and  allow  companies  that 
meet  certain  requirements  to  self  insure 
their  environmental  obligations  for 
closure,  post-closure  care,  and  third- 
party  liability.  EPA  proposed  a  revised 
financial  test  that  the  Agency  believed 
would  be  better  at  predicting  which 
firms  will  enter  bankruptcy  and  be 
unable  to  cover  their  financial 
assurance  obligations  at  hazardous 
waste  treatment,  storage,  and  disposal 
facilities.  The  proposal  considered 
several  alternative  financial  tests,  and 
the  analysis  supporting  the  original 
proposal  found  that  the  savings  fi'om 
the  proposed  alternative  would  be  $19 
million  in  public  and  private  costs.  If 


EPA  promulgates  a  revised  financial 
test,  it  may  affect  companies  that  treat, 
store  or  dispose,  of  hazardous  waste. 
EPA  recently  asked  the  Environmental 
Financial  Advisory  Board  (a  Federal 
advisory  committee)  to  evaluate  the 
financial  test  that  was  proposed  in 
1991.  Specifically,  EPA  has  asked  the 
Board  whether  EPA  should  adopt  the 
financial  test  proposed  in  1991  or 
whether  advancements  in  financial 
analysis  have  provided  better  potential 
tests  in  the  meantime.  In  January  of 
2006,  the  Board  communicated  its 
initial  findings. 

In  an  October  20,  2006,  response  to  a 
recommendation  from  the  Office  of 
Inspector  General,  the  Agency 
committed  to  making  a  decision  by  the 
second  quarter  of  FY  2007  on  whether 
to  proceed  with  a  rulemaking  to  revise 
the  corporate  financial  test.  The  Agency 
will  consider  the  Environmental 
Financial  Advisory  Board 
recommendation,  and  other 
information,  in  making  that  decision.  If 
the  Agency  decides  to  proceed  with  a 
rulemaking,  it  will  issue  a  new 
proposed  rule. 

Timetable: 

Action  Date  FR  Cite 

NPRM  Original  07/01/91  56  FR  30201 

NPRM  10/12/94  59  FR  51 523 

Final  Action  To  Be  Detennined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  2647; 

Sectors  Affected:  325188  All  Other 
Basic  Inorganic  Chemical 
Manufacturing:  325199  All  Other  Basic 
Organic  Chemical  Manufacturing; 

33299  All  Other  Fabricated  Metal 
Product  Manufacturing;  333999  All 
Other  General  Purpose  Machinery 
Manufacturing;  325998  All  Other 
Miscellaneous  Chemical  Product 
Manufacturing;  336399  All  Other  Motor 
Vehicle  Parts  Manufacturing;  331311 
Alumina  Refining:  4411  Automobile 
Dealers;  323110  Commercial 
Lithographic  Printing;  334  Computer 
and  Electronic  Product  Manufacturing; 
22111  Electric  Power  Generation: 
332813  Electroplating,  Plating, 
Polishing,  Anodizing  and  Coloring: 
325193  Ethyl  Alcohol  Manufactiuring; 
221112  Fossil  Fuel  Electric  Power 
Generation;  45431  Fuel  Dealers;  4471 
Gasoline  Stations;  811111  General 


Automotive  Repair;  32512  Industrial 
Gas  Manufacturing:  325131  Inorganic 
Dye  and  Pigment  Manufacturing;  33271 
Machine  Shops;  56292  Materials 
Recovery  Facilities;  333319  Other 
Commercial  and  Service  Industry 
Machinery  Manufacturing:  32551  Paint 
and  Coating  Manufacturing;  32511 
Petrochemical  Manufacturing;  42271 
Petroleum  Bulk  Stations  and  Terminals; 
32411  Petroleum  Refineries:  325211 
Plastics  Material  and  Resin 
Manufacturing:  323114  Quick  Printing; 
22132  Sewage  Treatment  Facilities: 
48422  Specialized  Freight  (except  Used 
Goods)  Trucking,  Local;  311942  Spice 
and  Extract  Manufacturing:  336 
Transportation  Equipment 
Manufacturing;  56211  Waste  Collection; 
56221-Waste  Treatment  and  Disposal 

Agency  Contact:  Barbara  Foster, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5303P,  Washington,  DC  20460 
Phone:  703  308-7057 
Fax:  703  308-8609 
Email:  foster.barbara@epa.gov 

RIN:  2050-AC71 


2986.  HAZARDOUS  WASTE 
MANAGEMENT  SYSTEM: 
IDENTIFICATION  AND  LISTING  OF 
HAZARDOUS  WASTE  (F019  LISTING 
AMENDMENT  IN  WASTEWATER 
TREATMENT  SLUDGES  FROM  ZINC 
PHOSPHATING  PROCESSES  IN 
AUTOMOTIVE  ASSEMBLY  PLANTS) 

Priority:  Other  Significant 

Legal  Authority:  42  USC  3001 

CFR  Citation:  40  CFR  261.31;  40  CFR 
302.4 

Legal  Deadline:  None 

Abstract:  Automobile  manufacturers 
are  adding  aluminum  or  aluminized 
components  to  automobiles  to  reduce 
the  weight  of  vehicles  to  increase  fuel 
economy.  When  aluminum  components 
are  added  to  the  automobile  assembly 
process,  the  current  Federal  regulations 
require  that  the  wastewater  treatment 
sludges  generated  firom  this  conversion 
coating  process  be  managed  as  a 
hazardous  waste  under  the  Resoiurce 
Conservation  and  Recovery  Act.  EPA 
intends  to  reduce  burden  on  the 
regulated  community  by  revising  the 
current  RCRA  regulations  that  apply  to 
the  wastewater  treatment  sludges  from 
the  chemical  conversion  coating  (zinc 
phosphating)  of  aluminum. 
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Timetable:  _ 

Action  Date  FR  Cite 

NPRM  01/18/07  72  FR  2219 

Final  Action  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

Additional  Information:  SAN  No.  4834; 
ERA  publication  information:  NPRM  - 
http:/ /www.epa.gov/ fedrgst/EPA- 
WASTE/2007/January/Day-18/f640.htm: 
EPA  Docket  information:  EPA-HQ- 
RCRA-2006-0984 

URL  For  More  Information: 

http://www.epa.gov/epaoswer/ 
hazwaste/id/fOl  9/ f019.htm 

Agency  Contact:  James  Michael, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-8610 
Fax:  703  308-0514 
Email:  michael.james@epa.gov 

Robert  Kayser,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5304P, 

Washington,  DC  20460 

Phone:  703  308-7304 

Fax:  703  308-0514 

Email:  kayser.robert@epa.gov 

RIN:  2050-AG15 


2987.  RULEMAKING  TO  STREAMLINE 
LABORATORY  WASTE  MANAGEMENT 
IN  ACADEMIC  AND  RESEARCH 
LABORATORIES 

Priority:  Other  Significant 

Legal  Authority:  42  USC  6922 
CFR  Citation:  40  CFR  262 
Legal  Deadline:  None 

Abstract:  The  College  and  University 
Laboratory  rulemaking  is  focusing  on 
the  ways  to  make  the  Resource 
Conservation  and  Recovery  Act  a  better 
fit  for  the  laboratory  setting  and  to 
improve  reuse,  recycling,  and  the 
overall  management  of  chemicals  in  the 
laboratory  settings.  EPA  recognizes  the 
unique  aspects  of  academic  laboratories 
compared  with  large  manufacturing 
processes.  For  example,  academic 
laboratories  generate  small  amounts  of 
many  different  wastes  while  large 
manufacturing  processes  tend  to 
generate  large  amounts  of  a  few  wastes. 
Our  goal  is  to  improve  the  program  to 
better  protect  human  health  and  the 


environment,  through  standards  that 
are  harmonious  with  the  way  academic 
laboratories  operate.  Our  aim  is  to 
improve  compliance,  not  by  relaxing 
the  standards,  hut  by  improving  the  fit 
through  regulatory  changes  to  40  CFR 
262.34. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05723/06  71  FR  29712 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4920; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
WASTE/2006/May/Day-23/f4654.htm: 
No  legal  deadline;  EPA  Docket 
information:  EPA-HQ-RCRA-2003-0012 

Sectors  Affected:  6113  Colleges, 
Universities  and  Professional  Schools; 
6112  Junior  Colleges 

Agency  Contact;  Patricia  Mercer, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-8408 
Fax:  703  308-0514 
Email:  mercer.patricia@epa.gov 

Kristin  Fitzgerald,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5304P, 

Washington,  DC  20460 

Phone:  703  308-8286 

Fax:  703  308-0522 

Email:  fitzgerald.kristin@epa.gov 

RIN:  2050-AG18 


2988.  HAZARDOUS  WASTE  MANIFEST 
REVISIONS— STANDARDS  AND 
PROCEDURES  FOR  ELECTRONIC 
MANIFESTS 

Priority:  Other  Significant.  Major  under 
5  USC  801. 

Legal  Authority:  42  USC  6922;  42  USC 
6923;  42  USC  6924;  42  USC  6926;  PL 
105-277 

CFR  Citation:  40  CFR  260;  40  CFR  262; 
40  CFR  263;  40  CFR  264;  40  CFR  265; 
40  CFR  271 

Legal  Deadline:  None 

Abstract:  This  action  is  aimed  at 
continuing  the  development  of 
regulatory  standards  and  procedures 
that  will  govern  the  initiation,  signing. 


transmittal,  and  retention  of  hazardous 
waste  manifests  using  electronic 
documents  and  systems.  EPA  proposed 
electronic  manifest  standards  in  May 
2001  as  part  of  a  more  general  manifest 
revision  action  that  also  addressed 
standardizing  the  paper  manifest  form’s 
data  elements  and  procedures  for  its 
use  across  all  States.  The  Manifest 
Form  Revisions  was  decoupled  from 
action  on  the  electronic  manifest,  and 
the  Final  Form  Revisions  Rule  was 
published  on  June  16,  2005. 

The  May  2001  proposed  rule  included: 
(1)  Electronic  file  formats  for  the 
manifest  data  elements;  (2)  electronic 
signature  options;  and  (3)  computer 
security  controls  aimed  at  ensuring  data 
integrity  and  reliable  systems. 
Subsequently  in  May  2004,  a 
stakeholder  meeting  collected 
additional  stakeholder  views  on  the 
future  direction  of  the  electronic 
manifest.  Based  on  the  record 
developed  for  the  proposed  standards 
and  the  additional  views  from 
stakeholders  at  the  May  2004  meeting, 
EPA  is  considering  final  action  on  the 
proposed  standards.  However,  since  the 
publication  of  the  proposed  rule  in 
2001,  EPA  has  found  that  there  is  a 
fairly  broad  consensus  in  favor  of  the 
development  of  a  national  e-manifest 
system  by  EPA.  EPA  is  now 
considering  the  option  of  developing  a 
national  system,  but  EPA’s  ability  to 
pursue  this  option  will  depend  on  new 
funding  being  authorized  or  on  new 
authority  for  EPA  to  collect  user  fees. 

Timetable: 

Action  Date  FR  Cite 


NPRM 

Notice  of  Public 
Meeting 
NODA 
Final  Action 


05/22/01  66  FR  28240 
04/01/04  69  FR  17145 

04/18/06  71  FR  19842 
To  Be  Determined 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
State 


Additional  Information:  SAN  No. 

3147.1;  EPA  publication  information: 
NPRM  - 

http://www.gpo.gov/su _ docs/aces/fr- 

cont.html;  Split  from  RIN  2050- AE21: 
EPA  Docket  information:  EPA-HQ- 
RCRA-2001-0032 

Sectors  Affected:  325  Chemical 
Manufacturing;  2211  Electric  Power 
Generation,  Transmission  and 
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Distribution;  332  Fabricated  Metal 
Product  Manufacturing:  2122  Metal  Ore 
Mining;  2111  Oil  and  Gas  Extraction; 
326  Plastics  and  Rubber  Products 
Manufacturing:  331  Primary  Metal 
Manufacturing;  323  Printing  and 
Related  Support  Activities;  3221  Pulp, 
Paper,  and  Paperboard  Mills;  482  Rail 
Transportation;  484  Truck 
Transportation:  5621  Waste  Collection; 
56221  Waste  Treatment  and  Disposal; 
483  Water  Transportation 
URL  For  More  Information: 
www.epa.gov/epaoswer/hazwaste/ 
gener/manifest/ 

Agency  Contact:  Rich  LaShier, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5304P.  Washington.  DC  20460 
Phone:  703  308-8796 
Fax:  703  308-0514 
Email:  lashier.rich@epa.gov 

Bryan  Groce,  Environmental  Protection 
Agency,  Solid  Waste  and  Emergency 
Response,  5304P,  Washington,  DC 
20460 

Phone:  703  308-8750 
Fax:  703  308-0514 
Email:  groce.hryan@epa.gov 

RIN:  2050-AG20 


2989.  REVISIONS  TO  LAND  DISPOSAL 
RESTRICTIONS  TREATMENT 
STANDARDS  AND  AMENDMENTS  TO 
RECYCLING  REQUIREMENTS  FOR 
SPENT  PETROLEUM  REFINING 
HYDROTREATING  AND 
HYDROREFINING  CATALYSTS 

Priority:  Other  Significant 

Legal  Authority:  42  USC  1006;  42  USC 
2002(a):  42  USC  3001  to  3009;  42  USC 
3014;  42  USC  6905;  42  USC  6906;  42 
CFR  6912;  42  USC  6921;  42  USC  6922; 
42  USC  6924  to  6927;  42  USC  6934; 

42  USC  6937;  42  USC  6938 

CFR  Citation:  40  CFR  261;  40  CFR  266; 
40  CFR  286.40 

Legal  Deadline:  None 

Abstract:  Pursuant  to  regulations  found 
at  40  CFR  260.20,  the  Vanadium 
Producers  and  Reclaimers  Association 
(VPRA)  submitted  a  rulemaking 
petition  to  the  EPA  requesting  that  the 
Agency  amend  the  hazardous  waste 
regulations  affecting  the  treatment  and 
disposal  of  certain  petroleum  refinery 
process  wastes.  Specifically,  VPRA 
requested  that  EPA  revise  the  treatment 
standards  under  the  Land  Disposal 
Restrictions  (LDR)  Program  for  the 


disposal  of  spent  hydrotreating  and 
hydrorefining  catalysts  (waste  codes 
K171  and  K172,  respectively).  EPA  is 
publishing  a  notice  in  response  to  the 
rulemaking  petition,  by  proposing  to 
amend  the  Land  Dispos^  Restriction 
(LDR)  requirements  for  EPA  Waste 
Code  K172  by  adding  numeric 
treatment  standards  for  certain 
polynuclear  aromatic  hydrocarbons 
(PAHs).  EPA  is  also  responding  to  other 
elements  of  the  rulemaking  petition  in 
this  notice.  Finally,  in  response  to 
separate  comments  received  from 
petroleum  industry  representatives, 

EPA  is  taking  this  opportunity  to 
propose  changes  to  its  regulations  to 
help  encourage  consistent  levels  of 
recycling  of  spent  hydrotreating  and 
hydrorefining  catalysts,  in  a  manner 
that  protects  human  health  and  the 
environment. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  information:  SAN  No.  5070; 

Agency  Contact:  Ross  Elliott, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-8748 
Fax:  703  308-7903 
Email:  elliott.ross@epa.gov 

RIN:  2050-AG34 


2990.  •  AMENDMENT  TO  THE 
UNIVERSAL  WASTE  RULE:  ADDITION 
OF  PHARMACEUTICALS  AND 
CONSUMER  PRODUCTS  IN 
CONSUMER  PRODUCT  PACKAGING 

Priority:  Other  Significant 

Legal  Authority:  42  USC  3007;  42  USC 
6912(a):  42  USC  6921;  42  USC  6922; 

42  USC  6924;  42  USC  6926;  42  USC 
6927;  42  USC  6938 

CFR  Citation:  40  CFR  273 
Legal  Deadline:  None 

Abstract:  This  action  will  propose 
adding  hazardous  pharmaceutical  and 
consumer  product  (in  the  consumer 
product  packaging)  wastes  to  the 
universal  waste  system.  This 
incorporation  is  appropriate  because 


these  wastes  are  produced  by  a  various 
and  vast  community  of  generators  and 
are  often  mismanaged  due  to  health 
care  workers  and  retail  chain 
employees  being  unfamiliar  with  the 
Resource  Conservation  and  Recovery 
Act  regulations.  This  proposed  action 
will  streamline  the  current  regulations 
governing  these  wastes,  ensuring  that 
hazardous  pharmaceutical  and 
consumer  product  wastes  are  properly 
managed. 

Expansion  of  the  universal  waste 
system  to  include  hazardous 
pharmaceutical  wastes  will  allow  all 
pharmaceuticals,  waste-like  or  product¬ 
like,  to  be  sent  to  reverse  distribution 
centers,  which  have  expertise  in 
makin_g  hazardous  waste  determinations 
and  in  managing  hazardous  waste.  In 
addition,  the  inclusion  of  hazardous 
pharmaceutical  wastes  in  the  universal 
waste  rule  will  also  encourage  health 
care  facilities  to  manage  all  their 
pharmaceutical  wastes  as  universal 
wastes,  particularly  wastes  that  are  not 
regulated  as  hazardous  but  which 
nonetheless  pose  hazards.  Finally,  the 
addition  of  hazardous  pharmaceutical 
wastes  to  the  rule  will  facilitate  the 
collection  of  personal  medications  firom 
the  public  at  various  health  care 
facilities  so  that  they  can  be  properly 
managed. 

The  incorporation  of  hazardous 
consumer  product  wastes  into  the 
universal  waste  rule  will  facilitate  the 
recycling  of  these  products  and 
therefore,  reduce  their  illegal  disposal 
into  municipal  solid  waste  landfills  and 
combustors.  In  addition,  consumer 
products,  similar  to  pharmaceuticals, 
are  often  returned  by  retailers  for 
manufacturer  credit.  Under  the  rule, 
consumer  product,  regardless  of  the 
reason  for  their  return  or  recall,  will 
not  be  considered  waste  until  deemed 
so  by  the  redistribution  center. 

Deferring  the  waste  determination  will 
simplify  the  compliance  requirements 
for  retail  stores  and  will  ensure  the 
proper  management  of  these  wastes  by 
transferring  the  function  to  those  who 
have  the  expertise  in  waste 
determination  and  management:  The 
manufacturers. 

Timetable: _ _ 

Action  Date  FR  Cite 

ANPRM  12/00/08 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 
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Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  5127; 

Agency  Contact:  Lisa  Lauer, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5304P,  Washington,  DC  20460 
Phone:  703  308-7418 
Fax:  703  .308-0514 
Email:  lauer.lisa@epa.gov 

Patricia  Mercer,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5304P, 

Washington,  DC  20460 

Phone:  703  308-8408 

Fax:  703  308-0514 

Email:  mercer.patricia@epa.gov 

RIN:  2050-AG39 


2991.  PROJECT  XL  SITE-SPECIFIC 
RULEMAKING  FOR  THE  IBM 
SEMICONDUCTOR  MANUFACTURING 
FACILITY  IN  HOPEWELL  JUNCTION, 
NEW  YORK 

Priority:  Info./Admin./Other 

Legal  Authority:  42  USC  6905;  42  USC 

6912(a);  42  USC  6921;  42  USC  6922; 

42  USC  6924{y):  42  USC  6938 


CFR  Citation:  40  CFR  261.4(a) 

Legal  Deadline:  None 

Abstract:  This  rulemaking  provides  a 
site-specific  exclusion  from  the 
regulatory  definition  of  solid  waste  for 
certain  wastewater  treatment  sludges 
(otherwise  designated  as  Hazardous 
Waste  No.  F006)  when  they  are  used 
as  ingredients  in  the  production  of 
cement.  Without  this  exclusion,  the 
sludges  being  legitimately  recycled  as 
substitutes  for  raw  materials  would 
remain  subject  to  hazardous  waste  ' 
regulatory  requirements,  including  the 
need  for  a  storage  permit  by  the  cement 
manufacturer,  which  is  a  major 
disincentive  to  recycling  the  sludges  in 
this  manner.  This  XL  project  tests  the 
presumption  that  these  sludges  can  be 
safely  recycled  without  regulatory 
oversight. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/06/01  66  FR  30349 

Supplemental  NPRM  04/14/03  68  FR  18042 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4565; 
Project  Sponsor  has  notified  Agency  of 
desire  to  withdraw  project  and 
therefore  the  Agency  will  withdraw  the 
proposal. 

Agency  Contact:  Sandra  Panetta, 
Environmental  Protection  Agency, 
Office  of  the  Administrator,  1807, 
Washington,  DC  20460 
Phone:  202  566-2184 
Fax:  202  566-2200 

Email:  panetta.sandra@epamail.epa.gov 

Andrew  Baca,  Environmental 
Protection  Agency,  Office  of  the 
Administrator,  5301W,  Washington,  DC 
20460 

Phone:  703  308-6787 

Fax:  703  308-0513 

Email:  baca.andrew@epamail.epa.gov 

RIN:  2090-AA29 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Resource  Conservation  and  Recovery  Act  (RCRA) 


2992.  STANDARDS  FOR  THE 
MANAGEMENT  OF  COAL 
COMBUSTION  WASTES— 
NON-POWER  PRODUCERS  AND 
MINEFILLING 

Priority:  Economically  Significant 

Legal  Authority:  42  USC  6907(a)(3);  42 
USC  6944 

CFR  Citation:  40  CFR  257 

Legal  Deadline:  None 

Abstract:  This  action  results  from 
EPA’s  regulatory  determination  for 
fossil  fuel  combustion  wastes  (see  65 
FR  32214,  May  22,  2000),  in  which  the 
Agency  concluded  that  coal  combustion 
wastes  could  pose  significant  risks  to 
human  health  and  the  environment  if 
they  are  not  properly  managed.  As 
described  in  the  regulatory 
determination,  there  is  sufficient 
evidence  that  adequate  controls  may 
not  be  in  place.  The  intended  benefits 
of  this  action  will  be  to  prevent 
contamination  or  damage  to  ground 
waters  and  surface  waters,  thereby 


avoiding  risk  to  human  health  and  the 
environment,  including  ecological  risks. 

The  National  Research  Council  (NRC) 
established  the  Committee  on  Mine 
Placement  of  Coal  Combustion  Wastes 
in  September  2004.  The  NRC  published 
the  committee’s  findings  on  March  1, 
2006,  in  a  report  entitled  “Managing 
Coal  Combustion  Residues  in  Mines. 
The  NRC  stated  that  there  are  three 
primary  regulatory  mechanisms  that 
could  he  used  to  develop  enforceable 
standards:  (1)  Changes  to  the  Surface 
Mining  Control  and  Reclamation  Act  of 
1977  (SMCRA)  regulations  to  address 
coal  combustion  residues  (CCRs,  also 
known  as  coal  combustion  byproducts 
(CCBs)  and  coal  combustion  wastes);  (2) 
Joint  Department  of  Interior’s  Office  of 
Surface  Mining  (OSM)  and  EPA  rules 
pursuant  to  the  authority  of  SMCRA 
and  RCRA  (the  Resource  Conservation 
and  Recovery  Act);  or  (3)  RCRA-D  rules 
that  are  enforceable  through  a  SMCRA 
permit.  Regardless  of  the  regulatory 
mechanism  selected,  the  NRC 
recommended  that  coordination 


between  OSM  and  EPA  efforts  is 
needed  and  would  foster  regulatory 
consistency  with  EPA’s  intended  rule- 
making  proposal  for  CCR  disposal  in 
landfills  and  impoundments. 

As  such  OSM  plans  to  revise  their 
regulations  so  that  they  will  expressly 
provide  for  the  placement  of  CCBs  as 
part  of  surface  coal  mining  and 
reclamation  operations  permitted  under 
title  V  of  SMCRA  and  in  the 
reclamation  of  abandoned  mine  lands 
under  an  abandoned  mine  lands  (AML) 
reclamation  program  approved  under 
section  405  of  the  Act.  OSM  intends 
for  these  regulations  to  minimize  the 
possibility  that  the  placement  of  CCB 
could  cause  adverse  impacts  on  public 
health  and  the  environment. 

With  respect  to  CCB  placement  in 
mines  with  SMCRA  permits,  OSM  is 
considering  the  adoption  of  regulations 
that  would  specifically  identify  the 
permit  application  requirements  and 
performance  standards  in  the  existing 
regulations  in  30  CFR  Chapter  VII  that 
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apply  to  the  use  and  disposal  of  CCBs 
in  mines. 

OSM  is  considering  modifying  30  CFR 
774.13(b)  to  specify  that  permit  revision 
applications  proposing  the  placement 
of  CCBs  must  be  processed  as 
significant  revisions,  which  means  that 
they  would  be  subject  to  all  the  notice 
and  public  participation  requirements 
that  apply  to  applications  for  new 
permits. 

Another  possible  revision  is  to  30  CFR 
part  874  that  would  include  minimum 
requirements  applying  to  emy  AML 
reclamation  project  funded  or  otherwise 
conducted  under  an  AML  reclamation 
plan  and  program  approved  under 
section  405  of  SMCRA.  These 
requirements  would  apply  to  any 
reclamation  project  funded  under  the 
grants  awarded  pursuant  to  section 
405(h)  and  to  AML  reclamation  projects 
conducted  under  the  provisions  of  30 
CFR  874.17.  The  requirements  would 
not  apply  to  other  types  of  AML 
reclamation  projects,  as  those  projects 
would  be  outside  the  scope  of  SMCRA. 
However,  OSM  believes  that  any 
requirements  that  are  developed  could 
serve  as  a  template  for  states  to  impose 
comparable  requirements  for  the  use 
and  disposal  of  CCBs  on  other 
abandoned  mine  lands  under  other 
provisions  of  law. 

Timetable: 

Action  Date  FR  Cite 

Withdrawn  03/16/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 


Additional  Information:  SAN  No.  4469; 
This  rule  may  also  impact  Federal, 
State,  local  or  tribal  governments  that 
own/operate  coal-buming  facilities 
(excluding  facilities  that  primarily 
generate  electric  power  for  sale)  or  coal 
mines  that  accept  coal  combustion 
wastes. 

Sectors  Affected:  325  Chemical 
Manufacturing;  2121  Coal  Mining; 
22142  Electric  Power  Tremsmission, 
Control  and  Distribution;  311  Food 
Manufacturing;  337  Furniture  and 
Related  Product  Manufacturing;  62 
Health  Care  and  Social  Assistance;  322 
Paper  Manufacturing;  331  Primary 
Metal  Manufacturing;  313  Textile  Mills; 
336  Transportation  Equipment 
Manufacturing 

URL  For  More  information: 

http://www.epa.gov/epaoswer/other/ 

fossil/index.htm 

Agency  Contact:  Bonnie  Robinson, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5306W,  Washington,  DC  20460 
Phone:  703  308-8429 
Fax:  703  308-8686 
Email:  robinson.bonnie@epa.gov 

RIN:  2050-AE83 


2993.  REVISIONS  OF  THE  LEAD-ACID 
BATTERY  EXPORT  NOTIFICATION 
AND  CONSENT  REQUIREMENTS 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  subpart  G  266.80 

(a) 

Completed: 

Reason  Date  FR  Cite 

Withdrawn-Merged  04/1 2/07 
Into  RIN 
2050-AE93 

Regulatory  Flexibility  Analysis 
Required:  No 


Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal 

Agency  Contact:  Laura  Goughian 
Phone:  703  308-0005 
Fax:  703  308-0514 
Email:  coughlan.laura@epa.gov 

Frank  McAlister 

Phone:  703  308-8196 

Fax:  703  308-0514 

Email:  mcalister.ft'ank@epa.gov 

RIN:  2050-AF06 


2994.  LAND  DISPOSAL 
RESTRICTIONS:  MODIFYING  THE 
LAND  DISPOSAL  TREATMENT 
STANDARD  FOR  RADIOACTIVE  LEAD 
SOLIDS  AND  HAZARDOUS  DEBRIS; 
DERNITION  OF 
MACROENCAPSULATiON 

Priority:  Other  Significant 

CFR  Citation:  40  CFR  268.42 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  02/22/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Agency  Contact:  Juan  Parra 
Phone:  703  308-0478 
Fax:  703  308-8433 
Email:  parra.juan@epa.gov 

Hugh  Davis 
Phone:  703  306-0206 
Fax:  703  308-8433 
Email:  davis.hugh@epa.gov 

RIN:  2050-AF12 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Oil  Pollution  Act  (OPA) 


2995.  •  OIL  POLLUTION  PREVENTION; 
SPILL  PREVENTION,  CONTROL,  AND 
COUNTERMEASURE (SPCC) 
REQUIREMENTS— EXTENSION  OF 
COMPLIANCE  DATES 

Priority:  Other  Significant 

Legal  Authority:  33  USC  1321 

CFR  Citation:  40  CFR  112 

Legal  Deadline:  None 


Abstract:  The  Environmental 
Protection  Agency  plans  to  extend  the 
dates  by  which  facilities  must  prepare 
or  amend  Spill  Prevention,  Control,  and 
Countermeasure  Plans  (SPCC  Plans), 
and  implement  those  Plans.  This  action 
would  allow  the  Agency  time  to 
promulgate  further  revisions  to  the  July 
17,  2002,  SPCC  rule  before  owners  emd 
operators  are  required  to  meet 
requirements  of  the  rule  related  to 


prepcuring  or  amending,  and 
implementing  SPCC  Plans.  EPA  expects 
to  propose  further  revisions  to  the 
SPCC  rule  in  2007. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/26/06  71  FR  77357 

NPRM  Comment  01/25/07 

Period  End 

Finai  Action  05/00/07 
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Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 

Local,  State,  Tribal 

Additional  Information:  SAN  No. 

2634.5;  EPA  publication  information: 


NODA  re  certain  facilities  - 
http :// WWW .  epa.gov/fedrgstr/EPA- 
WATER/2004/September/Day- 
20/w2 1065.htm;  Split  from  RIN  2050- 
AG23.  Split  from  RIN  2050-AG16. 

Agency  Contact:  Vanessa  Rodriguez, 
Environmental  Protection  Agency, 


Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-7913 
Fax:  202  564-2625 
Email:  rodriguez.vanessa@epa.gov 

RIN:  2050-AG36 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Oil  Pollution  Act  (OPA) 


2996.  OIL  POLLUTION  PREVENTION; 
SPILL  PREVENTION,  CONTROL,  AND 
COUNTERMEASURE (SPCC) 
REQUIREMENTS— AMENDMENTS 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

CFR  Citation:  40  CFR  112 


Completed: 

Reason 


NODA  re  Certain 
Facilities 

NODA  re  Oil-Filled 
and  Process 
Equipment 
NPRM 
Final  Action 


Date  FR  Cite 

09/20/04  69  FR  56184 

09/20/04  69  FR  56182 

12/12/05,  70  FR  73543 
12/26/06  71  FR  77266 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Vanessa  Rodriguez 
Phone:  202  564-7913 
Fax:  202  564-2625 
Email:  rodriguez.vanessa@epa.gov 

RIN:  2050-AG23 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Comprehensive  Environmental  Response,  Compensation  and  Liability  Act 


2997.  NATIONAL  PRIORITIES  LIST 
FOR  UNCONTROLLED  HAZARDOUS 
WASTE  SITES 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  42  USC  9605 
CFR  Citation:  40  CFR  300.425 
Legal  Deadline:  None 

Abstract:  This  action  will  revise  the 
sites  included  on  the  National  Priorities 
List  (NPL)  of  uncontrolled  waste  sites 
in  the  National  Contingency  Plan 
(NCP).  CERCLA  requires  that  the 
Agency  revise  the  NPL  at  least 
annually.  Periodic  revisions  will  allow 
EPA  to  include  sites  on  the  NPL  with 
known  or  threatened  hazardous 
substance  releases  and  to  delete  sites 
that  have  been  cleaned  up. 

Timetable: 

Action  Date  FR  Cite 


Final  20 
NpRM  24 
Final  21 
NPRM  25 
Final  Tex-Tin 
Final  22 
NPRM  26 
Final  23 
NPRM  27 

NPRM  Midnight  Mine 


03/06/98  63  FR  11 332 
03/06/98  63  FR  11 340 
07/28/98  63  FR  40182 
07/28/98  63  FR  40247 
09/18/98  63  FR  49855 
09/29/98  63  FR  51848 
09/29/98  63  FR  51882 
01/19/99  64  FR  2942 
01/19/99  64  FR  2950 
02/16/99  64  FR  7564 


Action 

Date 

FR  Cite 

NPRM  28 

04/23/99 

64  FR  19968 

Final  24 

05/10/99 

64  FR  24949 

NPRM  Almeda 

05/10/99 

64  FR  24990 

Final  25 

07/22/99 

64  FR  39878 

NPRM  29 

07/22/99 

64  FR  39886 

Final  Pools  Prairie 

09/17/99 

64  FR  50459 

NPRM  30 

10/22/99 

64  FR  56992 

Final  Action 

10/22/99 

64  FR  56966 

Final  26 

02/04/00 

65  FR  5435 

NPRM  31 

02/04/00 

65  FR  5468 

Final  28 

05/11/00 

65  FR  30482 

NPRM  32 

05/11/00 

65  FR  30489 

Final  29 

07/27/00 

65  FR  46096 

NPRM  33 

07/27/00 

65  FR46131 

NPRM 

08/24/00 

65  FR51567 

Alabama/Malone 

Final  30 

12/01/00 

65  FR  75179 

NPRM  34 

12/01/00 

65  FR  75215 

NPRM  35 

01/11/01 

66  FR  2380 

Final  31 

06/14/01 

66  FR  32235 

NPRM  36 

06/14/01 

66  FR  32287 

Final  32 

09/13/01 

66  FR  47583 

NPRM  37 

09/13/01 

66  FR  47612 

NPRM  Libby/Omaha 

02/26/02 

67  FR  8836 

Final  adds  19  sites 

09/05/02 

67  FR  56757  ‘ 

NPRM  38 

09/05/02 

67  FR  56794 

Final  Action 

10/24/02 

67  FR65315 

Final  Action 

04/30/03 

68  FR  23077 

NPRM1 

04/30/03 

68  FR  23094 

Final  35  (adds  12 

09/29/03 

68  FR  55875 

sites) 

NPRM  40 

03/08/04 

69  FR  10646 

Action 

Date 

FR  Cite 

Final  36 

07/23/04 

69  FR  43755 

NPRM  Vieques 

08/13/04 

69  FR  50115 

Final  37 

09/23/04 

69  FR  56949 

NPRM  41 

09/23/04 

69  FR  56970 

Final  Vieques 

02/11/05 

70  FR  7184 

Final  38 

04/27/05 

70  FR  21644 

NPRM  42 

04/27/05 

70  FR  21718 

Final  39 

09/14/05 

70  FR  54286 

NPRM  43 

09/14/05 

70  FR  54327 

Final  40 

04/19/06 

71  FR  20016 

NPRM  44 

04/19/06 

71  FR  20052 

NPRM  45 

09/27/06 

71  FR  56433 

Final  41 

05/00/07 

Final  42 

05/00/07 

NPRM  46 

05/00/07 

Final  43 

09/00/07 

NPRM  47 

09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No.  3439; 
EPA  publication  information:  NPRM 
24-24;  EPA  Docket  information: 
www.regulations.gov  EPA-HQ-SFUND- 
2006-XXXX 

URL  For  More  Information: 

www.epa.gov/superfund 
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3000.  CORRECTION  OF  ERRORS  AND 
ADJUSTMENT  OF  CERCLA 
REPORTABLE  QUANTITIES 

Priority:  Other  Significant 

Legal  Authority:  42  USC  9602  to  9603 

CFR  Citation:  40  CFR  302  (Revision) 

Legal  Deadline:  None 

Abstract:  The  Agency  is  considering  a 
proposal  for  corrections  and  other 
changes  to  40  CFR  302.4,  the 
Designation  of  Hazardous  Substances. 
The  proposal  may  include  the 
correction  of  entries  for  individual 
substances,  entries  for  F-  and  K-  waste 
streams  and  entries  in  Appendix  A  of 
40  CFR  302.4.  Other  aspects  of  the 
proposal  may  include  additional 
substances  as  entries  in  Table  302.4, 
appendix  A  to  section  302.4,  and  the 
table  in  section  302.6{b){iii);  removal  of 
other  entries  from  these  lists;  and 
amendments  to  certain  footnotes  that 
explain  entries  in  Table  302.4. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected: 

Undetermined 

Additional  Information:  SAN  No.  4737; 

Agency  Contact:  Lynn  Beasley, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-1965 
Fax:  202  564-2625 


Email:  beasley.lynn@epa.gov 
RIN:  2050-AF03 


3001.  NATIONAL  CONTINGENCY 
PLAN  REVISIONS  TO  ALIGN  WITH 
THE  NATIONAL  RESPONSE  PLAN 

Priority:  Other  Significant 
Legal  Authority:  42  USC  9601  et  seq 
CFR  Citation:  40  CFR  300 
Legai  Deadiine:  None 

Abstract:  The  purpose  of  this 
regulation  is  to  revise  the  National 
Contingency  Plan  (NCP)  to  align  it  with 
the  National  Response  Plan  (NRP),  as 
required  by  the  Department  of 
Homeland  Security.  The  purpose  of  the 
NCP  is  to  provide  the  organizational 
structure  and  procedures  for  preparing 
for  and  responding  to  discharges  of  oil 
and  releases  of  hazardous  substances, 
pollutants,  emd  contaminants.  (40  CFR 
300.1).  The  purpose  of  the  NRP  is  to 
provide  a  common  organizational 
structure  and  procedures  for  Federal 
departments  and  agencies  to  provide 
emergency  and  disaster  assistance  to 
State,  tribal,  and  local  governments  for 
incidents  of  national  significance.  The 
NRP  was  developed  by  the  Department 
of  Homeland  Security,  in  close 
consultation  with  Federal  (including 
EPA),  State,  tribal,  local  governments; 
first  responder  organizations;  and 
private  sector  preparedness  and  relief 
groups.  Alignment  of  the  NCP  with  the 
NRP  will  facilitate  smooth  integration 
of  emergency  response  activities  under 
the  NCP  with  the  NRP  when  both  plans 
are  activated.  The  NRP  does  not  alter 
the  existing  authorities  of  Federal 


departments  and  agencies,  but  rather, 
establishes  the  coordinating  structures, 
processes,  and  protocols  required  to 
integrate  the  authorities  of  various 
agencies  into  an  all-hazard  approach  to 
incident  management.  EPA  is  making 
another  minor  revision  to  the  NCP.  The 
descriptions  of  Federal  agency 
capabilities  are  being  updated,  and 
modifications  are  being  made,  where 
appropriate,  to  reflect  the  new 
Department  of  Homeland  Security 
organization. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected;  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  Undetermined 

Additionai  information:  SAN  No.  4971; 

Agency  Contact:  Lynn  Beasley, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-1965 
Fax:  202  564-2625 
Email:  beasley.lynn@epa.gov 

Jean  Schumann,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5104A, 

Washington,  DC  20460 

Phone:  202  564-1977 

Fax:  202  564-2620 

Email:  schumann.jean@epa.gov 

RIN:  2050-AG22 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Clean  Water  Act  (CWA) 


3002.  UNIFORM  NATIONAL 
DISCHARGE  STANDARDS  FOR 
VESSELS  OF  THE  ARMED  FORCES— 
PHASE  II 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  1322;  33  USC 
13^1 

CFR  Citation:  40  CFR  1700 

Legal  Deadline:  Final,  Statutory,  May 

10,  2001. 

Abstract:  This  action  is  Phase  II  of 
implementing  regulations  on  Uniform 
National  Discharge  Standards  for 
Vessels  of  the  Armed  Forces.  In  1996 


the  Clean  Water  Act  was  amended  to 
create  section  312(n),  Uniform  National 
Discharge  Standards  for  Vessels  of  the 
Armed  Forces.  Section  312(n)  directs 
EPA  and  DOD  to  work  together  to 
provide  Armed  Forces  vessels  with  a 
nationally  uniform  set  of  discharge 
standards,  which  preempt  State 
discharge  standards  for  these  vessels. 
The  purpose  of  the  statute  is  to  allow 
DOD  to  plan,  design,  and  build 
environmentally  sound  vessels;  to 
encourage  innovative  pollution  control 
technology;  and  to  improve  operational 
flexibility.  EPA  and  DOD  jointly 


promulgated  Phase  I  of  these 
regulations,  40  CFR  part  1700,  on  May 
10,  1999  (64  FR  25126).  The  Phase  I 
rulemaking  concluded  that  25 
discharges  from  Armed  Forces  vessels 
would  require  control  devices.  Some  of 
these  discharges  have  the  potential  to 
introduce  oil  or  other  organics  into 
receiving  waters  (such  as  bilge  water); 
some  have  the  potential  to  introduce 
copper  or  other  metals  (such  as  hull 
coating  leachate);  and  some  have  the 
potential  to  introduce  nonindigenous 
invasive  aquatic  species  (such  as  ballast 
Water).  Phase  II  will  establish 
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performance  standards  for  control 
devices  for  these  25  discharges.  The 
Phase  II  performance  standards  will  be 
promulgated  in  five  “batches.”  Each 
batch  will  address  several  performance 
standards.  Once  DOD  implements  rules 
for  achieving  the  standards  set  in  Phase 
U,  covered  discharges  from  Armed 
Forces  vessels  will  be  required  to  meet 
these  standards  and  will  not  be  subject 
to  discharge  standards  established  by 
States. 

Timetable: 

Action  Date  FR  Cite 

NPRM  11/00/07 

Final  Action  01/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

Additional  Information:  SAN  No.  4357; 

URL  For  More  Information: 

www.epa.gov/ owow/ oceans/ regulatory/ 
unds/index.html 

Agency  Contact:  Brian  Rappoli, 
Environmental  Protection  Agency, 
Water,  4504T,  Washington,  DC  20460 
Phone;  202  566-1548 
Fax:  202  566-1546 
Email:  rappoli.brian@epa.gov 

Jonathan  Amson,  Environmental 
Protection  Agency,  Water,  4504T, 
Washington,  DC  20460 
Phone:  202  566-1276 
Fax:  202  566-1546 
Email:  amson.jonathan@epa.gov 

RIN:  2040-AD39 


3003.  REGULATIONS  FOR  GRAY  AND 
BLACK  WATER  DISCHARGES  FROM 
CRUISE  SHIPS  OPERATING  IN 
CERTAIN  ALASKAN  WATERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  PL  106-554,  sec  1404 
to  1407 

CFR  Citation;  Not  Yet  Determined 
Legal  Deadline:  None 

Abstract;  Title  XIV:  Certain  Alaska 
Cruise  Ship  Operations  (HR  4577) 
authorizes  EPA  to  establish  effluent 
standards  for  black  and  gray  water  from 
cruise  ships  into  the  waters  of  Alaska, 
the  Alexander  Archipelago,  and  the 


Kachemak  Bay  National  Marine 
Estuarine  Research  Reserve.  EPA  will 
develop  those  standards  based  on  the 
best  available  scientific  information  on 
the  environmental  effects  of  the 
regulated  discharges  and  the 
availability  of  new  technologies  for 
wastewater  treatment.  The 
implementation  of  these  regulations 
will  reduce  the  environmental  impacts 
of  cruise  ships  operating  in  the  waters 
of  Alaska,  the  Alexander  Archipelago, 
and  the  Kachemak  Bay  National  Marine 
Estuarine  Research  Reserve. 

Timetable: 

Action  Date  FR  Cite  * 

NPRM  12/00/07 

Final  Action  12/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4746; 
This  rule  was  formerly  known  as 
“Regulations  for  Cruise  Ships  Operating 
in  Alaskan  Waters.” 

Sectors  Affected:  483114  Coastal  and 
Great  Lakes  Passenger  Transportation: 
483112  Deep  Sea  Passenger 
Transportation 

Agency  Contact:  Elizabeth  Kim, 
Environmental  Protection  Agency, 
Water,  4504T,  Washington,  DC  20460 
Phone:  202  566-1270 
Fax:  202  566-1546 

Email:  kim.elizabeth@epamail.epa.gov 

David  Redford,  Environmental 
Protection  Ageiicy,  Water,  4504T, 
Washington,  DC  20460 
Phone:  202  566-1288 
Fax:  202  566-1546 

Email;  redford.david@epamail.epa.gov 
RIN:  2040-AD89 


3004.  EFFLUENT  LIMITATIONS 
GUIDELINES  AND  STANDARDS  FOR 
CHLORINE  AND  CHLORINATED 
HYDROCARBON  MANUFACTURING 
PROCESS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  30  USC  1311  et  seq 

CFR  Citation:  40  CFR  414  (Revision); 
40  CFR  415  (Revision) 

Legal  Deadline:  None 

Abstract:  EPA  is  considering  revising 
the  existing  effluent  guidelines  and 
standards  for  the  manufacture  of 


chlorinated  hydrocarbons  and 
elemental  chlorine.  We  refer  to  this 
industrial  segment  as  chlorine  and 
chlorinated  hydrocarbons 
manufacturing,  or  CCH.  Currently, 
wastewater  discharges  from  chlorinated 
hydrocarbons  manufacturing  are  subject 
to  the  Organic  Chemicals,  Plastics,  and 
Synthetic  Fibers  (OCPSF)  Point  Source 
Category  (40  CFR  part  414).  The 
wastewater  discharges  from  chlorine 
manufacturing  through  the  chlor-alkali 
manufacturing  process  are  subject  to 
the  Inorganic  Chemicals  Point  Source 
Category  (40  CFR  part  415).  Based  on 
a  preliminary  study,  discharges  from 
vinyl  chloride  and  chlor-alkali 
manufacturing  might  contain  significant 
quantities  of  toxic  pollutants,  including 
dioxin,  and  in  the  2004  Effluent 
Guidelines  Program  Plan,  EPA 
identified  these  two  industrial  sectors 
as  candidates  for  possible  regulatory 
revision.  EPA  has  since  expanded  its 
review  to  include  all  manufacturing 
processes  that  produce  elemental 
chlorine  and  the  manufactme  of 
chlorinated  hydrocarbons.  Chlorinated 
hydrocarbons  that  are  regulated  under 
the  Pesticide  Chemicals  Manufacturing 
Point  Source  Category  (40  CFR  455)  or 
the  Pharmaceutical  Manufacturing 
Point  Source  Category  (40  CFR  439)  are 
not  included  in  the  CCH  manufacturing 
segment.  Preliminary  estimates  of  the 
scope  of  the  rulemaking  are  that  60  to 
70  facilities  might  be  affected. 
Timetable: 

Action  '  Date  FR  Cite 

NPRM  03/00/08 

Final  Action  03/00/1 1 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 
Additional  Information:  SAN  No.  4980; 
This  action  was  previously  titled 
Effluent  Limitations  Guidelines  and 
Standards  for  the  Vinyl  Chloride  and 
Chlor-Alkali  Point  Source  Categories; 
§PA  Docket  information:  EPA-HQ-OW- 
2005-0012 

URL  For  More  Information: 

www.epa.gov/waterscience/ guide/ cch/ 

Agency  Contact:  Samantha  Lewis, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone;  202  566-1058 
Fax:  202  566-1053 
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Email:  lewis.samantha@epa.gov 

Paul  Shriner,  Environmental  Protection 
Agency,  Water,  4303T,  Washington,  DC 
20460 

Phone:  202  566-1076 
Fax:  202  566-1053 
Email:  shriner.paul@epa.gov 

RIN:  2040-AE82 

3005.  2008  EFFLUENT  GUIDELINES 
PROGRAM  PLAN 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  CWA  33  USC  1251, 
et  seq:  33  USC  1311(d);  33  USC 
1314(b):  33  USC  1314(g);  33  USC 
1314(m);  33  USC  1316;  33  USC  1317(b) 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  Other,  Statutory, 
December  21,  2008,  Final  Plan. 

Abstract:  EPA  publishes  a  final 
Effluent  Guidelines  Plan  every  other 
year  after  taking  comment  on  a 
preliminary  plan,  as  required  by  section 
304(m)  of  the  Clean  Water  Act.  EPA 
intends  to  publish  the  next  preliminary 
Effluent  Guidelines  Plan  by  the  end  of 
2007,  in  anticipation  of  publishing  a 
final  Effluent  Guidelines  Plan  in  2008. 
The  2007  preliminary  plan  will  discuss 
EPA’s  annual  review  of  effluent 
limitations  guidelines  and  standards 
undertaken  pursuant  to  sections  304(b), 
304(g),  and  307(b).  It  will  also  solicit 
comment  on  guidelines  that  EPA  is 
considering  for  possible  revision  or 
new  guidelines  that  may  be  developed, 
and  will  provide  a  preliminary 
schedule  for  such  rulemaking. 


Timetable: 


Date  FR  Cite 

Proposed  Plan  10/00/07 

Final  Plan  12/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  Information:  SAN  No.  5064; 
URL  For  More  Information: 

www.epa.gov/guide/plan.html 

Agency  Contact:  Carey  Johnston, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-1014 
Fax:  202  566-1053 

Email:  johnston.carey@epamail.epa.gov 

Jan  Matuszko,  Environmental 
Protection  Agency,  Water,  4303T, 
Washington,  DC  20460 
Phone:  202  566-1035 
Fax:  202  566-1053 

Email:  matuszko.jan@epamail.epa.gov 
RIN:  2040-AE89 

3006.  REVISIONS  TO  THE  SPILL 
PREVENTION,  CONTROL,  AND 
COUNTERMEASURE (SPCC)  RULE 
Priority:  Other  Significant 
Unfunded  Mandates:  Undetermined 
Legal  Authority:  33  USC  1321 
CFR  Citation:  40  CFR  112 
Legal  Deadline:  None 
Abstract:  EPA  will  propose  to  amend 
40  CFR  part  112,  which  includes  the 


Spill  Prevention,  Control,  and 
Countermeasure  (SPCC)  rule 
promulgated  under  the  authority  of  the 
Clean  Water  Act.  The  proposed  rule 
may  include  a  variety  of  issues 
associated  with  the  July  2002  SPCC 
final  rule. 


Timetable: 


Date  FR  Cite 

05/25/04  69  FR  29728 


08/11/04  69  FR  48794 


09/20/04  69  FR  56184 


09/20/04  69  FR  56182 


Notice  Clarifying  05/25/04  69  FR  29728 

Certain  Issues 

NPRMI-yr  06/17/04  69  FR  34014 

Compliance 
Extension 

Final  18  months  08/11/04  69  FR  48794 

Compliance 
Extension 

NODA  re  Certain  09/20/04  69  FR  561 84 

Facilities 

NODA  re  Oil-Filled  09/20/04  69  FR  561 82 
and  Process 
Equipment 

NPRM  09/00/07  , 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No. 

2634.2;  Split  from  RIN  2050-AC62. 

Agency  Contact:  Hugo  Fleischman, 
Environmental  Protection  Agency, 
Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-1968 
Fax:  202  564-2625 
Email:  fleischman.hugo@epa.gov 

RIN:  2050-AG16 


Environmental  Protection  Agency  (EPA) 
Clean  Water  Act  (CWA) 


Final  Rule  Stage 


3007.  NPDES  PERMIT 
REQUIREMENTS  FOR  PEAK  WET 
WEATHER  DISCHARGES  FROM 
PUBLICLY  OWNED  TREATMENT 
WORKS  TREATMENT  PLANTS 
SERVING  SANITARY  SEWER 
COLLECTION  SYSTEMS  POLICY 

Priority:  Other  Significant 

Legal  Authority:  33  USC  1311;  33  USC 
1318;  33  USC  1342;  33  USC  1361 

CFR  Citation:  40  CFR  122.41(m) 

Legal  Deadline:  None 

Abstract:  During  periods  of  wet 
weather,  wastewater  flows  received  by 
municipal  sewage  treatment  plants  can 


significantly  increase,  which  can  create 
operational  challenges  for  sewage 
treatment  facilities.  Where  peak  flows 
approach  or  exceed  the  design  capacity 
of  a  treatment  plant  they  can  seriously 
reduce  treatment  efficiency  or  damage 
treatment  units.  In  addition  to 
hydraulic  concerns,  wastewater 
associated  with  peak  flows  may  have 
low  organic  strength,  which  can  also 
decrease  treatment  efficiencies.  One 
engineering  practice  that  some  facilities 
use  to  protect  biological  treatment  units 
from  damage  and  to  prevent  overflows 
and  backups  elsewhere  in  the  system 
is  referred  to  as  wet  weather  blending. 
Wet  weather  blending  occurs  during 


peak  wet  weather  flow  events  when 
flows  that  exceed  the  capacity  of  the 
biological  units  are  routed  around  the 
biological  units  and  blended  with 
effluent  from  the  biological  units  prior 
to  discharge.  Regulatory  agencies, 
sewage  treatment  plant  operators,  and 
representatives  of  environmental 
advocacy  groups  have  expressed 
uncertainty  about  National  Pollutant 
Discharge  Elimination  System  (NPDES) 
requirements  addressing  such 
situations.  EPA  requested  public 
comment  on  a  proposed  policy 
published  on  November  7,  2003.  Based 
on  a  review  of  all  the  information 
'received,  EPA  has  decided  not  to 
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finalize  the  policy  as  proposed  in 
November  2003.  On  December  22, 

2005,  EPA  requested  public  comment 
on  an  alternative  Peak  Flows  Policy 
that  is  significantly  different  than  the 
2003  draft  policy. 

Timetable: 

Action  Date  FR  Cite 

1  St  Draft  Policy  1 1/07/03  68  FR  63042 

2nd  Draft  Policy  1 2/22/05  70  FR  7601 3 

Final  Policy  04/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Local, 
State,  Tribal 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  4690; 
EPA  publication  information;  2nd  Draft 
Policy  - 

http://www.epa.gov/fedrgstr/EPA- 
WATER/2005/December/Day- 
22/w7696.htm:  EPA  Docket 
information:  EPA-HQ-OW-2005-0523 

Sectors  Affected:  22132  Sewage 
Treatment  Facilities 

URL  For  More  Information: 

www.epa.gov/ npdes 

Agency  Contact:  Kevin  Weiss, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-0742 
Fax:  202  564-6392 
Email:  weiss.kevin@epa.gov 

Mohammed  Billah,  Environmental 

Protection  Agency,  Water,  4203M, 

Washington,  DC  20460 

Phone:  202  564-0729 

Fax:  202  564-0717 

Email: 

billah.mohammed@epamail.epa.gov 
RIN:  2040-AD87 


3008.  CONCENTRATED  ANIMAL 
FEEDING  OPERATION  RULE 

Priority:  Other  Significant 

Legal  Authority:  CWA  301,  304,  306, 
307,  308,  402,  501 

CFR  Citation:  40  CFR  122;  40  CFR  412 
Legal  Deadline:  None 

Abstract:  This  rulemaking  is  in 
response  to  the  Second  Circuit’s 
February  28,  2005,  decision  in 
Waterkeeper  Alliance  v.  EPA,  which 
vacated  provisions  in  the  Concentrated 
Animal  Feeding  Operations  (CAFO) 


rule  found  at  40  CFR  412.  Two 
vacatures  from  the  case  affect  the  1) 
duty  that  all  CAFOs  need  to  apply  for 
an  NPDES  permit  and  2)  provisions 
that  nutrient  management  plans  (NMPs) 
need  only  be  kept  onsite.  This 
proposed  rule  would  remove  the  duty 
to  apply  for  all  CAFOs  and  replace  it 
with  a  requirement  for  CAFOs  to  apply 
for  a  permit  if  they  discharge  or  are 
designed,  constructed,  maintained,  or 
operated  such  that  a  discharge  will 
occur.  The  proposed  rule  also  would 
establish  a  process  to  address  the 
court’s  concerns  that  the  information 
within  NMPs  be  available  for  public 
comment,  reviewed  by  the  permit 
authority,  and  incorporated  into  the 
permit.  It  is  EPA’s  intention  to  make 
only  those  changes  necessary  to  address 
the  issues  raised  by  the  court. 

Timetable: 

Action  Date  FR  Cite 

NPRM  06/30/06  71  FR37744 

Final  Action  06/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4996; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
WATER/2006/June/Day-30/w5773.htm; 

Agency  Contact:  George  Utting, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-0744 
Email:  utting.george@epamail.epa.gov 

Gregory  Beatty,  Environmental 
Protection  Agency,  Water,  4203M, 
Washington,  DC  20460 
Phone:  202  564-0724 
Email:  beatty.gregory@epamail.epa.gov 

RIN:  2040-AE80 


3009.  WATER  TRANSFERS  RULE 
Priority:  Other  Significant 
Legal  Authority:  33  USC  1251  et  seq 
CFR  Citation:  40  CFR  122.3 
Legal  Deadline:  None 

Abstract:  This  rulemaking  addresses 
the  question  of  whether  the  National 
Pollutant  Discharge  Elimination  System 
(NPDES)  permitting  program  under 
section  402  of  the  Clean  Water  Act 
(CWA)  is  applicable  to  water  control 
facilities  that  merely  convey  or  connect 


navigable  waters.  For  purposes  of  this 
action,  the  term  “water  transfer”  refers 
to  any  activity  that  conveys  or  connects 
navigable  waters  (as  that  term  is 
defined  in  the  CWA)  without  subjecting 
the  water  to  intervening  industrial, 
municipal,  or  commercial  use.  This 
rulemaking  focuses  exclusively  on 
water  transfers  and  is  not  relevant  to 
whether  any  other  activity  is  subject  to 
the  CWA  permitting  requirement. 

Timetable: 

Action  Date  FR  Cite 

NPRM  .  06/07/06  71  FR  32887 

Final  Action  12/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  State 

Additional  Information:  SAN  No.  5040; 
EPA  publication  information:  NPRM  - 
http :// www.epa.gov/ fedrgstr/EPA- 
WATER/2006/June/Day-07/w8814.htm: 
EPA  Docket  information:  EPA-HQ-OW- 
2006-0141 

URL  For  More  Information: 

ww'w.epa.gov/npdes/agriculture 

Agency  Contact:  Jeremy  Arling, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-2218 
Fax:  202  564-6384 
Email:  arling.jeremy@epa.gov 

Karyn  Wendelowski,  Environmental 

Protection  Agency,  Water,  23 55 A, 

Washington,  DC  20460 

Phone:  202  564-5493 

Fax:  202  564-5477 

Email: 

wendelowski.karyn@epamail.epa.gov 
RIN:  2040-AE86 


3010.  IMPLEMENTATION  GUIDANCE 
FOR  MERCURY  WATER  QUALITY 
CRITERIA 

Priority:  Other  Significant 

Legal  Authority:  33  USC  1251  et  seq 

CFR  Citation:  None 
Legal  Deadline:  None 

Abstract:  In  the  2001  Federal  Register 
notice  of  the  availability  of  EPA’s 
recommended  water  quality  criterion 
for  methylmercury,  EPA  stated  that  it 
would  develop  associated  procedures 
and  guidance  for  implementing  the  . 
criterion.  For  States  and  authorized 
tribes  exercising  responsibility  under 
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CWA  section  303(c),  this  document 
provides  technical  guidance  on  how 
they  might  want  to  use  the 
recommended  2001  fish  tissue-hased 
criterion  to  develop  and  implement 
their  own  water  quality  standards  for 
methylmercury.  The  guidance 
addresses  topics  related  to  adoption 
and  revision  of  standards,  monitoring, 
waterbody  assessment,  TMDL 
development,  and  NPDES  permitting. 
Also,  EPA  published  a  national 
advisory  for  fish  consumption  due  to 
mercury  in  March  2003;  the 
implementation  guidance  will  clarify 


the  relationship  between  this  advisory 
and  the  recommended  criterion.  Since 
atmospheric  deposition  is  considered  to 
be  a  major  source  of  mercury  for  many 
waterbodies,  implementing  this 
criterion  involves  coordination  across 
many  media  and  program  areas. 

Timetable: 

Action  Date  FR  Cite 

Final  Document  01/00/08 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 


Environmental  Protection  Agency  (EPA) 
Clean  Water  Act  (CWA) 


3011.  REVISIONS  TO  THE  NATIONAL 
OIL  AND  HAZARDOUS  SUBSTANCES 
POLLUTION  CONTINGENCY  PLAN; 
SUBPART  J  PRODUCT  SCHEDULE 
LISTING  REQUIREMENTS 

Priority:  Other  Significant 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses 

Government  Levels  Affected:  Federal, 
State 


Legal  Authority:  33  USC  1321(d)(2); 
CWA  311(d)(2) 

CFR  Citation:  40  CFR  300 
Legal  Deadline:  None 

Abstract:  This  action  will  propose 
revisions  to  subpart  J  of  the  National 
Contingency  Plan  (NCP).  The  Clean  ^ 
Water  Act  requires  EPA  to  prepare  a 
schedule  of  dispersants,  other 
chemicals,  and  other  spill  mitigating 
devices  and  substances,  if  any,  that 
may  be  used  in  carrying  out  the  NCP. 
Under  subpart  J,  respondents  wishing 
to  add  a  product  to  the  Product 
Schedule  must  submit  technical 
product  data  to  EPA.  This  rulemaking 
will  propose  revisions  to  subpart  J  to 
clarify  and  change  protocols  for 
effectiveness  and  toxicity  testing.  It  will 
clarify  EPA  authority  to  remove 
products  from  the  Product  Schedule. 
These  changes  will  help  ensure 
protection  of  the  environment  when 
these  products  are  used  to  clean  up  and 
mitigate  oil  spills  (1)  into  or  upon 
navigable  waters,  adjoining  shorelines, 
the  waters  of  the  contiguous  zone,  or 
(2)  which  may  affect  natural  resources 
belonging  to  or  under  the  exclusive 
management  authority  of  the  United 
States. 


Additional  Information:  SAN  No.  4526; 

Sectors  Affected:  3251  Basic  Chemical 
Manufacturing;  325  Chemical 
Manufacturing;  3259  Other  Chemical 
Product  Manufacturing;  54  Professional, 
Scientific  and  Technical  Services 

URL  For  More  Information: 

www.epa.gov/ oilspill 

Agency  Contact:  William  Nichols, 
Environmental  Protection  Agency, 

Solid  Waste  and  Emergency  Response, 
5104A,  Washington,  DC  20460 
Phone:  202  564-1970 
Fax:  202  564-2625 
Email:  nichols.nick@epa.gov 

Leigh  DeHaven,  Environmental 

Protection  Agency,  Solid  Waste  and 

Emergency  Response,  5104A, 

Washington,  DC  20460 

Phone:  202  564-1974 

Fax:  202  564-2625 

Email:  dehaven.leigh@epa.gov 

RIN:  2050-AE87 


Timetable: 


Action  Date  FR  Cite 


NPRM 


To  Be  Determined 


Government  Levels  Affected:  State, 
Tribal 

Additional  Information:  SAN  No.  5098; 
FDMS  Docket  number;  Docket  ID  No. 
EPA-HQ-OW-2006-0656 

URL  For  More  Information: 

http://www.epa.gov/waterscience/ 

criteria/methylmercury 

Agency  Contact:  Fred  Leutner, 
Environmental  Protection  Agency, 
Water,  4305T,  Washington,  DC  20460 
Phone:  202  566-0378 
Email:  leutner.fred@epamail.epa.gov 

RIN:  2040-AE87 


'  Long-Term  Actions 


3012.  EFFLUENT  GUIDELINES  AND 
STANDARDS  FOR  THE  PULP,  PAPER, 
AND  PAPERBOARD  POINT  SOURCE 
CATEGORY,  DISSOLVING  KRAFT  AND 
DISSOLVING  SULFITE 
SUBCATEGORIES  (PHASE  III) 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  1311;  33  USC 
1314;  33  USC  1316;  33  USC  1317;  33 
USC  1318;  33  USC  1342;  33  USC  1361 

CFR  Citation:  40  CFR  430.10  to  430.18; 
40  CFR  430.40  to  430.48 

Legal  Deadline:  None 

Abstract:  On  December  17,  1993,  EPA 
proposed  revised  effluent  limitations, 
guidelines,  and  standards  and  best 
management  practices  regulations  for 
the  Dissolving  Kraft  and  Dissolving 
Sulfite  Subcategories  of  the  Pulp, 

Paper,  and  Paperboard  Point  Source 
Category  (40  CFR  part  430).  EPA  refers 
to  this  rulemaking  as  Pulp  and  Paper 
Phase  III.  EPA  considered  the  public 
comments  on  the  proposed  rule  and  the 
new  data  acquired  since  proposal. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/17/93  58  FR  66078 

Final  Action  To  Be  Detennined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4370; 

Sectors  Affected:  3221  Pulp,  Paper, 
and  Paperboard  Mills 

URL  For  More  Iriformatlon: 
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http:/ /www.epa.gov/ waterscience/ 
pulppaper/reg.html 

Agency  Contact:  Donald  Anderson, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-1021 
Fax:  202  566-1053 
Email: 

anderson.donaldf@epamail.epa.gov 

Ahmar  Siddiqui,  Environmental 
Protection  Agency,  Water,  4303T, 
Washington,  DC  20460 
Phone:  202  566-1044 
Fax:  202  566-1053 

Email:  siddiqui.ahmar@epamail.epa.gov 
BIN:  2040-AD49 


3013.  TEST  PROCEDURES: 
PERFORMANCE-BASED 
MEASUREMENT  SYSTEM  (PBMS) 
PROCEDURES  AND  GUIDANCE  FOR 
CLEAN  WATER  ACT  TEST 
PROCEDURES 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  33  USC  1314;  33  USC 
1361(a) 

CFR  Citation:  40  CFR  136 
Legal  Deadline:  None 
Abstract:  This  action  would  establish 
performance-based  measurement 
procedures  and  guidance  for  use  in 
Clean  Water  Act  compliance 
monitoring  under  40  CFR  part  136, 
Guidelines  Establishing  Test  Procedures 
for  the  Analysis  of  Pollutants.  The  new 
procedures  would  also  discuss  the 
format,  content,  quality 
assurance/quality  control,  and  data 
validation  requirements  for  use  of  test 
methods.  It  would  also  describe  EPA’s 
planned  steps  to  provide  additional 
information  through  technical  bulletins, 
and/or  guidance  documents  geared 
towards  clarifying  technical  and  policy 
issues  associated  with  the  use  of  test 
methods  approved  for  use  in  the 
program. 

Timetable: 

Action  Date  FR  Cite 

Nl^  03/28/97  62  FR  14975 

Finai  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal, 
State,  Local,  Tribal 

Additional  Information:  SAN  No.  3713; 
EPA  publication  information:  NPRM  - 


http :// WWW .  epa.gov/  fedrgstr/EP  A- 
W  ATER/ 1 997/March/Day- 
28/w7221.htm: 

Agency  Contact:  Richard  Reding, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-2237 
Fax:  202  566-1053 
Email:  reding.richard@epa.gov 

RIN:  2040-AC93 


3014.  TEST  PROCEDURES  FOR  THE 
ANALYSIS  OF  CO-PLANAR  AND 
MONO-ORTHO-SUBSTITUTED 
POLYCHLORINATED  BIPHENYLS 
(PCBS)  UNDER  THE  CLEAN  WATER 
ACT 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  1314;  33  USC 
1361(a) 

CFR  Citation:  40  CFR  136 

Legal  Deadline:  None 

Abstract:  The  proposal  would  amend 
the  Guidelines  Establishing  Test 
Procedures  for  the  Analysis  of 
Pollutants  under  40  CFR  parts  l36  and 
503  to  approve  EPA  Method  1668  for 
the  congener-specific  determination  of 
co-planar  and  mono-ortho-substituted 
polychlorinated  biphenyls  (PCBs)  in 
effluent,  ambient  water,  and  sludge. 
This  method  is  necessary  for  the 
implernentation  of  water  quality-based 
permits  under  the  National  Pollutant 
Discharge  Elimination  System  (NPDES) 
of  the  Clean  Water  Act.  Water  quality- 
based  permits  are. necessary  when 
technology-based  controls  do  not 
ensure  that  a  particular  water  body 
would  meet  the  State’s  water  quality 
standard.  At  present  there  is  no  EPA 
analytical  method  for  determination  of 
these  PCBs  at  the  levels  of  concern. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
State,  Local,  Tribal 

Additional  Information:  SAN  No.  4049; 

URL  For  More  Information: 

http://www.epa.gov/waterscience/ 

methods 


Agency  Contact:  Richard  Reding, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-2237 
Fax:  202  566-1053 
Email:  reding.richard@epa.gov 

Brian  Englert,  Environmental  Protection 
Agency,  Water,  4303T,  Washington,  DC 
20460 

Phone:  202  566-0754 

Fax:  202  566-1053 

Email:  englert.brian@epamail.epa.gov 

RIN:  2040-AD09 


3015.  NPDES  APPLICATIONS 
REVISIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  1311  “CWA 
301”;  33  USC  1312  “CWA  302”;  33 
USC  1314  “CWA  304”;  33  USC  1316 
“CWA  306”;  33  USC  1318  “CWA  308”; 
33  USC  1342  “CWA  402”;  33  USC  1361 
“CWA  501” 

CFR  Citation:  40  CFR  122;  40  CFR  123; 
40  CFR  124 

Legal  Deadline:  None 

Abstract:  EPA  plans  to  revise  NPDES 
requirements  in  parts  122,  123,  and  124 
to  eliminate  redundant  regulations, 
provide  clarification,  and  remove  or 
streamline  unnecessary  procedures. 
Revisions  under  consideration  in  this 
rule  include  modifying  and 
streamlining  existing  permit  application 
requirements.  Other  revisions  may  be 
considered  as  work  on  this  rule 
progresses.  This  rulemaking  is  expected 
to  affect  entities  that  implement  the 
NPDES  program  or  are  regulated  by  it. 
This  includes  small  businesses  and 
State,  tribal,  and  local  governments. 
Most  of  these  effects  are  expected  to 
be  deregulatory  or  streamlining  in 
nature. 

Timetable: 

Action  Date  FR  Cite 

NPRM  04/00/08 

Final  Action  04/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Additional  Information:  SAN  No.  3786; 
EPA  publication  information:  Final 
Action-projected  date; 
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Agency  Contact:  Karen  Metchis, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-0734 
Fax:  202  564-9544 

Email:  metchis.karen@epamail.epa.gov 

Tom  Laverty,  Environmental  Protection 
Agency,  Water,  4203M,  Washington,  DC 
20460 

Phone:  202  564-7974 

Fax:  202  564-9544 

Email:  laverty.tom@epamail.epa.gov 

PIN:  2040-AC84 


3016.  NPDES  PERMIT 
REQUIREMENTS  FOR  MUNICIPAL 
SANITARY  AND  COMBINED  SEWER 
COLLECTION  SYSTEMS,  MUNICIPAL 
SATELLITE  COLLECTION  SYSTEMS, 
SANITARY  SEWER  OVERFLOWS,  AND 
PEAK  EXCESS  FLOW  TREATMENT 
FACILITIES 

Priority:  Other  Significant 
Unfunded  Mandates:  Undetermined 

Legal  Authority:  33  USC  1311“CWA 
301”:  33  USC  1314“CWA  304”;  33  USC 
1318“CWA  308”;  33  USC  1342“CWA 
402”:  33  USC  1361“CWA  501(a)” 

CFR  Citation:  40  CFR  122.38;  40  CFR  ^ 
122.41;  40  CFR  122.42 

Legal  Deadline:  None 

Abstract:  EPA  is  considering  whether 
to  develop  a  notice  of  rulemaking 
outlining  a  broad-based  regulatory 
framework  for  sanitary  sewer  collection 
systems  under  the  NPDES  program.  The 
Agency  is  considering  proposing 
standard  permit  conditions  for 
inclusion  in  permits  for  publicly  owned 
treatment  works  (POTWs)  and 
municipal  sanitary  sewer  collection 
systems.  The  standard  requirements 
would  address  reporting,  public 
notification,  and  recordkeeping 
requirements  for  sanitary  sewer 
overflows  (SSOs);  capacity  assurance, 
management,  and  operation  and 
maintenance  requirements  for 
municipal  sanitary  sewer  collection 
systems:  and  a  prohibition  on  SSOs. 

The  Agency  is  also  considering 
proposing  a  regulatory  framework  for 
applying  NPDES  permit  conditions, 
including  applicable  standard  permit 
conditions,  to  municipal  satellite 
collection  systems.  Municipal  satellite 
collection  systems  are  sanitary  sewers 
owned  or  operated  by  a  municipality 
that  conveys  wastewater  to  a  POTW 
operated  by  a  different  municipality. 


Timetable: 

Action  Date  FR  Cite 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Smali  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Local. 
State,  Tribal 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  3999; 
EPA  publication  information:  Final 
Action-projected  date;  Note:  This  rule 
was  formerly  known  as  “Revisions  to 
NPDES  Requirements  for  Compliance 
Reporting  and  Collection  System 
Discharges.” 

Sectors  Affected:  22132  Sewage 
Treatment  Facilities 

URL  For  More  Information: 

www.epa.gov/npdes 

Agency  Contact:  Kevin  Weiss, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-0742 
Fax:  202  564-6392 
Email:  weiss.kevin@epa.gov 

Jennifer  Malloy,  Environmental 

Protection  Agency,  Water,  4203M, 

Washington,  DC  20460 

Phone:  202  564-6392 

Fax:  202  564-6392 

Email:  malloy.jennifer@epa.gov 

RIN:  2040-AD02 


3017.  EFFLUENT  GUIDELINES  AND 
STANDARDS:  RECODIFICATION  OF 
VARIOUS  EFFLUENT  GUIDELINES 

Priority:  Info./Admin./Other 

Legal  Authority:  Clean  Water  Act  301; 
Clean  Water  Act  304;  Clean  Water  Act 
306;  Clean  Water  Act  307;  Clean  Water 
Act  308;  Clean  Water  Act  402;  Clean 
Water  Act  501 

CFR  Citation:  40  CFR  401;  40  CFR  419 
Legal  Deadline:  None 

Abstract:  Several  years  ago,  OW 
conducted  a  comprehensive  review  of 
effluent  guidelines  and  removed  from 
the  Code  of  Federal  Regulations  (CFR) 
provisions  contained  in  a  number  of 
regulations  that  were  obsolete  or 
redundant  (60  FR  33926,  June  29, 
1995).  In  addition  to  removing  these 
provisions,  EPA’s  Office  of  Water 
identifred  additional  opportunities  for 
further  streamlining  some  of  the 


effluent  guidelines.  This  action  would 
recodify  the  effluent  limitations  and 
standards  for  one  point  source  category 
and  the  general  definitions  without 
making  any  legally  substantive  changes 
in  the  requirements.  The  revised  and 
shorter  format  will  enable  Federal, 
State,  and  local  regulators  and  the 
regulated  community  to  more  easily 
read,  understand,  and  implement  the 
regulations.  By  reducing  the  number  of 
pages  in  title  40,  the  new  format  will 
also  afford  some  long-term  savings  in 
the  annual  cost  of  printing  these 
regulations.  The  point  somce  category 
that  would  be  recodified  by  this  action 
is  Petroleum  Refining  (part  419).  The 
revisions  would  also  expand  the  list  of 
general  definitions  in  section  401.11. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State  •  » 

Additional  Information:  SAN  No.  4822; 

Agency  Contact:  Debra  Nicoll, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-1020 
Fax:  202  566-1053 
Email:  nicoll.debra@epa.gov 

RIN:  2040-AE61 


3018.  EFFLUENT  LIMITATIONS 
GUIDELINES  AND  STANDARDS  FOR 
AIRPORT  DEICING  OPERATIONS 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  CWA  301;  CWA  304; 
CWA  306;  CWA  307;  CWA  308;  CWA 
402;  CWA  501 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  None 

Abstract:  In  EPA’s  2004  Effluent 
Guidelines  Plan,  we  announced  that  we 
would  begin  development  of  a 
regulation  to  control  the  pollutants 
dischcirged  from  airport  deicing 
operations.  Based  on  preliminary  study 
and  on  public  comments,  discharges 
from  deicing  operations  have  the 
potential  to  cause  fish  kills,  algae 
blooms,  and  contamination  to  surface 
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or  ground  waters.  A  likely  source  of 
pollutants  is  aircraft  deicing  fluid 
(ADF)  that  is  not  properly  recaptured, 
re-used,  or  treated  before  discharge. 
Deicing  agents  typically  contain  glycols 
and  additives.  There  is  great  disparity 
among  airports  in  terms  of  wastewater 
treatment  and  also  in  terms  of 
discharge  permits.  Based  on 
preliminary  estimates,  airports  annually 
discharge  approximately  21  million 
gallons  of  ADF.  Early  estimates  of 
potential  reductions  from  treatment 
technology  and  from  pollution 
prevention  practices  indicate  that  those 
discharges  could  be  lowered  to  4 
million  gallons.  Effluent  guidelines  for 
these  operations  would  apply  only  to 
wastewaters  that  are  considered  point 
source  discharges.  Discharges  that  are 
non-point  sources  would  not  be  subject 
to  any  potential  effluent  guidelines. 

Timetable: 

Action  Date  FR  Cite 


Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  4948; 
EPA  Docket  information:  OW-2004- 
0038 

URL  For  More  Information: 

www.epa.gov/waterscience/guide/ 

airport 

Agency  Contact:  Eric  Strassler, 
Environmental  Protection  Agency, 
Water.  4303T,  Washington,  DC  20460 
Phone:  202  566-1026 
Fax:  202  566-1053 
Email:  strassler.eric@epa.gov 

RIN:  2040-AE69 


3019.  EFFLUENT  LIMITATIONS 
GUIDELINES  AND  STANDARDS  FOR 
DRINKING  WATER  SUPPLY  AND 
TREATMENT 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates:  Undetermined 

Legal  Authority:  CWA  301;  CWA  304; 
CWA  306;  CWA  307;  CWA  308;  CWA 
402;  CWA  501 

CFR  Citation:  Not  Yet  Determined 
Legal  Deadline:  None 


Abstract:  In  EPA’s  2004  Effluent 
Guidelines  Plan,  we  announced  that  we 
would  begin  development  of  a 
regulation  to  control  the  pollutcmts 
discharged  from  drinking  water 
treatment  plants.  Based  on  preliminary 
study  and  on  public  comments, 
discharges  from  drinking  water 
facilities  have  the  potential  to  discharge 
significant  quantities  of  conventional 
and  toxic  pollutants,  including  metals, 
chlorine,  and  salts.  Some  of  the  sources 
of  these  pollutants  are  treatment 
sludges  and  reverse  osmosis  reject 
wastewaters.  The  preliminary  data  is 
not  conclusive,  and  additional  study 
and  analysis  of  treatability  is  necessary 
to  determine  whether  pollutant 
reductions  are  technologically  feasible 
and  economically  achievable.  The  early 
steps  of  regulatory  development, 
especially  gathering  additional 
discharge  data,  will  be  critical  to  better 
informed  decisions  on  how  to  proceed. 
EPA  is  preparing  to  conduct  a  study 
of  a  representative  sample  of  the 
industry,  along  with  wastewater 
sampling  of  facilities  representing 
different  size  categories  and  treatment 
technologies. 

Timetable: 

Action  Date  FR  Cite  ■ 

NPRM  07/00/08 

Finai  Action  1 2/00/09 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 
Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  4949; 
EPA  Docket  information:  OW-2004- 
0035 

URL  For  More  Information: 

http://www.epa.gov/waterscience/ 

guide/dw/index.htm 

Agency  Contact:  Tom  Bom, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-1001 
Fax:  202  566-1053 
Email:  born.tom@epamail.epa.gov 

RIN:  2040-AE74 


3020.  NEW/REVISED  AMBIENT 
WATER  QUALITY  CRITERIA  (AWQC) 
FOR  RECREATIONAL  WATERS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  CWA  304(a)(9) 

CFR  Citation:  Not  Yet  Determined 


Legal  Deadline:  Final,  Statutory, 
October  5,  2005. 

Abstract:  The  results  of  four  fresh 
water  (Great  Lakes)  epidemiology 
studies  and  companion  rapid  fecal 
indicator  validation  studies  will  be 
analyzed  and  evaluated  whether  to  be 
used  in  establishing  the  criteria 
recommended  fop  certain  fresh  waters 
designated  for  primary  contact 
recreation. 

Timetable: 

Action  Date  FR  Cite 

Draft  Guidance  To  Be  Determined 

Final  Guidance  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  State, 
Tribal 

Additional  Information:  SAN  No.  4967; 
Agency  Contact:  Stephen  Schauh, 
Environmental  Protection  Agency, 
Water,  4304T,  Washington,  DC  20460 
Phone:  202  566-1126 
Fax:  202  566-1126 
Email:  stephen.schaub@epa.gov 

RIN:  2040-AE77 


3021.  AVAILABILITY  OF  AND 
PROCEDURES  FOR  REMOVAL 
CREDITS 

Priority:  Other  Significant 

Legal  Authority:  33  USC  1251“CWA 
101”;  33  USC  1288  “CWA  208”;  33 
USC  1311  “CWA  301”;  33  USC  1314 
“CWA  304”;  33  USC  1317  “CWA  307”; 
33  USC  1318  “CWA  308”;  33  USC  1319 
“CWA  309”;  33  USC  1342  “CWA  402”; 
33  USC  1345  “CWA  405”;  33  USC  1361 
“CWA  501” 

CFR  Citation:  40  CFR  403 
Legal  Deadline:  None 
Abstract:  This  action  is  an  update  to 
the  removal  credits  regulation  found  at 
40  CFR  403.7.  Specifically,  EPA  will 
propose  to  amend  the  list  of  pollutants 
eligible  for  removal  credits  in  40  CFR 
403.7,  Appendix  G,  Table  II,  to  add  16 
pollutants  that  EPA  has  determined 
would  not  need  to  be  regulated  under 
the  sewage  sludge  regulations.  These  16 
pollutants  have  gone  through  the  same 
assessment  as  the  pollutants  currently 
identified  as  eligible  for  removal  credits 
in  Table  II;  the  assessment  included 
public  notice  and  comment  in 
conjunction  with  a  related  Office  of 
Water  action. 


NPRM  06/00/08 

Final  Action  1 2/00/09 
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Timetable: 

Action 


Email:  pickrel.jan@epa.gov 

Date  FR  Cite  RIN:  2040-AE88 


ANPRM  10/14/05  70  FR  60199 

NPRM  01/00/10 

Final  Action  01/00/1 1 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State 

Additional  Information:  SAN  No. 

3663.1;  EPA  publication  information: 
ANPRM  - 

http://wvirw.epa.gov/ fedrgstr/EPA- 
WATER/2005/October/Day- 
14/w20000.htm;  Split  from  RIN  2040- 
AC58. 

Agency  Contact:  Jennifer  Chan, 
Environmental  Protection  Agency, 
Water,  4203M,  Washington,  DC  20460 
Phone:  202  564-0995 
Fax;  202  564-6431 
Email:  chan.jennifer@epa.gov 

Jan  Pickrel,  Environmental  Protection 
Agency,  Water,  4203M,  Washington,  DC 
20460 

Phone:  202  564-7904 
Fax:  202  564-6431 


3022.  •  EFFLUENT  LIMITATIONS 
GUIDELINES  AND  STANDARDS  FOR 
THE  CONSTRUCTION  AND 
DEVELOPMENT  POINT  SOURCE 
CATEGORY 

Priority:  Other  Significant.  Major  status 
under  5  USC  801  is  undetermined. 

Unfunded  Mandates;  Undetermined 

Legal  Authority;  CWA  301;  CWA  304; 
CWA  306;  CWA  501 

CFR  Citation:  Not  Yet  Determined 

Legal  Deadline:  NPRM,  Judicial, 
December  1,  2008. 

Final,  Judicial,  December  1,  2009. 

Abstract:  This  rulemaking  will 
establish  effluent  limitations 'and 
standards  for  stormwater  discharges 
associated  with  construction  and 
development  activities.  This 
rulemaking  and  its  schedule  respond  to 
a  court  order  that  requires  the  Agency 
to  promulgate  final  regulations  by 
December  of  2009.  The  effluent 
limitations  and  standards  will  control 
the  discharge  of  pollutants  such  as 
sediment  in  stormwater  runoff  from 


construction  and  development  activities 
and  will  be  implemented  through  the 
issuance  of  NPDES  permits. 

Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/08 

Final  Action  12/00/09 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Government  Levels  Affected: 

Undetermined 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  5119; 

Agency  Contact:  Jesse  Pritts, 
Environmental  Protection  Agency, 
Water,  4303T,  Washington,  DC  20460 
Phone:  202  566-1038 
Fax:  202  566-1053 
Email:  pritts.jesse@epamail.epa.gov 

Eric  Strassler,  Environmental  Protection 
Agency,  Water,  4303T,  Washington,  DC 
20460 

Phone:  202  566-1026 
Fax:  202  566-1053 
Email:  strassler.eric@epa.gov 

RIN:  2040-AE91 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Clean  Water  Act  (CWA) 


3023.  TEST  PROCEDURES  FOR  THE 
ANALYSIS  OF  TRACE  METALS 
UNDER  THE  CLEAN  WATER  ACT 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  136 
Completed: 

Reason  Date  FR  Cite 

Withdrawn  03/07/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Robin  Oshiro 
Phone:  202  566-1075 
F^:  202  566-1053 
Email:  oshiro.robin@epamail.epa.gov 

Richard  Reding 

Phone:  202  566-2237 

Fax:  202  566-1053 

Email:  reding.richard@epa.gov 

RIN:  2040-AC75 


3024.  TEST  PROCEDURES: 
INCREASED  METHOD  FLEXIBILITY 
FOR  TEST  PROCEDURES  APPROVED 
FOR  CLEAN  WATER  ACT 
COMPLIANCE  MONITORING 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  136 

Completed: 

Reason  Date  FR  Cite 

Withdrawn  03/1 9/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Richard  Reding 
Phone:  202  566-2237 
Fax:  202  566-1053 
Email;  reding.richard@epa.gov 

RIN:  2040-AC92 


3025.  TEST  PROCEDURES:  NEW  AND 
UPDATED  TEST  PROCEDURES  FOR 
THE  ANALYSIS  OF  POLLUTANTS 
UNDER  THE  CLEAN  WATER  ACT  AND 
SAFE  DRINKING  WATER  ACT 
Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  122;  40  CFR  136; 
40  CFR  141 
Completed: 

Reason  Date  FR  Cite 

Final  Action  03/12/07  72  FR  11199 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Meghan  Hessenauer 
Phone;  202  566-1040 
Fax;  202  566-1053 
Email:  hessenauer.meghan@epa.gov 

Marion  Kelly 
Phone:  202  566-1045 
Fax:  202  566-1053 
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Email:  kelly.marion@epamail.epa.gov 
RIN:  2040-AD71 


3026.  TEST  PROCEDURES  FOR  THE 
ANALYSIS  OF  E.  COLI, 
ENTEROCOCCI,  FECAL  COLIFORMS, 
AND  SALMONELLA  UNDER  THE 
CLEAN  WATER  ACT 

Priority:  Substantive,  Nonsignificant 

CFR  Citation:  40  CFR  sec  136  and  503 

Completed: 

Reason  Date  FR  Cite 

Final  Action  03/26/07  72  FR  14219 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smali  Entities  Affected:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Robin  Oshiro 
Phone:  202  566-1075 
Fax:  202  566-1053 
Email:  oshiro.robin@epamail.epa.gov 

RIN:  2040-AE68 


3027.  2006  EFFLUENT  GUIDELINES 
PROGRAM  PLAN 

Priority:  Substantive,  Nonsignificant 

CFR  CKation:  None 
Completed: 

Reason  Date  FR  Cite 

NPRM  08/29/05  70  FR  51042 

Final  Plan  12/21/06  71  FR  76644 

Regulatory  Flexibility  Analysis 
Required:  No 

Smail  Entities  Affected:  No 

Government  Leveis  Affected:  None 

Agency  Contact:  Carey  Johnston 
Phone:  202  566-1014 
Fax:  202  566-1053 

Email:  johnston.carey@epamail.epa.gov 

Janet  Goodwin 

Phone:  202  566-1060 

Email:  goodwin.janet@epa.gov 

RIN:  2040-AE76 


3028.  RULEMAKING  ON  DIRECT 
APPLICATION  OF  PESTICIDES  TO 
WATERS  OF  THE  UNITED  STATES  IN 
COMPLIANCE  WITH  FIFRA 

Priority:  Other  Significant 
CFR  Citation:  40  CFR  122.3 
Compieted: 

Reason  Date  FR  Cite 

NPRM  02/01/05  70  FR  5093 

Final  Action  11/27/06  71  FR  68483 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Virginia  Garelick 
Phone:  202  564-2316 
Fax:  202  564-6384 
Email:  garelick.virginia@epa.gov 

Allison  Wiedeman 

Phone:  202  564-0901 

Fax:  202  564-6384 

Email:  wiedeman.allison@epa.gov 

RIN:  2040-AE79 


Environmental  Protection  Agency  (EPA)  Proposed  Rule  Stage 

Safe  Drinking  Water  Act  (SDWA) 


3029.  DRINKING  WATER: 
REGULATORY  DETERMINATIONS 
REGARDING  CONTAMINANTS  ON 
THE  SECOND  DRINKING  WATER 
CONTAMINANT  CANDIDATE  LIST 
Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legai  Authority:  42  USC  300g-l(b) 

CFR  Citation:  None 

Legal  Deadline:  Final,  Statutory, 

August  6,  2006,  SDWA  requires 
regulatory  determinations  every  5  years. 
Last  round  was  made  in  August  2003. 

Abstract:  The  1996  amendments  to  the 
Safe  Drinking  Water  Act  (SDWA) 
require  EPA  to  publish  a  list  of  non- 
regulated  contaminants  every  5  years, 
which  may  warrant  regulation  due  to 
their  health  effects  and  their  potential 
for  occurrence  in' public  water  systems 
(PWSs).  The  first  Contaminant 
Candidate  List  (CCL),  was  published  in 
the  Federal  Register  on  March  2,  1998 
(63  FR  10247).  The  second  CCL  was 
published  on  February  22,  2005  (70  FR 
9017).  In  addition  to  publishing  the 
drinking  water  CCL.  the  SDWA  also 


requires  the  Agency  to  select  five  or 
more  contaminants  from  the  second 
CCL  and  determine  whether  to  regulate 
these  contaminants  with  a  National 
Primary  Drinking  Water  Regulation 
(NPDWR).  Ill  order  to  make  a 
determination  of  whether  to  develop  an 
NPDWR  for  a  contaminant,  the  SDWA 
requires  three  statutory  tests  be  met:  1) 
The  contaminant  may  have  an  adverse 
effect  on  the  health  of  persons;  2)  the 
contaminant  is  known  to  occur  or  there 
is  a  substantial  likelihood  that  the 
contaminant  will  occur  in  public  water 
systems  with  a  ft’equency  and  at  levels 
of  public  health  concern;  and  3)  in  the 
sole  judgment  of  the  Administrator, 
regulation  of  the  contaminant  presents 
a  meaningful  opportunity  for  health 
risk  reduction  for  persons  served  by 
public  water  systems.  Using  these  three 
statutory  tests  to  make  regulatory 
decisions,  there  are  three  possible 
outcomes:  1)  Regulate  the  contaminant 
with  an  NPDWR:  2)  develop  guidcmce 
(e.g..  Health  or  Consumer  Advisory):  or 
3)  determine  no  action  is  necessary. 


Timetable: 

Action  Date  FR  Cite 

Preliminary  Notice  04/00/07 

Final  Notice  04/00/08 

Regulatory  Flexibility  Anaiysis 
Required:  No 

Smail  Entities  Affected:  No 
Government  Leveis  Affected:  None 
Additional  Information:  SAN  No.  4821; 

URL  For  More  Information: 

www.epa.gov/ safewater/ccl/ index.html 

Agency  Contact:  Wynne  Miller, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone;  202  564-4887 
Fax:  202  564-3760 

Email:  miller.wynne@epamail.epa.gov 

Thomas  Carpenter,  Environmental 
Protection  Agency,  Water,  4607M, 
^Washington,  DC  20460 
Phone:  202  564-4885 
Fax:  202  564-3760 
Email; 

carpenter.thomas@epamail.epa.gov 
RIN:  2040-AE60 
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3030.  DRINKING  WATER 
REGULATIONS  FOR  AIRCRAFT 
PUBLIC  WATER  SYSTEM 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Legal  Authority:  42  USC  300f  et  seq 

CFR  Citation:  40  CFR  141 
Legal  Deadline:  None 

Abstract:  The  action  is  to  tailor 
drinking  water  rule  requirements  to  the 
unique  characteristics  of  aircraft  to 
ensure  that  the  water  passengers  drink 
while  on  an  airplane  is  safe.  This 
action  is  necessary  because  aircraft 
public  water  systems  are  very  different 
from  traditional  public  water  systems. 
Aircraft  fly  to  multiple  destinations 
throughout  the  course  of  any  given  day 
and  may  board  water  from  different 
sources  along  the  way.  Depending  on 
the  quality  of  the  water  that  is  boarded 


from  these  multiple  sources  and  the 
care  used  to  board  the  water, 
contamination  could  be  introduced. 
This  increases  the  vulnerability  of  the 
aircraft’s  water  system  to  contamination 
when  compared  to  a  typical  public 
water  system.  In  the  United  States 
water  loaded  aboard  passenger  aircraft 
comes  from  public  water  systems.  The 
water  provided  by  public  water  systems 
that  are  regulated  by  State  and  Federal 
authorities  is  among  the  safest  in  the 
world;  however,  a  significant 
percentage  of  passenger  aircraft  travel 
includes  international  destinations. 
These  aircraft  may  board  water  from 
foreign  sources  which  are  not  subject 
to  EPA  drinking  water  standards. 
Therefore,  this  action  also  will  address 
the  boarding  of  foreign  water  by  U.S. 
aircraft 


Timetable: 

Action  Date  FR  Cite 

NPRM  12/00/07 

Finai  Action  01/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  Federal 
Federalism:  Undetermined 
Additional  Information:  SAN  No.  4966; 

URL  For  More  Information: 

http://www.epa.gov/safewater/ 
airlinewater/index2  .html 

Agency  Contact:  Rick  Naylor, 
Environmental  Protection  Agency, 
Water,  4606M,  Washington,  DC  20460 
Phone:  202  564-3847 
Fax:  202  564-3847 
.Email:  naylor.richard@epa.gov 

RIN:  2040-AE84 


Environmental  Protection  Agency  (EPA)  Final  Rule  Stage 

Safe  Drinking  Water  Act  (SDWA) 


3031.  DRINKING  WATER 
CONTAMINANT  CANDIDATE  LIST  3 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  300g-l(b) 

CFR  Citation:  None 

Legal  Deadline:  Final,  Statutory, 
February  24,  2010,  SDWA  requires  EPA 
to  publish  a  list  of  candidate 
contaminants  every  5  years.  CCL2 
published  02/24/2005. 

Abstract:  The  Safe  Drinking  Water  Act 
(SDWA)  as  amended  in  1996  requires 
EPA  to  publish  a  list  every  5  years  of 
contaminants  that  are  known  or 
anticipated  to  occur  in  public  water 
systems,  and  which  may  require 
regulation  under  the  SDWA.  The 
purpose  of  this  action  is  to  prepare  and 
publish  the  third  Contaminant 
Candidate  List  (CCL).  In  preparing  the 
third  list,  EPA  will  evaluate  the 
classification  approach  recommended 
by  the  National  Academy  of  Sciences’ 
National  Research  Council  (NRC)  and, 
a^  applicable,  use  the  NRC  approach 
to  identify  and  narrow  a  very  broad 
imiverse  of  potential  contaminants  into 
a  smaller,  more  focused  list  for  future 
CCLs.  If  we  identify  additional 
contaminants  early  in  the  evaluation 
process,  we  may  consider  those 
contaminants  in  the  regulatory 
determinations  for  2007. 


Timetable: 

Action  Date  FR  Cite 

Preliminary  Final  Rule  02/00/08 
Final  Action  08/00/09 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4745; 

Agency  Contact:  Thomas  Carpenter, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-4885 
Fax:  202  564-3760 
Email: 

carpenter.thomas@epamail.epa.gov 

Yvette  Selby,  Environmental  Protection 
Agency,  Water,  4607M,  Washington,  DC 
20460 

Phone:  202  564-5245 
Fax:  202  564-3760 
Email:  selby- 

mohamadu.yvette@epamail.epa.gov 
RIN:  2040-AD99 


3032.  NATIONAL  PRIMARY  DRINKING 
WATER  REGULATIONS  FOR  LEAD 
AND  COPPER:  SHORT-TERM 
REGULATORY  REVISIONS  AND 
CLARIFICATIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  SDWA;  42  USC  sec 
300f  et  seq 

CFR  Citation:  40  CFR  141;  40  CFR  142 

Legal  Deadline:  None 

Abstract:  This  action  (proposed  in  the 
Federal  Register  on  July  18,  2006  (71 
FR  40827))  is  minor  as  it  makes  minor 
additions  and  clarifications  to  an 
existing  regulation.  EPA  undertook 
several  activities  in  2004  to  determine 
whether  a  national  problem  exists 
related  to  elevated  drinking  water  lead 
levels  comparable  to  that  in  the  District 
of  Columbia.  This  evaluation,  while  it 
did  not  reveal  a  national  problem 
comparable  to  DC,  highlighted  areas  for 
improvement  and  clarification  to  the 
existing  lead  and  copper  rule  and 
associated  guidance  materials.  Several 
short-term  actions  will  be  initiated  in 
2005  and  completed  during  the  2005 
to  2006  time  frame.  EPA  also  identified 
several  regulatory  changes  that  will  be 
considered  as  part  of  identifying  more 
comprehensive  changes  to  the  rule. 
These  considerations  are  longer-term  as 
they  require  additional  data  collection. 


Federal  Register / Vol.  72,  No.  82 /Monday,  April  30,  2007 /Unified  Agenda 


23297 


EPA — Safe  Drinking  Water  Act  (SDWA) 


Final  Rule  Stage 


research,  analysis,  and  stakeholder 
involvement  to  support  decisions. 
These  longer-term  regulatory  changes 
will  he  examined  by  a  separate 
workgroup  under  an  additional 
regulatory  action.  This  action  addresses 
the  regulatory  revisions  to  be 
completed  in  the  2005  to  2006  time 
frame.  Regulatory  changes  to  be 
addressed  include  clarifications  about 
sample  collection;  clarifications  to 
definitions  for  monitoring  and 
compliance  periods:  modifications 
regarding  public  water  system 
notification  to  their  State  of  treatment 
changes  prior  to  the  change:  revisions 
to  language  related  to  criteria  for 


reduced  monitoring;  revisions  to 
language  regarding  consideration  of 
lead  service  line  replacement  for 
compliance  purposes;  revisions  to 
language  related  to  flushing  guidance; 
and  additional  requirements  for 
consumer  notification  of  lead 
monitoring  results. 

Timetable: 

Action  Date  FR  Cite 

NPRM  07/1^06  71  FR  40828 

Final  Action  09/00/07 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 


Government  Levels  Affected:  Local, 
State 

Additional  Information:  SAN  No.  4981; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/fedrgstr/EPA- 
WATER/2006/July/Day-18/w6250.htm; 

URL  For  More  Information: 

http://www.epa.gov/safewater/lcmr/ 

implement.html 

Agency  Contact:  Jeffrey  Kempic, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-4880 
Email:  kempic.jeffrey@epa.gov 

RIN:  2040-AE83  . 


Environmental  Protection  Agency  (EPA)  Long-Term  Actions 

Safe  Drinking  Water  Act  (SDWA) 


3033.  NATIONAL  PRIMARY  DRINKING 
WATER  REGULATIONS:  RADON 

Priority:  Economically  Significant. 
Major  under  5  USC  801. 

Unfunded  Mandates:  This  action  may 
affect  State,  local  or  tribal  governments. 

Legal  Authority:  42  USC  300f,  et  seq 
CFR  Citation:  40  CFR  141;  40  CFR  142 

Legal  Deadline:  Other,  Statutory, 
February  6,  1999,  Publish  radon  health 
risk  reduction  and  cost  analysis. 

NPRM,  Statutory,  August  6,  1999. 

Final,  Statutory,  November  2,  2000. 

Abstract:  In  1999,  EPA  proposed 
regulations  for  radon  that  provide 
flexibility  in  how  to  manage  the  health 
risks  from  radon  in  drinking  water.  The 
proposal  was  based  on  the  unique 
framework  in  the  1996  SDWA.  The 
proposed  regulation  would  provide  for 
either  a  maximum  contaminant  level 
(MCL),  or  an  alternative  maximum 
contaminant  level  (AMCL)  with  a 
multimedia  mitigation  (MMM)  program 
to  address  radon  in  indoor  air.  Under 
the  proposal,  public  water  systems  in 
States  that  adopted  qualifying  MMM 
programs  would  be  subject  to  the 
AMCL,  while  those  in  States  that  did 
not  adopt  such  programs  would  be 
subject  to  the  MCL. 

Timetable: 


Action  Date  FR  Cite 


ANPRM 
NPRM  Original 
Notice99 
NPRM 
Final  Action 


09/30/86  51  FR  34836 
07/18/91  56  FR  33050 
02/26/99  64  FR  9560 
11/02/99  64  FR  59246 
05/00/09 


Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Federalism:  This  action  may  have 
federalism  implications  as  defined  in 
EO  13132. 

Additional  Information:  SAN  No.  2281; 
EPA  publication  information:  NPRM  - 
http://www.epa.gov/egwdw/radon/ 
proposal.html;  EPA  Docket  information: 
EPA-HQ-O  W-2003-004 1 

Sectors  Affected:  22131  Water  Supply 
and  Irrigation  Systems 

URL  For  More  Information: 

http://www.epa.gov/ogwdw/radon.html 

Agency  Contact:  Rebeccak  Allen, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-4689 
Fax:  202  564-3760 

Email:  allen.rebeccak@epamail.epa.gov 

Eric  Burneson,  Environmental 
Protection  Agency,  Water,  4607M, 
Washington,  DC  20460 
Phone:  202  564-5250 
Fax:  202  564-3760 

Email:  burneson.eric@epamail.epa.gov 
RIN:  2040-AA94 


3034.  NATIONAL  PRIMARY  DRINKING 
WATER  REGULATIONS:  ALDICARB 

Priority:  Substantive,  Nonsignificant 

Unfunded  Mandates:  Undetermined 


Legal  Authority:  42  USC  300f  et  seq 
CFR  Citation:  40  CFR  141;  40  CFR  142 

Legal  Deadline:  None 

Abstract:  EPA  promulgated  MCLs  for 
aldicarb,  aldicarb  sulfoxide,  and 
aldicarb  sulfone  in  the  Phase  II 
rulemaking  in  1991  at  levels  of  0.003, 
0.004,  and  0.002  ug/1,  respectively.  In 
response  to  an  administrative  petition 
from  the  manufacturer  Rhone-Poulenc, 
the  Agency  issued  an  administrative 
stay  of  the  effective  date.  EPA  will 
reexamine  risk  assessment  and 
occurrence  data  on  aldicarb  and  make 
a  determination  of  what  further  action 
is  appropriate. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  Undetermined 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions, 
Organizations 

Government  Levels  Affected:  Federal, 
State,  Local,  Tribal 

Federalism:  Undetermined 

Additional  Information:  SAN  No.  3238; 

Sectors  Affected:  22131  Water  Supply 
and  Irrigation  Systems 

Agency  Contact:  Dan  Olson, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-5239 
Fax:  202  564-3760 
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Email:  olson.daniel@epa.gov 
RIN:  2040-AC13 


3035.  NATIONAL  SECONDARY 
DRINKING  WATER  REGULATIONS 
(NSDWR):  METHYL  TERTIARY  BUTYL 
ETHER  (MTBE)  AND  TECHNICAL 
CORRECTIONS  TO  THE  NSDWR 

Priority:  Other  Significant 

Legal  Authority:  42  USC  300f  et  seq 

CFR  Citation:  40  CFR  143  (Revision) 

Legal  Deadline:  None 

Abstract:  Methyl  Tertiary  Butyl  Ether 
(MTBE)  is  an  automobile  fuel  additive, 
introduced  in  the  late  1970s  during 
lead  phase-out  as  an  octane  enhancer. 

It  has  been  used  in  increasing  quantity 
in  the  1990s  to  meet  the  requirement 
of  the  Federal  Reformulated  Gasoline 
(RFG)  and  Oxyfuels  programs  required 
by  the  Clean  Air  Act  Amendments  of 
1990.  However,  MTBE  has  been 
detected  in  ground  water  and  drinking 
water  in  a  number  of  States  due  to 
leaking  underground  storage  tanks  and- 
leaking  pipelines.  Although  most  of 
these  detections  are  at  levels  well 
below  health  concern,  MTBE’s 
distinctive  turpentine-like  taste  and 
odor  can  be  detected  at  low  levels. 
Presently,  the  Water  program  is 
collecting  and  analyzing  research 
information  on  occurrence,  health 
effects,  method  sensitivity,  and 
treatment  effectiveness. 

Timetable: 

Action  Date  FR  Cite 

NPRM  To  Be  Determined 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 

Government  Levels  Affected:  None 

Additional  Information:  SAN  No.  4404; 

Sectors  Affected:  22131  Water  Supply 
and  Irrigation  Systems 

A^ncy  Contact;  Irene  Dooley, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-4699 
Fax:  202  564-3760 
Email:  dooley.irene@epamail.epa.gov 

RIN:  2040-AD54 


3036.  NATIONAL  PRIMARY  DRINKING 
WATER  REGULATIONS:  REVISIONS 
TO  THE  TOTAL  COLIFORM 
MONITORING  AND  ANALYTICAL 
REQUIREMENTS  AND  ADDITIONAL 
DISTRIBUTION  SYSTEM 
REQUIREMENTS 

Priority:  Substantive,  Nonsignificant. 
Major  status  under  5  USC  801  is 
undetermined. 

Unfunded  Mandates:  This  action  may 
affect  State,  local  or  tribal  governments 
and  the  private  sector. 

Legal  Authority:  42  USC  300f  et  seq 
CFR  Citation:  40  CFR  141;  40  CFR  142 

Legal  Deadline:  None 

Abstract:  EPA  is  revising  the  Total 
Coliform  Rule  (TCR),  which  Was 
published  in  1989.  On  July  18,  2003, 
EPA  published  a  Federal  Register  (68 
FR  42907)  Notice  of  Intent  to  revise  the 
TCR.  EPA  intends  revisions  to  the  TCR 
to  maintain  or  provide  for  greater 
human  health  protection  than  under 
the  existing  TCR  while  improving 
system  efficiency.  A  Federal  Advisory 
Committee  recommended  that  EPA,  as 
part  of  the  TCR  6-year  review  process, 
“initiate  a  process  for  addressing  cross- 
connection  control  and  backflow 
prevention  requirements  and  consider 
additional  distribution  system 
requirements  related  to  significant 
health  risks.  “The  original  TCR, 
promulgated  in  1989,  protects  human 
health  by  requiring  microbial 
monitoring  in  drinking  water 
distribution  systems.  The  TCR  does  not 
include  distribution  system  corrective 
or  protective  requirements  to  reduce 
contamination  from  coliforms  and  other 
contaminants.  Since  then,  EPA  has 
gained  a  better  understanding  of 
distribution  system  impacts  on  human 
health  and,  therefore,  intends  to 
strengthen  the  TCR  by  adding 
distribution  system  requirements.  The 
process  to  do  so  involves  a  performance 
evaluation,  development  of  issue 
papers  on  both  distribution  systems 
and  total  coliform,  stakeholders 
meetings,  and  proposed  and  final  rules. 

Timetable: 

Action  Date  FR  Cite 

NPRM  05/00/10 

Finai  Action  1 2/00/1 2 

Regulatory  Flexibility  Analysis 
Required:  Yes 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 


Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 
Federalism:  Undetermined 
Additional  Information:  SAN  No.  4775; 
URL  For  More  Information: 
www.epa.gov/safewater/tcr/tcr.html 

Agency  Contact:  Kenneth  Rotert, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-5280 
Fax: 202  564-3767 

Email :  rotert . kenneth@epamail . epa.gov 

Jennifer  Mclain,  Environmental 
Protection  Agency,  Water,  4607M, 
Washington,  DC  20460 
Phone:  202  564-5248 
Fax;  202  564-3767 

Email:  mclain.jennifer@epamail.epa.gov 
RIN:  2040-AD94 


3037.  UNDERGROUND  INJECTION 
CONTROL:  UPDATE  OF  STATE 
PROGRAMS 

Priority:  Info./Admin./Other 

Legal  Authority:  42  USC 

300h-l“SDWA  1422”;  42  USC 
300h-4“SDWA  1425” 

CFR  Citation:  40  CFR  147  (Revision) 
Legal  Deadline:  None 
Abstract:  EPA  provides  a  place  in  part 
147  of  its  UlC  regulations  where  all  the 
State  UIC  programs  are  summarized. 
Included  in  this  summarization  are  all 
the  authorities  and  regulations  used  by 
the  States  to  implement  the  UIC 
program,  as  well  as  all  other  documents 
that  are  relevant  to  the  program.  The 
primary  reason  for  this  is  to  provide 
one  place  where  all  the  UIC  programs 
nationwide  are  presented.  A  second 
reason  is  to  allow.  EPA  to  incorporate 
by  reference  into  the  Code  of  Federal 
Regulations  the  State  program 
authorities.  Current  citations  to  State 
regulations  in  40  CFR  part  147  are  out 
of  date  for  many  States.  This  update 
is  necessary  to  ensure  that  the  CFR 
accurately  reflects  current  approved 
State  UIC  programs  and  that  elements 
of  those  programs  are  federally 
enforceable  if  necessary.  EPA  Regional 
Offices  will  be  submitting  State 
revision  packages  as  they  are 
completed.  Part  147  will  then  be 
updated  in  several  stages.  This  is  the 
first  stage.  This  effort  should  have  no 
impact  on  the  regulated  community 
because  we  will  merely  be 
incorporating  by  reference  elements  of 
already  effective  State  programs. 
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Timetable: 

Action  Date  FR  Cite 

Direct  Final  Rule  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entitles  Affected:  No 

Government  Levels  Affected:  Federal, 
State 

Additional  Information:  SAN  No.  4236; 

Agency  Contact:  Denny  Cruz, 
Environmental  Protection  Agency, 
Water,  4606M,  Washington,  DC  20460 
Phone:  202  564-3827 
Fax:  202  564-3756 
Email:  cruz.denny@epa.gov 

Marilyn  Ginsberg,  Environmental 

Protection  Agency,  Water,  4606M, 

Washington,  DC  20460 

Phone:  202  564-3881 

Fax:  202  564-3756 

Email:  ginsberg.marilyn@epa.gov 

RIN:  2040-AD40 


3038.  SECOND  6-YEAR  REVIEW  OF 
EXISTING  NATIONAL  PRIMARY 
DRINKING  WATER  REGULATIONS 

Priority:  Substantive,  Nonsignificant 
Legal  Authority:  42  USC  300f  et  seq 
CFR  Citation:  40  CFR  141;  40  CFR  142 

Legal  Deadline:  Final,  Statutory, 
August  6,  2008,  Complete  review  for 


contaminants  with  NPDWRs 
promulgated  prior  to  August  2002. 

Abstract:  The  Safe  Drinking  Water  Act 
(SDWA)  requires  EPA  to  review  and 
revise,  if  appropriate,  all  National 
Primary  Drinking  Water  Regulations 
(NPDWRs)  no  less  frequently  than  once 
every  6  years.  According  to  SDWA,  any 
revisions  of  drinking  water  regulations 
must  maintain,  or  increase,  the  level  of 
public  health  protection  provided; 
however,  EPA  may  identify  regulatory 
changes  that  will  streamline  or  reduce 
existing  requirements  without  lessening 
the  level  of  public  health  protection. 

As  part  of  this  action,  the  Office  of 
Water  (OW)  will  implement  the 
existing  protocol  for  conducting  each  6- 
year  review  (developed  under  the  first 
6-year  review  cycle)  to  review  critical 
elements  for  regulated  chemical 
contaminants  (e.g.,  health  risks, 
occurrence,  anal)d:ical  methods, 
treatment  technologies).  No  new 
requirements  will  be  imposed  by  this 
action.  The  purpose  of  the  review  is 
to  determine  whether  new  data, 
technology,  or  other  factors  exist  that 
justify  revisions  to  existing  NPDWRs. 
The  outcome  of  the  review  will  be  a 
Federal  Register  notice  making 
available  the  results  of  the  Agency’s 
review  and  recommendations  for  any 
regulations  the  Agency  may  consider 
revising. 

Because  this  action  does  not  change  or 
add  to  existing  requirements,  OW  will 


not  be  performing  a  formal  economic 
analysis  or  consulting  with  small 
businesses,  governments,  or  tribal 
officials.  OW  does  not  plan  to  generate 
new  data  as  part  of  this  action;  the 
review  will  be  based  on  recent 
compliance  data  from  public  water 
systems  emd  existing  data  on  health 
effects  (such  as  completed  IRIS  and 
OPPTS  health  risk  assessments)  and 
analytical  methods. 

Timetable: 

Action  Date  FR  Cite 

Preliminary  Notice  03/00/09 

Final  Notice  07/00/1 0 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  No 
Government  Levels  Affected:  None 
Additional  information:  SAN  No.  5066; 

Agency  Contact:  Rebeccak  Allen, 
Environmental  Protection  Agency, 
Water,  4607M,  Washington,  DC  20460 
Phone:  202  564-4689 
Fax:  202  564-3760 

Email:  allen.rebeccak@epamail.epa.gov 

Rajiv  Khera,  Environmental  Protection 
Agency,  Water,  4607M,  Washington,  DC 
20460 

Phone:  202  564-4881 

Fax:  202  564-3760 

Email:  khera.rajiv@epamail.epa.gov 

RIN:  2040-AE90 


Environmental  Protection  Agency  (EPA)  Completed  Actions 

Safe  Drinking  Water  Act  (SDWA) 


3039.  UNREGULATED  CONTAMINANT 
MONITORING  REGULATION  FOR 
PUBLIC  WATER  SYSTEMS  REVISIONS 

Priority:  Substantive,  Nonsignificant 
CFR  Citation:  40  CFR  141.40 
Completed: 

Reason  Date  FR  Cite 

NPRM  08/22/05  70  FR  4903 

Final  Action  01/04/07  72  FR  368 


Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Governmental 
Jurisdictions 

Government  Levels  Affected:  Federal, 
Local,  State,  Tribal 

Agency  Contact:  Dave  Munch 
Phone:  513  569-7843 
Email:  munch.dave@epa.gov 


Dan  Hautman 
Phone:  513  569-7274 
Email:  hautman.dan@epa.gov 

RIN:  2040-AD93 
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Environmental  Protection  Agency  (EPA)  Long-Term  Actions 

Shore  Protection  Act  (SPA) 


3040.  SHORE  PROTECTION  ACT, 
SECTION  4103(B)  REGULATIONS 

Priority:  Substantive,  Nonsignificant 

Legal  Authority:  33  USC  2601  “Shore 
Protection  Act  of  1988”;  PL  100-688 
“4103(b)” 

CFR  Citation:  40  CFR  237 
Legai  Deadline:  None 

Abstract:  This  rule  will  implement  the 
Shore  Protection  Act  (SPA)  and  is 
designed  to  prevent  the  deposit  of 
municipal  and  commercial  waste  into 
U.S.  Coastal  Waters.  This  rule 
establishes  minimum  waste  handling 
practices  for  vessels  and  waste 
handling  facilities  involved  in  the 
transport  of  municipal  or  commercial 
wastes  in  the  coastal  waters  of  the 
United  States.  The  rule  may  require 
certain  vessels  and  waste  handling 
facilities  to  develop  an  operation  and 


maintenance  manual  that  identifies 
procedures  to  prevent,  report,  and  clean 
up  deposits  of  waste  into  coastal 
waters.  Local  governments  and 
businesses  involved  with  the  vessel 
transportation  and  shore  side  handling 
of  these  wastes  would  be  affected  by 
this  rule.  Currently  no  tribes  are  known 
to  be  involved  in  waste  handling  of  this 
type;  therefore  none  would  be  affected 
by  this  rule.  With  regard  to  small 
businesses,  EPA  has  provided  guidance 
on  development  of  operation  and 
maintenance  manuals  and  encourages 
the  use  and  documentation  of  existing 
industry  practices  that  meet  or  exceed 
the  EPA  proposed  minimum  waste 
handling  standards.  All  indications  are 
that  this  regulation  as  proposed  would 
have  a  minimal  economic  impact.  This 
regulation  will  result  in  reduction  of 
municipal  and  commercial  wastes 
deposited  in  coastal  waters. 


Timetable: 

Action  Date  FR  Cite 

NPRM  08/30/94  59  FR  44798 

Final  Action  To  Be  Determined 

Regulatory  Flexibility  Analysis 
Required:  No 

Small  Entities  Affected:  Businesses, 
Governmental  Jurisdictions 

Government  Levels  Affected:  Federal, 
Local 

Additional  Information:  SAN  No.  2820; 

Agency  Contact:  David  Bedford, 
Enviroiunental  Protection  Agency, 
Water,  4504T,  Washington,  DC  20460 
Phone:  202  566-1288 
Fax:  202  566-1546  ' 

Email:  redford.david@epamail.epa.gov 

RIN:  2040-AB85 

[FR  Doc.  07-01422  Filed  04-27-07;  8:45  am] 
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